
Vol. 43-No. 91 
5-10-78 
PAGES 
19999-20214 



WEDNESDAY, MAY 10, 1978 




SUNSHINE ACT MEETINGS_ 20085 


NORTHERN MARIANA ISLANDS 

Presidential proclamation applying certain U.S. laws. 19999 

COMBINED ANNUAL WAGE REPORTING 

Treasury/IRS proposes amendments that will provide the 
public with guidance in making annual information returns 
under CAWR; comments by 7-7-78.... 20020 

WITHDRAWAL FROM SAVINGS DEPOSITS 

FRS revises Regulation Q to permit member banks to arrange 
with depositors for automatic transfer of funds from savings 
accounts to checking and other accounts in order to maintain 
minimum balance; effective 11-1-78..... 20001 

NONDISCRIMINATION ON BASIS OF SEX 

USDA proposes rules prohibiting sex discrimination in Federal¬ 
ly-assisted education programs or activities; comments by 
6-15-78...... 20021 

ENERGY CONSERVATION PROGRAM FOR 
APPLIANCES 

FEA prescribes final test procedures for ovens and ranges and 
vented and unvented home heating equipment; effective 

6-15-78 (Part II of this issue) (3 documents).20108, 

20128, 20147 

TRAINING GRANTS TO INSTITUTIONS OF 
HIGHER EDUCATION 

HEW/HDSO announces that applications will be accepted 
until 6-16-78 for doctoral dissertation projects...... 20057 

EMERGENCY ENERGY ASSISTANCE 
PROGRAM 

CSA issues list of eligible grantees and funding declarations.. 20030 

IMPORTED STEEL MILL PRODUCTS 

Treasury announces increases in trigger prices for imported 
steel mill products from Japan; effective for shipments export¬ 
ed on or after 7-1-78. 20070 

ONSHORE OIL AND GAS LEASES 

Interior/GS proposes to define mofe specifically for industry 
undesirable events that occur which must be reported to 
Geological Survey; comments by 7-10-78. 20060 

MEDICAID ELIGIBILITY 

HEW/HCFA corrects technical errors in final rule governing 
coverage and conditions of eligibility for medical assistance... 20008 































AGENCY PUBLICATION ON ASSIGNED DAYS OF THE WEEK 

The following agencies have agreed to publish all documents on two assigned days of the week (Monday/ 
Thursday or Tuesday/Friday). This is a voluntary program. (See OFR notice 41 FR 32914, August 6, 1976.) 


Monday 

Tuesday 

Wednesday 

Thursday 

Friday 

DOT/COAST GUARD 

USDA/ASCS 


DOT/COAST GUARD 

USDA/ASCS 

DOT/NHTSA 

USDA/APHIS 


DOT/NHTSA 

USDA/APHIS 

DOT/FAA 

USDA/FNS 


DOT/FAA 

USDA/FNS 

DOT/OHMO 

USDA/FSQS 


DOT/OHMO 

USDA/FSQS 

DOT/OPSO 

USDA/REA 


DOT/OPSO 

USDA/REA 


CSC 



CSC 


LABOR 



LABOR 


HEW/ADAMHA 



HEW/ADAMHA 


HEW/COC 



HEW/CDC 


HEW/FDA 


• 

HEW/FDA 


HEW/HRA 



HEW/HRA 


HEW/HSA 



HEW/HSA 


HEW/NIH 



HEW/NIH 


HEW/PHS 



HEW/PHS 


Documents normally scheduled for publication on a day that will be a Federal holiday will be published the 
next work day following the holiday. 

Comments on this program are still invited. Comments should be submitted to the Day-of-the-Week Program 
Coordinator, Office of the Federal Register, National Archives and Records Service, General Services Adminis¬ 
tration, Washington, D.C. 20408. 


ATTENTION: For questions, corrections, or requests for information please see the list of telephone numbers 
appearing on opposite page. 



Published dally, Monday through Friday (no publication on Saturdays, Sundays, or on official Federal 
holidays), by the Office of the Federal Register. National Archives and Records Service. General Services 
Administration, Washington, D C. 20408, under the Federal Register Act (49 Stat. 600, as amended; 44 U S.C. 

H Ch. 15) and the regulations of the Administrative Committee of the Federal Register (l CFR Ch. I). Distribution 
15 made only by the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402. 

The Federal Register provides a uniform system for making available to the public regulations and legal notices issued 
by Federal agencies. These Include Presidential proclamations and Executive orders and Federal agency documents having 
general applicability and legal effect, documents required to be published by Act of Congress and other Federal agency 
documents of public interest. Documents are on file for public inspection in the Office of the Federal Register the day before 
they are published, unless earlier filing is requested by the Issuing agency. 

The Federajl Register will be furnished by mall to subscribers, free of postage, for $5.00 per month or $50 per year, payable 
In advance. The charge for individual copies Is 75 cents for each issue, or 75 cents for each group of pages as actually bound. 
Remit check or money order, made payable to the Superintendent of Documents, U.S. Government Printing Office, Washington. 
D.C. 20402. 

There are no restrictions on the republlcatlon of material appearing In the Federal Register. 


FEDERAL REGISTER, VOL 43, NO. 91—WEDNESDAY, MAY 10, 1978 


























































































INFORMATION AND ASSISTANCE 


Questions and requests for specific information may be directed to the following numbers. General inquiries may be 
made by dialing 202-523-5240. 


FEDERAL REGISTER, Daily Issue: 

Subscription orders (GPO). 202-783-3238 

Subscription problems (GPO). 202-275-3050 

"Dial - a - Reg” (recorded sum¬ 
mary of highlighted documents 
appearing in next day’s issue). 

Washington, D.C. 202-523-5022 

Chicago, III. 312-663-0884 

Scheduling of documents for 202-523-3187 

publication. 

Photo copies of documents appear- 523-5240 

ing in the Federal Register. 

Corrections. 523-5237 

Public Inspection Desk. 523-5215 

Finding Aids. 523-5227 

Public Briefings: “How To Use the 523-3517 

Federal Register.” 

Code of Federal Regulations (CFR).. 523-3419 

523-3517 

Finding Aids. 523-5227 


PRESIDENTIAL PAPERS: 

Executive Orders and Proclama- 523-5233 

tions. 

Weekly Compilation of Presidential 523-5235 

Documents. 

Public Papers of the Presidents. 523-5235 

Index. 523-5235 

PUBLIC LAWS: 

Public Law dates and numbers. 523-5266 

523-5282 

Slip Laws. 523-5266 

523-5282 

U.S. Statutes at Large. 523-5266 

523-5282 

Index. 523-5266 

523-5282 

U.S. Government Manual. 523-5230 

Automation. 523-3408 

Special Projects. 523-4534 


HIGHLIGHTS—Continued 


FOOTWEAR TECHNOLOGY SYMPOSIUM 

Commerce/NBS will hold symposium on 6-1 and 6-2-78 to 
help restore growth of domestic footwear industry. 20028 

PUBLIC COAST STATIONS 

FCC proposes to require applicants for stations to meet certain 
financial qualifications; comments by 6-12-76; reply com¬ 
ments by 6-22-78. 20026 

USE OF CONSULTING SERVICES 

0MB establishes policy and guidelines to be followed by 
executive branch agencies. 20065 

DISCHARGES INTO MARINE WATERS 

EPA gives notice of two hearings to receive public comment 
on proposed modification of secondary treatment require¬ 
ments; hearings on 6-2 and 6-8-78 . 20024 

PESTICIDE REGISTRATION 

EPA gives notice of receipt of applications for pesticide con¬ 
taining triphenyftin fluoride and pesticide containing both iso¬ 
propyl pslmitate and isopropyl stearite .. 20052 

PESTICIDE PETITIONS 

EPA gives notice of filing for herbicide used in or on grass hay 
and for permission for direct contact of aluminum phosphide in 
or on processed rice and malt stored in breweries. 20050 

COMPETITIVE RESEARCH GRANT 

Justice/LEAA gives notice of solicitation for grant aimed at 
examining modem management concepts; papers due by 
5-16-70 . 20063 


NATIONAL FOREST TIMBER SALES 

USDA/FS proposes to revise requirements for payment guar¬ 
antees furnished in lieu of advance cash payments. 20022 

FOREST DEVELOPMENT TRANSPORTATION 
SYSTEM 

USDA/FS amends regulations on use of vehicles off Forest 
Development Roads; effective 5-10-78. 20006 

STATIONS ON SHIPBOARD IN THE MARITIME 
SERVICES 

FCC permits connection of the bridge-to-bridge radiotelephone 
to energy reserve source on vessel for compliance; effective 


5-16-78 . 20009 

MEETINGS— 

Commerce/NOAA: Gulf of Mexico Fishery Management 

Council, 6-6 through 6-8-78 . 20029 

North Pacific Fishery Management Council and its Scien¬ 
tific and Statistical Committee and Advisory Panel, 5-24 

through 5-26-78 .. 20030 

DOD: Defense Science Board Task Force on Soviet Missile 

Defense, 5-23 through 5-25-78. 20031 

Interior/NPS: Boston National Historical Park Advisory Com¬ 
mission, 5-26-78 . 20061 

National Capital Memorial Advisory Committee, 6-13-78.. 20062 
Sandy Hook, Gateway National Recreation Area, New 
Jersey, 5-25-78. 20062 
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HIGHLIGHTS—Continued 


GSA: Advisory Committee for the President’s Administrative 

Services Reorganization Project, 5-23-78 . 20056 

Advisory Committee for the President's Administrative 
Services Reorganization Project. Real Property Sub¬ 
committee. 5-15-78. 20056 

USDA/AMS: Flue-Cured Tobacco Advisory Committee. 

5-25-78. 20028 

CANCELLED MEETINGS— 

Commerce/NOAA: Gulf of Mexico Fishery Management 
Council. 5-18-78.-... 20029 


AMENDED MEETINGS— 

HEW/HSA: PHS Hospitals Ad Hoc Advisory Committee, 

5-12 and 5-13-78—.-. 20056 

State/AID: Board for International Food and Agriculture 
Development. 5-25-78.-.. 20070 

SEPARATE PARTS OF THIS ISSUE 

Part II. FEA.~. 20108, 20128, 20147 

Part III. ICC .. 20208 
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reminders 

(The items in this list were editorially compiled as an aid to Federal Register users. Inclusion or exclusion from this list has no legal 
significance. Since this list is intended as a reminder, it does not include effective dates that occur within 14 days of publication.) 


Rules Going Into Effect Today 


DOT/FAA—Airworthiness directives; Boeing 

747 Series Airplanes. 15413; 4-13-78 

FCC—FM broadcast stations; table of assigrv 

Jersey Shore, Pa. 14657; 4-7-78 

Treasury/Customs—Commercial aircraft; land¬ 
ing requirements. 14961; 4-10-78 


Next Week’s Deadlines for Comments 
On Proposed Rules 


AGRICULTURE DEPARTMENT 

Agricultural Marketing Service- 
Domestic dates produced or packed in 
Riverside County, Calif.; comments by 

5-15-78. 18188; 4-28-78 

Handling of avocados grown in South Flor¬ 
ida; comments by 5-19-78. 19235; 

5-4-78 

Potato research and promotion plan; pro¬ 
posed expenses and rates of assess¬ 
ment; comments by 5-15-78 .... 18193; 

4-28-78 

Animal and Plant Health Inspection 
Service- 

Payment of indemnities; comments by 
5-16-78 . 11204; 3-17-78 

CIVIL AERONAUTICS BOARD 

Charter flight delays and substitute air trans¬ 
portation; uniform limits; reply comments 
by 5-15-78.... 8266; 3-1-78 

{Originally published at 42 FR 64905, 
12-29-77] 

Split all-cargo charters and split passenger 
cargo charters; relaxed restrictions; com¬ 
ments by 5-16-78. 14519; 4-6-78 

COMMERCE DEPARTMENT 

National Oceanic and Atmospheric Adminis¬ 
tration— 

Atlantic groundfish (cod, haddock, and yel- 
lowtail flounder); interim emergency reg¬ 
ulations; comments by 5-15-78 13578; 

3-31-78 

CONSUMER PRODUCT SAFETY 
COMMISSION 

Requirements for electrically-operated toy9 
or other electrically-operated articles 
intended for use by children; power 
cord requirements; comments by 
5-15-78. 10575:3-14-78 

COPYRIGHT ROYALTY TRIBUNAL 

Filing of claims to phono record player Quke- 
box) royalty fee; reply comments 
5-15-78... 6262; 2-14-78 


DEFENSE DEPARTMENT 

Air Force Department- 
Support of nongovernmental test and eval¬ 
uation, comments by 5-15-78... 16193; 

4-17-78 

Corps of Engineers— 

Navigation regulations: Fox River, Wis.; 
comments by 5-15-78.. 14652; 4-7-78 

Defense Civil Preparedness Agency- 
Use of offical civil defense insigne; com¬ 
ments by 5-17-78 ... 10940; 3-16-78— 
13588; 3-31-78 

ENERGY DEPARTMENT 

Economic Regulatory Administration- 
Inclusion of nonrefining uses of lower tier 
crude oil within the entitlements pro¬ 
gram; comments by 5-21-78 .... 16987; 

4-21-78 

Office of Assistant Secretary for Conserva¬ 
tion and Solar Applications— 
Appropriate technology small grants pro¬ 
gram; comments by 5-18-78 .... 16185; 
4-17-78 

ENVIRONMENTAL PROTECTION AGENCY 

Approval and promulation of implementation 


plans: 

Connecticut; comments by 5- 

18-78. 16350:4-18-78 

Shreveport, La.; comments by 5- 
18-78. 16351;4-18-78 


Bay area air pollution control districts rules 
and regulations in the State of California; 
comments by 5-19-78 ... 16516; 4-19-78 
Proposed tolerances for pesticide chemical 
dimethyl tetrachlorotere-pathalate; com¬ 
ments by 5-18-78. 16353; 4-18-78 

Stanislaus County air pollution control dis¬ 
tricts rules and regulations in the State of 
California; comments by 5-19-78. 16516; 

4-19-78 

State and Federal administrative enforce¬ 
ment of implementation plan requirements 
after statutory deadlines; Proposed ap¬ 
proval of an Administrative Order by In¬ 
dianapolis Air Pollution Control Board to 
Citizens Gas & Coke Utility; comments by 

5-17-78. 16195,4-17-78 

State and Federal Administrative enforce¬ 
ment of implementation plan requirements 
after statutory deadlines; proposed de¬ 
layed compliance order for ten State 
owned facilities in the State of Ohio, com¬ 
ments by 5-17-78. 16195; 4-17-78 

FEDERAL COMMUNICATIONS 
COMMISSION 

FM broadcast stations; table of assignments: 
Ada. Okla.; reply comments by 

5-15-78... 8816; 3-3-78 

Prescott, Artz.; reply comments by 

5-15-78... 8815; 3-3-78 

Cresson, Pa; reply comments by 

5-15-78. 9511; 3-8-78 


Rosamond, Calif.; reply commemts by 
5-16-78 . 9510; 3-8-78 

Radiotelegraph service; interconnection and 
upgrading of public coast facilities; com¬ 
ments extended to 5-17-78 . 16355; 

4-18-78 

[Originally published at 43 FR 10414; 
3-13-78] 

Television broadcast stations; table of as¬ 
signments; Washington, D.C., Waldorf, 
Md., Fairfax and Front Royal, Va.; reply 
comments extended to 5-18-78 . 13592; 

3- 31-78 

[Originally published at 43 FR 7330; 

2-22-78] 

UHF television receiver noise figures; lower¬ 
ing; reply comments by 5-15-78 .. 15744; 

4- 14-78 

FEDERAL TRADE COMMISSION 

California Medical Association; provisional 
agreement; comments by 5-18-78 11709; 

3- 21-78 

GENERAL SERVICES ADMINISTRATION 

Federal travel regulations; mileage reim¬ 
bursement for use of privately owned auto¬ 
mobiles; comments by 5-18-78.... 16353; 

4- 18-78 

HEALTH, EDUCATION, AND WELFARE 
DEPARTMENT 

Education Office- 

Guaranteed Student Loan Program, com¬ 
ments by 5-20-78 . 14376; 4-5-78 

Food and Drug Administration— 

Aconitic acid; affirmation of GRAS Status 
as direct human food ingredient; com¬ 
ments by 5-15-78 . 10577; 3-14-78 

Aflatoxins in shelled peanuts and peanut 
products; proposed tolerance; com¬ 
ments by 5-17-78. 16349; 4-18-78 

[Originally published at 43 FR 8808; 
3-3-78] 

Food labeling; ingredient labeling exemp¬ 
tion; comments by 5-18-78 . 16348; 

4-18-78 

Redefinition of articles used in medicated 
animal feeds; extension of comments; 
comments by 5-19-78 13585; 3-31-78 

Office of the Secretary- 
Protection of Human Subjects; research 
involving those institutionalized as men¬ 
tally infirm; comments by 5- 
16-78 . 11328:3-17-78 

Public Health Service- 
Health systems agencies and State health 
planning and development agencies; 
changes in criteria; comments by 

5-16-78 .... 11229:3-17-78 

Provisions for Federal financial assistance 
tor health maintenance organizations; 
comments by 5-16-78 . 11472; 

3-17-7$— 12339; 3-24-78 
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HOUSING and urban development 
department 

Office of Assistant Secretary for Housing- 
Federal Housing Commissioner- 
Property improvement and mobile home 
loans; late charges; comments by 
5-19-78.. 16513; 4-19—78 

INTERIOR department 

Fish and Wildlife Service- 
Migratory birds; 1978-79 hunting regula¬ 
tions (preliminary); comments by 
5-16-78. 6275; 2-14-78 

Land Management Bureau- 
Inventory and planning procedures; com¬ 
ments by 5-15-78. 8814; 3-3-78 

Surface Mining Reclamation and Enforce¬ 
ment Office— 

Surface coal mining and reclamation oper¬ 
ations; permanent regulatory program; 
comment® by 5-15-78 17835; 4-26-78 

INTERSTATE COMMERCE COMMISSION 

Government in the Sunshine Act, implemen¬ 
tation; comments by 5-15-78 . 15752; 

4-14-78 

Practices of Motor Common Carriers of 
household goods (agency relationships); 
comments by 5-15-78 ... 13078; 3-29-78 

Railroad consolidation procedures; general 
policy statement; comments by 5- 
15-78. 15753; 4-14-78 

Related raH abandonment applications; iden¬ 
tification and handling; comments by 
5-15-78.. 15754; 4-14-78 

LABOR DEPARTMENT 

Labor Management Services Administra¬ 
tion— 

Labor relations in Federal sector; efficient 
processing and equitable disposition of 
costs; comments by 5-15-78 .... 15734; 

4—14—78 

Occupational Safety and Health Administra¬ 
tion- 

Occupational exposure to ethylene dibro¬ 
mide; comments by 5-16-78. 11227; 

3-17-78 

Pension and Welfare Benefit Programs Of¬ 
fice- 

Employee pension benefit plans—sever- 
ence pay plans; definition; comments by 
5-15-78. 10579:3-14-78 

NUCLEAR REGULATORY COMMISSION 

Human uses of byproduct material; change In 
license conditions for certain medical li¬ 
censes; comments by 5-16-78. 11206; 

3-17-78 

Medical uses of radioisotopes; comments by 
5-16-78. 11208; 3-17-78 

Nuclear facilities; decommissioning criteria; 
comments by 5-15-78 ... 10370; 3-13-78 

POSTAL SERVICE 

Citizens' rate mail regulations; comments by 
5-15-78. 15165; 4-11-78 

SECURITIES AND EXCHANGE 

COMMISSION 

Oil and gas producing operations; mineral 
resource assets—replacement cost disclo- 


REMINDERS—Continued 

sures; comment period extended to 
5-19-78. 12334; 3-24-78 

TRANSPORTATION DEPARTMENT 

Coast Guard- 

Damage stability standards for Great 
Lakes Bulk dry cargo vessels; com¬ 
ments by 5-17-78. 10946; 3-16-78 

Low specific activity radioactive material; 
comments by 5-15-78 13402; 3-30-78 
Federal Aviation Administration- 
Parts manufacture approvals—export air¬ 
worthiness approvals; comments by 

5-15-78. 15432;4-13-78 

Federal Highway Administration- 
Commercial motor vehicles; step, hand¬ 
hold, and deck requirements; comments 

by 5-16-78 . 6637; 2-15-78 

Saint Lawrence Seaway Development Cor¬ 
poration— 

Self-propelled vessel®; minimum standards 
of procedure and equipment; comments 
by 5-15-78 ... 13075; 3-29-78 


Next Week's Meetings 


AGRICULTURE DEPARTMENT 

Science and Education Administration- 
National Plant Genetics Resources Board, 
Washington, D.C. (open) 5-18 and 
5-19-78. 16357,4-18-78 

ARTS AND HUMANITIES, NATIONAL 
FOUNDATION 

Humanities Panel, Washington, D.C. (closed) 
5-18 and 5-19-78 .. 15808; 4-14-78 

CIVIL RIGHTS COMMISSION 

Illinois Advisory Committee, Champaign, III. 
(open) 5-15-78 . 17518; 4-25-78 

COMMERCE DEPARTMENT 

Census Bureau— 

Census Advisory Committee of the Ameri¬ 
can Marketing Association, Surtland, Md. 
(open) 5-19-78. 15349; 4-12-78 

National Oceanic and Atmospheric Adminis¬ 
tration- 

Gulf of Mexico Fishery Management Coun¬ 
cil’s Stone Crab Advisory Panel, Tampa, 
Fla. (open) 5-19-78 .... 17993; 4-27-78 
South Atlantic Fishery Management Coun¬ 
cil, Atlanta, Ga. (closed) 5-15 and 
5-16-78. 18232; 4-28-78 

Office of the Secretary- 
Regional Economic Development Federal 
Advisory Council, Washington, D.C. 
5-19-78. 16534,4-19-78 

DEFENSE DEPARTMENT 

Air Force Department— 

USAF Scientific Advisory Board, Arlington, 
Va. (closed) 5-17 and 5-18-78. 

18232; 4-28-78 
USAF Scientific Advisory Board, Fort Bliss, 
Tex. (closed) 5-18 and 5-19-78. 

18232; 4-28-78 

Office of the Secretary- 
Defense Science Board, Arlington, Va. 
(closed) 5-17 and 5-18-78 .. 15178; 

4-11-78 


Defense Systems Management College, 
Fort Belvoir, Va. (open) 5-16-78 14097; 

4- 4-78 

DOD Wage Committee, Washington, D.C. 
(closed) 5-16-78. 9634; 3-9-78 

ENERGY DEPARTMENT 

Dickey-Uncoln School Lakes Transmission 
Project DOE/EIS-0008-D, Cambridge, 
Mass, (open) 5-15-78. 14715; 4-7-78 

Industry Working Party to the International 
Energy Agency, New York, N.Y. 

5-16-78.. 17537:4-25-78 

ENVIRONMENTAL PROTECTION AGENCY 

Regional Consistency, Clean Air, Boston, 
Mass, (open) 5-18- and 5-19-78. 14072; 

4-4-78 

FEDERAL COMMUNICATIONS 
COMMISSION 

Radio Technical Commission for Marine Serv¬ 
ice®, Executive Committee, Washington, 
D.C. (open) 5-18-78. 16809; 4-20-78 

GENERAL SERVICES ADMINISTRATION 

Federal Register Office— 

Meeting, Legal Drafting Workshop, Wash¬ 
ington, D.C. 5-18 and 5-19-78; reserva¬ 
tions required. 39680; 8-5-77 

HEALTH, EDUCATION, AND WELFARE 
DEPARTMENT 

Alcohol, Drug Abuse, and Mental Health Ad¬ 
ministration- 

Biological Sciences Training Review Com¬ 
mittee, Rockville, Md. (partially open), 

5- 19 and 5-20-78. 15776; 4-14-78 

Education Office- 

National Advisory Council on Indian Edu¬ 
cation, Billings, Mont, (partially open), 

5-19 thru 5-21-78 . 19294; 5-4-78 

Program Effectiveness and Evaluation 
Committee, Seattle, Wash, (open), 

5-19-78. 17405:4-24-78 

Equality of Educational Opportunity Advi¬ 
sory Council, Washington, D.C. (open), 
5-19 and 5-20-78. 16412; 4-18-78 

Food and Drug Administration- 
Arthritis Advisory Committee, Rockville, 
Md. 5-18 and 5-19-78. 17542; 

4-25-78 

Contraceptives and Other Vaginal Drug 
Products Panel. Bethesda, Md. (open), 

5-19 and 5-20-78. 17049; 4-21-78 

Fertility and Maternal Health Drugs Advi¬ 
sory Committee, Rockville, Md. (open), 

5-15-78. 17049; 4-21-78 

Radiopharmaceutical Drugs Advisory 
Committee, Rockville, Md. (open), 5-15 
and 5-16-78 . 17049; 4-21-78 

Health Resources Administration- 
Health Professions Education National Ad¬ 
visory Council, Hyattsviile, Md. (partially 
open), 5-15 thru 5-17-78. 15780; 

4-14-78 

Health Services Administration- 
Interagency Committee on Emergency 
Medical Services, Rockville, Md. (open), 

5-17-78.. 16415:4-18-78 

Maternal and Child Health Research 
Grants Review Committee, Rockville, 
Md. (partially open), 5-17 and 
5-18-78. 15196;4-11-78 
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National Institutes of Health— 

Arthritis. Metabolism, and Digestive Dis¬ 
eases National Advisory Council. 

Bethesda, Md. (partially open). 5-17 thru 

5-19-78. 15784; 4-14-70 

Cancer Immunobiology Committee. 

Bethesda. Md. (partially open). 5-15 thru 

5-17-70_ 14129; 4-4-78 

Cancer Immunotherapy Committee, 

Bethesda, Md. (open). 5-18 and 

5-19-78... 14128; 4-4-78 

High Blood Pressure Working 
Group, Bethesda. Md. 5-19-78. 

11270; 3-17-78 
Mammalian Cell Lines Committee, 
Bethesda, Md. (partially open), 5-17 and 

5-18-78. 15783,4-14-78 

National Cancer Advisory Board's Sub¬ 
committee on Centers, Bethesda, Md. 

(open), 5-16-78_ 13634; 3-31-78 

National Cancer Advisory Board's Sub¬ 
committee on Centers, Bethesda, Md. 
(open), 5-16 and 5-17-78. 17060; 

4-21-78 

National Institute on Aging, Board of Sci¬ 
entific Counselors, Baltimore, Md. (par¬ 
tially open), 5-18 and 5-19-78 . 15782; 

4-14-78 

National Institute of Arthritis, Metabolism, 
and Digestive Diseases, Board of Scien¬ 
tific Counselors, Bethesda, Md. (partially 
open), 5-19 and 5-20-78 ...._ 15782; 

4-14-78 

Plenary Session of the Clearinghouse on 
Environmental Carcinogeus, Bethesda, 
Md. (open). 5-15-78... 13634; 3-31-70 

INTERIOR DEPARTMENT 

Land Management Bureau- 
Cedar City District Grazing Advisory 
Board, Cedar City, Utah (open), 

5-19-78... 13639; 3-31-78 

Salmon District Grazing Advisory Board, 
Salmon, Idaho (open). 5-19-78. 

14747; 4-7-78 
Shoshone District Grazing Advisory 
Board, Shoshone, Idaho, (open), 

5-17-78.... 15368; 4-12-78 

National Park Service— 

Cuyahoga Valley National Recreation Area 
Advisory Commission, Peninsula. Ohio 
(open), 5-18-78_ 17407; 4-24-78 

NATIONAL SCIENCE FOUNDATION 

Behavioral and Neural Sciences. Subcom¬ 
mittee on Linguistics, Washington, D.C. 
(partially open), 5-17 and 5-18-78. 

17876; 4-26-78 
Oceans Sciences Advisory Committee, Rivflo 
Ad Hoc Subcommittee (closed), Washing¬ 
ton, D.C. 5-19-78_ 18801; 5-2-78 


Physiology, Cellular and Molecular Biology 
Committee. Subcommittee on Regulatory 
Biology. Washington, D.C. (closed), 5-17 
thru 5-19-78. 17876; 4-26-78 

Political Science Subcommittee, Washing¬ 
ton, D.C. (closed), 5-18 and 
5-19-78. 17876; 4-26-78 

NEW TECHNOLOGICAL USES OF 

COPYRIGHTED WORKS, NATIONAL 
COMMISSION 

Meeting, Minneapolis, Minn, (open), 5-18 
and 5-19-78__ 19080; 5-3-78 

NUCLEAR REGULATORY COMMISSION 

Reactor Safeguard Advisory Committee, 
Washington, D.C. (open) 5-17 and 
5-18-78. 12133; 3-23-78 

Reactor Safeguard Advisory Committee, 
Subcommittee on Davis Besse Nuclear 
Power Station, Units 2 and 3. Washing¬ 
ton, D.C. (open with restrictions), 5-18-78. 

18365; 4-28-78—19001; 5-3-78 

Reactor Safeguards Advisory Committee 
Subcommittee on the Vermont Yankee 
Nuclear Power Station, Vernon, Vt. (open), 
5-19-78 18365:4-28-78—19303; 5-4-78 

STATE DEPARTMENT 

Shipping Coordinating Committee (open), 
Washington, D.C. 5-18-78 . 15511; 

4-13-78 

Shipping Coordinating Committee, Subcom¬ 
mittee on Life at Sea, Washington. D.C. 
(open), 5-18-78 ... 18383; 4-28-70 

TRANSPORTATION DEPARTMENT 

Coast Guard- 

Ship Structure Subcommittee, Washing¬ 
ton, D.C. (open), 5-15-78. 16234; 

4-17-78 

National Highway Traffic Safety Administra¬ 
tion- 

National Highway Safety Advisory Commit¬ 
tee, Washington, D.C. (open), 5-15 thru 

5-18-78. 17438;4-24-78—19313 

5-4-78 

VETERANS ADMINISTRATION 

Veterans Administration Wage Committee, 
Washington, D.C. (closed), 5-18-78. 

10664; 3-14-78 


Next Week’s Public Hearings 


CIVIL AERONAUTICS BOARD 

Cargo charter transfer rate investigation, 
Washington, D.C. (open), 5-16-78. 

14707; 4-7-78 


St. Louis-Louisville and San Francisco Bay 
Area; nonstop case; Washington, D.C, 
5-16-78- 17378:4-24-78 

ENERGY DEPARTMENT 

Crude oil; transportation system serving 
northern tier and inland states; Chicago, 
III., 5-15 and 5-16-78 ... 17392; 

4-24-78 

Crude oil, transportation system serving 
northern tier and inland states; Seattle, 
Wash., 5-18 and 5-19-78 ... 17392; 

4-24-78 

Economic Regulatory Administration 
Inclusion of nonrefining uses of lower tier 
crude oil within the entitlements 
program, San Francisco, Calif, 

5-15-78..... 16967;4-21-78 

Inclusion of nonreftning uses of lower tier 
crude oil within the entitlements. Wash¬ 
ington, D.C., 5-17-78. 

16987; 4-21-78 

Solar Applications and Conservation Office— 
Test procedures lor water heaters, Wash¬ 
ington, D.C., 5-16-78.... 13888; 4-3-78 

SECURITIES AND EXCHANGE 
COMMISSION 

Examination of the effects of rules and regu¬ 
lations on the ability of small businesses to 
raise capital and the Impact pn small bu¬ 
sinesses of disclosure requirements under 
the Securities Acts; Boston, Mass, 
5-16-78. 10876:3-15-78 

Small businesses, ability to raise capital and 
impact of disclosure requirements, Boston. 
Mass., 5-16-78 . 15335; 4-12-78 

TRANSPORTATION DEPARTMENT 

Federal Aviation Administration— 

Hazard to air navigation; Pomona, N.J.; 
discretionary review, Pomona, N.J.. 
5-17-78. 16835;4-20-78 


List of Public Laws 


This Is a continuing listing of public bills 
that have become law, the text of which is 
not published In the Federal Register. 
Copies of the laws In individual pamphlet 
form (referred to as "alip laws") may be ob¬ 
tained from the U.S. Government Printing 
Office. 


[Last Listing: May 8, 19781 
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presidential documents 


[3195-01] 


Title 3—The President 


Proclamation 4568 • May 9, 1978 

Application of Certain Laws of the United States to the Northern Mariana Islands 


By the President of the United States of America 

A Proclamation 

The Northern Mariana Islands, as part of the Trust Territory of the 
Pacific Islands, are administered by the United States under a Trusteeship 
Agreement between the United States and the Security Council of the United 
Nations (61 Stat. 3301). The United States has undertaken to promote the 
political development of the Trust Territory toward self-government or inde¬ 
pendence and to protect the rights and fundamental freedoms of its people 

In accordance with those obligations, the United States and the Northern 
Mariana Islands have entered into a Covenant to Establish a Commonwealth of 
the Northern Mariana Islands in Political Union with the United States ot 
America (Public Law 94-241; 90 Stat. 263). Section 1004(a) of the Covenant 
provides that if the President finds a provision of the Constitution or laws of 
the United States to be inconsistent with the Trusteeship Agreement, 
the application of that provision to the Northern Mariana Islands may be 
suspended. 

Certain provisions of law restrict jury service in Federal District Courts to 
United States citizens. The vast majority of the inhabitants of the Northern 
Mariana Islands are not citizens of the United States and consequently may 
not participate as jurors in proceedings before the United States District Court 
for the Northern Mariana Islands. They may also be deprived of the right to 
have their cases heard before juries selected at random from a fair cross- 
section of their community. These results would be contrary to the obligations 
assumed by the United States in the Trusteeship Agreement. 

NOW, THEREFORE, I, JIMMY CARTER, President of the United States 
of America; by the authority vested in me by the Constitution and laws of ihe 
United States, including Section 1004(a) of the Covenant to Establish a Com¬ 
monwealth of the Northern Mariana Islands in Political Union with the United 
States of America, do hereby find, declare and proclaim as follows: 

Any provision of the Constitution or laws of the United States which 
prescribes United States citizenship as a qualification for service on a grand or 
petit jury in the District Court for the Northern Mariana Islands, including 
that provision contained in Section 1865(b)(1) of Title 28 of the United Slates 
Code, would be inconsistent with the Trusteeship Agreement if applied to a 
citizen of the Trust Territory of the Pacific Islands who is exclusively domi¬ 
ciled, within the meaning of Section 1005(e) of the Covenant, in the Northern 
Mariana Islands. 

Therefore, the application to such individual of any of these provisions is 
suspended until the termination of the Trusteeship Agreement for the Former 
Japanese Mandated Islands in the Pacific (61 Stat. 3301). 
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IN V\ n NESS WHEREOF. I have hereunto set my hand this ninth dav of 
May, in the year of our Lord nineteen hundred seventy-eight, and of the 
Independence of the United States of America the two hundred and second. 
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rules and regulations 

This section of the FEDERAL REGISTER contains regulatory documents having general applicability and legal effect most of which ore keyed to and 
codified in the Code of Federal Regulations, which is published under 50 titles pursuant to 44 U.S.C. 1510. 

The Code of Federol Regulations is sold by the Superintendent of Documents. Prices of new books are listed in the first FEDERAL REGISTER issue of each 

month. 


[ 6210 - 01 ] 

Title 12—Banks and Banking 

CHAPTER II—FEDERAL RESERVE 
SYSTEM 

SUBCHAPTEI A—BOARD OF GOVERNORS OF 

THE FEDERAL RESERVE SYSTEM 

[Reg. Q; Docket No. R-0027] 

PART 217—INTEREST ON DEPOSITS 

Withdrawals from Savings Deposits 

AGENCY: Board of Governors of the 
Federal Reserve System. 

ACTION: Pinal rule. 

SUMMARY: On February 2. 1978, the 
Board of Governors of the Federal Re¬ 
serve System invited public comment 
on a revised proposed amendment to 
Regulation Q (Interest on Deposits) 
that would permit banks that are 
members of the Federal Reserve 
System to arrange with their deposi¬ 
tors for the automatic transfer of 
funds from depositors' savings ac¬ 
counts to demand deposit (checking) 
and other accounts to cover checks 
drawn by depositors or to replenish or 
maintain a minimum balance in such 
accounts (43 FR 5008). The period for 
receipt of public comment on the pro¬ 
posed amendment expired on March 
20. 1978. After consideration of the 
comments submitted and the views ex¬ 
pressed therein, the Board has deter¬ 
mined to adopt the proposed amend¬ 
ment with modifications, effective No¬ 
vember 1 , 1978. The amendment 

adopted differs slightly from the pro¬ 
posal in that it does not require the 
imposition of an interest forfeiture. 
However, the Board encourages 
member banks to develop charges for 
automatic transfers to reflect the costs 
of providing the service to depositors. 
The Board will monitor the develop¬ 
ment of this new service, including its 
competitive effects among various 
types of banks and nonbank deposi¬ 
tory institutions, and will review the 
appropriateness of making any modifi¬ 
cations on or before the first anniver¬ 
sary of the effective date of this 
amendment. 

As adopted, the transfer service is 
entirely voluntary, and automatic 
transfers may not be made unless pre¬ 
viously authorized in writing by the 
depositor. In addition, the automatic 


transfer service will be available only 
to individuals and not to business and 
other organizations or governmental 
units. For purposes of this provision, a 
partnership is considered to be a busi¬ 
ness or other organization. The auto¬ 
matic transfer service will provide de¬ 
positors with an alternative to existing 
arrangements, such as automatic over¬ 
draft loans, when there are insuffi¬ 
cient funds in depositors’ checking ac¬ 
counts. The service should also in¬ 
crease the efficiency of the Federal 
Reserve’s check clearing operations by 
reducing the number of return items 
processed by the System. 

EFFECTIVE DATE: November 1. 
1978. 

FOR FURTHER INFORMATION 
CONTACT: 

Allen L. Raiken, Associate General 
Counsel, 202-452-3625 or Gilbert T. 
Schwartz. Senior Attorney, 202-452- 
3623 Legal Division, Board of Gover¬ 
nors of the Federal Reserve System, 
Washington, D.C. 20551. 

SUPPLEMENTARY INFORMATION: 
In response to notice published in the 
Federal Register (43 FR 5008), the 
Board has received and carefully re¬ 
viewed almost 1,400 comments on the 
proposed amendment. A majority of 
those responding (52.2 percent) fa¬ 
vored adoption of the proposal. Of the 
382 commercial banks commenting, 
254 (66.5 percent) favored adoption of 
the proposed amendment: 517 individ¬ 
uals responded, with 424 (82 percent) 
in favor of adoption; 370 savings and 
loan associations (100 per cent of 
those responding) opposed adoption of 
the proposal. Those responding in 
favor generally commented that the 
proposal represents a convenience and 
benefit to consumers and that it would 
save overdraft charges that would be 
assessed if the service were not availa¬ 
ble. Those opposed to the proposal 
principally commented that the pro¬ 
posal would authorize the payment of 
interest on demand deposits in viola¬ 
tion of law (12 U.S.C. 371a) and that it 
would pre-empt Congressional action 
by creating nationwide negotiable 
order of withdrawal (NOW) accounts. 
Others commented that the proposal 
would give commercial banks an 
unfair competitive advantage over sav¬ 
ings and loan associations and other 
thrift institutions. (A detailed sum¬ 
mary of comments received is availa¬ 


ble upon request from the Board's 
Office of Public Affairs, telephone 
202-452-3204; 3215. 

After consideration of the issues pre¬ 
sented, the Board finds that this 
amendment would provide significant 
benefits to the public in the form of 
an additional convenient savings de¬ 
posit withdrawal service. The amend¬ 
ment should also increase the efficien¬ 
cy of the Federal Reserve’s check 
clearing operations by reducing the 
number of return items processed by 
the System. Consequently, the Board 
has determined to adopt the proposal, 
effective November 1, 1978. 

The Board believes that the auto¬ 
matic transfer service does not violate 
the prohibition against the payment 
of interest on demand deposits. Sec¬ 
tion 19(a) of the Federal Reserve Act 
(12 U.S.C. 461) authorizes the Board 
to define the terms “savings deposit” 
and “demand deposit.” Pursuant to 
section 19, the distinction drawn in 
the Board's regulations between sav¬ 
ings and demand deposits is that a 
bank must reserve the right to require 
at least 30 days notice prior to with¬ 
drawal from a savings deposit, while 
demand deposits are available on 
demand. The amendment does not 
alter this basic distinction, and 
member banks will continue to be re¬ 
quired to reserve the right to impose 
at least a 30-day notice period on in¬ 
tended withdrawals of savings deposits 
as presently required in section 
217.1(e) of Regulation Q (12 CFR Part 
217). 

Further, it is the Board’s view that 
the amendment does not authorize 
member banks to establish NOW ac¬ 
counts, which involve the use of nego¬ 
tiable orders of withdrawal to effect 
transfers of funds directly from sav¬ 
ings accounts for payments to third 
parties. Section 1832(a) of Title 12 of 
the United States Code prohibits the 
drawing of negotiable or transferable 
instruments for the purpose of making 
transfers to third parties against a de¬ 
posit or account on which interest or 
dividends are paid except in the six 
New England States. The Board's 
amendment does not authorize 
member banks to permit depositors to 
draw negotiable or transferable instru¬ 
ments against interest bearing savings 
accounts for the purpose of making 
transfers to third parties and does not 
affect the restriction that, outside of 
New England, member banks may 
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permit depositors to draw negotiable 
instruments only against noninterest 
bearing demand deposit accounts. The 
amendment only permits member 
banks to arrange in advance with de¬ 
positors to withdraw funds automati¬ 
cally from a depositor’s savings ac¬ 
count to be transferred to a noninter¬ 
est bearing demand deposit account 
against which checks may be drawn or 
other accounts. The effect of the 
amendment, therefore, is to provide 
depositors with a withdrawal service 
that is identical in its essential ele¬ 
ments to withdrawal services that 
banks already are authorized to offer 
to depositors such as withdrawals in 
person or via telephone. 

In adopting this amendment, the 
Board has given careful consideration 
to its potential effect on the competi¬ 
tive balance among financial institu¬ 
tions, and has determined that adop¬ 
tion of the service will not seriously 
affect the flow of funds to thrift insti¬ 
tutions under the existing ceiling rate 
structure. The amendment only en¬ 
ables member banks to offer an addi¬ 
tional deposit withdrawal and transfer 
service similar to the preauthorized 
bill payment and telephone withdraw¬ 
al services that both banks and savings 
and loan associations are presently 
permitted to offer. Thus, this addi¬ 
tional service is likely to affect mainly 
the composition of commercial bank 
deposit liabilities, as depositors use the 
added convenience to hold somewhat 
less funds in demand deposit accounts 
that bear no interest and somewhat 
more in savings accounts. 

The amendment, as adopted, is in es¬ 
sentially the form proposed, but with 
one modification. As proposed, the 
amendment would have required a for¬ 
feiture of interest in an amount no 
less than the amount of interest actu¬ 
ally earned during the previous 30 
days on the funds transferred from 
savings to checking accounts. As 
adopted, the amendment does not re¬ 
quire the imposition of an interest for¬ 
feiture. This modification was adopted 
after consideration of comments re¬ 
ceived that indicated that the pro¬ 
posed required forfeiture of interest 
would necessitate substantial and 
costly operational changes by banks 
offering the automatic transfer service 
and would significantly lessen the 
benefits to consumers of the automat¬ 
ic transfer service. In order to maxi¬ 
mize benefits to consumers, the Board 
has determined to adopt the amend¬ 
ment without a required interest for¬ 
feiture. However, during the first year 
after the effective date, the Board will 
monitor the effects of the automatic 
transfer service, including its effect on 
the competitive structure among 
banks and thrift institutions. The 
Board intends to work with the Feder¬ 
al Home Loan Bank Board and the 
Federal Deposit Insurance Corpora¬ 


tion to gather information concerning 
the effects of the proposal on banks, 
savings and loan associations and 
other thrift institutions. Not later 
than one year after the effective date, 
the Board will review available data 
and will report its findings to the 
public. 

Although the amendment does not 
require the imposition of an interest 
forfeiture, on the basis of comments 
received, the Board expects that banks 
will impose service charges that re¬ 
flect, among other factors, the costs of 
providing the service to depositors. 
The Board believes that such charges 
imposed by member banks are appro¬ 
priate. Accordingly, the Board encour¬ 
ages all member banks to evaluate 
their costs for providing the automatic 
transfer service and, in light of com¬ 
petitive circumstances, to develop 
charges for the service. Member banks 
are urged to impose such charges in 
the form of an interest forfeiture to 
afford depositors the opportunity to 
report such amounts as interest for¬ 
feited for income tax purposes to the 
extent permissible under Federal and 
State law. 

The amendment does not impose a 
minimum denomination requirement 
on the arapunt of savings funds that 
may be transferred automatically. 
However, member banks may, if so de¬ 
sired, impose such a minimum denomi¬ 
nation requirement. 

Member banks will continue to be re¬ 
quired to reserve the right to impose 
at least a 30-day notice period on in¬ 
tended automatic withdrawals of sav¬ 
ings deposits as presently required in 
§ 217.1(e) of Regulation Q <12 CFR 
Part 217). It is required that such res¬ 
ervation specifically be called to the 
depositor's attention and be stated 
prominently in written arrangements 
authorizing the transfer service en¬ 
tered into by banks and their deposi¬ 
tors. In addition, as in all advertise¬ 
ments. announcements, and solicita¬ 
tions, member banks are expected to 
describe accurately the terms and con¬ 
ditions under which savings deposits 
may be automatically withdrawn and 
transferred pursuant to this rule. 

The amendment will not affect ar¬ 
rangements whereby a thrift institu¬ 
tion has agreed with its customer to 
transfer funds automatically or other¬ 
wise to the customer’s demand deposit 
account at a member bank in accord¬ 
ance with a preauthorized agreement. 
Similarly, the amendment does not 
affect the ability of a member bank to 
use a depositor’s savings deposit in sat¬ 
isfaction of a debt where the bank is 
authorized to do so under local law. 

Under the terms of the proposal an¬ 
nounced by the Board on February 2, 
member banks would be required to 
maintain data on funds transfers via 
the automatic transfer service in a 
manner that would facilitate data col¬ 


lection by the Board. In this connec¬ 
tion, the Board has determined that 
member banks should maintain the 
following data on a monthly basis with 
regard to the automatic transfer serv¬ 
ice: the total amount of savings depos¬ 
its subject to automatic transfer, the 
total amount of savings funds actually 
transferred, the number of such auto¬ 
matic transfers during the month, and 
the interest forfeiture or other 
charges imposed by the bank. 

In view of the comments received 
which indicated that a delayed effec¬ 
tive date of 60 days, as proposed by 
the Board in its February 2 release, 
was not sufficient, the Board has de¬ 
termined that the amendment will 
become effective on November 1, 1978. 
The Board believes that delaying the 
effective date of the amendment for 
approximately six months will provide 
sufficient time for member banks to 
effect the operational and marketing 
changes necessary to introduce the 
automatic transfer service In an order¬ 
ly and beneficial fashion. 

Pursuant to its authority under sec¬ 
tion 19 of the Federal Reserve Act (12 
U.S.C. 461. 371b), effective November 
1, 1978, the Board of Governors 

amends § 217.5(c) (2) and (3) of Regu¬ 
lation Q <12 CFR 217.5(c) (2) and (3)) 
to read as follows: 

§ 217.5 Withdrawal of &aving8 deposits. 

• • • • • 

(c) Manner of payment of savings de¬ 
posits. • • • 

(2) Notwithstanding the provisions 
of subparagraph (1) of this paragraph, 
withdrawals may be permitted by a 
member bank to be made automatical¬ 
ly or as a normal practice from a sav¬ 
ings deposit that consists only of 
funds in which the entire beneficial in¬ 
terest is held by one or more individ¬ 
uals through payment to the bank 
itself or through transfer of credit to a 
demand deposit or other account pur¬ 
suant to a written authorization from 
the depositor to make such payments 
or transfers in order to cover checks or 
drafts drawn upon the bank or to 
maintain a specified balance in or to 
make periodic transfers to such ac¬ 
counts. In accordance with 
§ 217.1(e)(2), a member bank must re¬ 
serve the right to require the deposi¬ 
tor to give notice in writing of an in¬ 
tended withdrawal not less than 30 
days before such withdrawal is made. 
Such notice shall be prominently dis¬ 
closed and specifically brought to the 
depositor’s attention at the time the 
automatic transfer service is author¬ 
ized. A member bank may not require 
a depositor to authorize such automat¬ 
ic transfers to be made from savings 
deposits. 

(3) A member bank may permit de¬ 
positors to maintain deposits subject 
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to negotiable orders of withdrawal 
where authorized by Federal law. 


By order of the Board of Governors, 
May 1.1978. 

Theodore E. Allison, 
Secretary of the Board, 
[FR Doc. 78 12699 Filed 5-9-78; 8:45 ami 


[1505-01] 

Title 19—Customs Duties 

CHAPTER I—UNITED STATES CUS¬ 
TOMS SERVICE; DEPARTMENT OF 
THE TREASURY 

[T. D. 78-991 

PART 10—ARTICLES CONDITIONALLY 
FREE, SUBJECT TO A REDUCED 

RATE, ETC. 

Correction 

In FR Doc. 78-8181, appearing at 
page 13058 in the issue of Wednesday, 
March 29, 1978, the first line of the 
second column on page 13060 should 
read, "'section 141.11(b)' for the refer¬ 
ence ‘section 8.6(n)' wherever it ap¬ 
pears." 


[4310-02] 

Title 25—Indians 

CHAPTER I—BUREAU OF INDIAN AF¬ 
FAIRS, DEPARTMENT OF THE INTE¬ 
RIOR 

SUBCHAPTER J—FISCAL AND FINANCIAL 
AFFAIRS 

PART 113—ALASKA NATIVE FUND 

Recognition of Assignments of Future 
Interests 

AGENCY: Bureau of Indian Affairs. 
Department of the Interior. 

ACTION: Final rules. 

SUMMARY: These regulations imple¬ 
ment section 31 of the Alaska Native 
Claims Settlement Act, as amended by 
section 4 of the Act of November 15. 
1977, which gives the Secretary of the 
Interior the authority to recognize vai¬ 
nly executed assignments made by 
Regional Corporations of their rights 
to receive payments from the Alaska 
Native Fund. 

EFFECTIVE DATE: May 10, 1978. 

ADDRESS: Assistant Director. Finan¬ 
cial Management, Office of Adminis¬ 
tration, Bureau of Indian Affairs. De¬ 
partment of the Interior, Washington. 
D C. 20245. 

£OR FURTHER INFORMATION 
CONTACT: 
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Louis H. Conger. Jr., Bureau of 

Indian Affairs. 202-343-6342. 

SUPPLEMENTARY INFORMATION: 
Section 4 of the Act of November 15, 
1977 (Pub. L. 95-178; 91 Stat. 1369, 
1370; 43 U.S.C. 1628), amended the 
Alaska Native Claims Settlement Act 
by adding a new section 31 which pro¬ 
vides as follows: 

(a) Notwithstanding the provision of sec¬ 
tion 3477 of the Revised Statutes, as amend¬ 
ed (31 U.S.C. 203). the Secretary is author¬ 
ized to recognize validly executed assign¬ 
ments made by Regional Corporations of 
their rights to receive payments from the 
Alaska Native Fund. Such assignments shall 
only be recognized to the extent that the 
Regional Corporation involved Is not re¬ 
quired to distribute funds pursuant to sub¬ 
section <J) or <m) of section 7 of this Act. 

(b) The Secretary shall not recognize any 
assignment under this section which does 
not provide that the United States reserve 
the right to assert against the assignee and 
successors of the assignee, any setoff or 
counterclaim which the United States has 
against the assignor Corporation. 

(c) No stockholder of any Regional or Vil¬ 
lage Corporation shall have any claim 
against the Secretary or the United States 
as the result of any assignment duly recog¬ 
nized by the Secretary pursuant to this sec¬ 
tion. 

These rules Implement that provi¬ 
sion. 

Prior to the enactment of that provi¬ 
sion, it had been determined that the 
Secretary had no authority to recog¬ 
nize such assignments of a Regional 
Corporation’s future interest in the 
Alaska Native Fund. Comptroller Gen¬ 
eral Opinion No. B-108439 (November 
16, 1976). The cited opinion stated 
that recognition of such an assign¬ 
ment by the Secretary was prohibited 
by the terms of the so-called Anti-As¬ 
signment Act (31 U.S.C. 203). However, 
the opinion acknowledged that the 
Act did not prohibit a Regional Corpo¬ 
ration from assigning its right to 
future distributions from the Alaska 
Native Fund. Only Secretarial recogni¬ 
tion of such an assignment was pro¬ 
hibited by the Anti-Assignment Act. 
Absent such recognition, the Secretary 
is obliged only to make distributions of 
the Alaska Native Fund as directed by 
the payee Regional Corporations; he 
cannot be bound by the terms of the 
assignment. 

Government recognition of assign¬ 
ments of these claims against the 
United States in effect provides the as¬ 
signee with a secured interest in the 
future distributions. After recognition, 
a Regional Corporation is no longer 
able to direct the Secretary to make 
payments of its share of the Alaska 
Native Fund in a manner inconsistent 
with the terms of the assignment. The 
Act of November 15, 1977, now gives 
the Secretary the authority to create 
such a secured interest. This will 
enable Regional Corporations to 
borrow the necessary capital for devel¬ 
opment projects at reduced interest 
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rates. However, the new authorization 
permits the Secretary only to recog¬ 
nize such assignments to the extent 
that the Regional Corporation is not 
required to distribute those funds pur¬ 
suant to subsection (j) or (m) of sec¬ 
tion 7 of the Settlement Act. Those 
provisions require a Regional Corpora¬ 
tion to redistribute a certain percent¬ 
age of its Alaska Native Fund share to 
the Village Corporations in its region 
and to certain stockholders. 

The following rules have been for¬ 
mulated to require that a Regional 
Corporation provide evidence that the 
Corporation's Board of Directors has 
authorized an assignment, and that it 
specifically intended that the Secre¬ 
tary recognize that assignment. These 
rules would not require that the Secre¬ 
tary substitute his business judgment 
for that of the Regional Corporation 
in determining whether to recognize a 
validly executed assignment. 

Drafting Information 

Proposed rules were published on 
March 2. 1978 (43 FR 8557). Interested 
persons were given until April 3. 1978, 
to submit written comments. Nine 
comments were received, six from rep¬ 
resentatives of Regional Corporations. 
The following changes were made in 
the proposed rules. 

In response to one suggestion, the 
definition of "Assignee" in 5 113.2 was 
clarified. In addition, the definition of 
"Payee" was broadened to include sav¬ 
ings institutions insured by the Feder¬ 
al Savings and Loan Insurance Corpo¬ 
ration and federally insured credit 
unions. The regulation also requires 
that payees be capable of receiving 
payment through the United States 
Treasury’s Financial Communication 
System. 

Referring to 5113.3(c), two com- 
menters questioned the need to re¬ 
quire that a Regional Corporation des¬ 
ignate an eligible payee to receive its 
quarterly distributions, In the absence 
of a recognized assignment. This provi¬ 
sion was inserted to insure the speedy 
and safe delivery of the quarterly dis¬ 
tributions, without an unnecessary 
loss of interest. The provision is also a 
reflection of the current practice of all 
Regional Corporations. 

Another commenter, speaking on 
behalf of a Village Corporation, ex¬ 
pressed the view that priority should 
not be given to selected creditors of a 
Regional Corporation when that cor¬ 
poration has outstanding obligations 
to Village Corporations within its 
region. This concern was addressed by 
adding a new subsection (b) to § 113.4, 
repeating language from section 31(a) 
of the Act. This addition is intended to 
emphasize that Village Corporation 
and stockholder entitlements under 
section 7(j) of the Act remain unaf¬ 
fected by recognition of a validly ex¬ 
ecuted assignment of a Regional cor- 
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poration’s futuie interests in the 
Fund 

Several comments were received in 
response to the application process of 
proposed 5113.4(c). One questioned 
the requirement of subsection (c)(2) 
that the assignment be of a ‘‘fixed 
sum.” The commenter stated that 
under most credit financing arrange¬ 
ments it is impossible to predict the 
amount which will ultimately be paid 
to the creditor and which is also the 
amount for which a recognized assign¬ 
ment is desired to secure the creditor’s 
interest. He proposed that assign¬ 
ments be made and recognized on a 
“standby basis,” Le., that they remain 
in effect until canceled by the parties. 

The decision was made to retain the 
“fixed sum” requirement, rather than 
to permit the recognition of “open- 
ended” assignments. The latter would 
make it difficult for the Regional Cor¬ 
poration to enter into additional as¬ 
signments of Its future interests in the 
Fund. Secondly, such assignments 
would also depend entirely on the 
good faith of the assignee/creditor to 
agree upon cancellation when the Re¬ 
gional Corporation believes it has paid 
its obligation in full. Thus, when a 
contractual dispute arises between the 
parties to an open-ended assignment, 
the assignee could unfairly refuse to 
agree to request cancellation of the 
Secretary’s recognition—even where 
the amount financed is but a small 
fraction of the Regional Corporation’s 
ultimate entitlement from the Fund. 
Rather, the authors of these regula¬ 
tions thought that the parties to a 
proposed assignment could in all cases 
agree upon a reasonable amount to 
secure the assignee's interest, and 
then seek recognition of an assign¬ 
ment of that amount. 

The Deputy Comptroller General of 
the General Accounting Office offered 
the comment that the requirement of 
proposed 5113.4(c)(4) (now (d)(4)), 
that the applicant Regional Corpora¬ 
tion submit a resolution of it's Board 
of Directors authorizing the assign¬ 
ment, may be inadequate in some cir¬ 
cumstances. He pointed out that 
Alaska Statutes §§ 10.05.435-.44 re¬ 
quire shareholder approval of mort¬ 
gages or pledges of all or substantially 
all of the property or assets of an 
Alaska corporation, if not made in the 
usual and regular course of business. 
The authors of these regulations 
thought it unlikely that an assignment 
of a fixed amount of a Regional Cor¬ 
poration’s future interests in the 
Alaska Native Fund would fall in the 
category of transactions requiring 
shareholder approval. But a require¬ 
ment was added to the regulation that 
the applicant must submit evidence of 
stockholder approval, when required 
by Alaska law. 

In response to three other com¬ 
ments, the requirements of proposed 


subsection (c)(5) were clarified in sev¬ 
eral respects. The primary change was 
the revision of paragraph (c)(5)(h) 
(now (d)(5)(h)), to emphasize that all 
claims of the United States against 
the assignor may be asserted against 
the assignee. 

Two commenters criticized the re¬ 
quirement of proposed 5113.4(d) that 
an applicant Regional Corporation be 
current in its transmittal of annual 
audit reports to the Secretary pursu¬ 
ant to section 7(o) of the Act. A 
number of Regional Corporations 
have been delinquent in this respect. 
Section 7(d) of the Act provides that a 
Regional Corporation “shall be eligi¬ 
ble for the benefits of this chapter so 
long as it is organized and functions in 
accordance with this chapter.” 43 
U.S.C. 1306(d). The question of the 
Secretary’s authority and responsibili¬ 
ty in this regard is currently under 
study within the Department, and the 
proposed requirement has thus been 
deleted as premature. 

In response to a comment of the 
Deputy Comptroller General, pro¬ 
posed 5 113.4(e)(l)(iii) has been revised 
for purposes of clarity. 

One commenter suggested that the 
register of recognized assignments pro¬ 
vided for in 5113.5 also reflect the 
date of receipt of applications for rec¬ 
ognition, and that priority among as¬ 
signments by a single Regional Corpo¬ 
ration be established by reference to 
that date of receipt. The first sugges¬ 
tion was adopted, but not the second. 
Section 113.7 provides a more effective 
way of determining priority among as¬ 
signments. Rather than institutiona¬ 
lizing a “race of the applications” and 
making creditors’ rights dependent 
upon the vagaries of the mail system, 
it was thought that the Regional Cor¬ 
poration should have the responsibili¬ 
ty of arranging priority among its as¬ 
signees for whom there are competing 
applications for recognition. The As¬ 
sistant Secretary is expected to defer 
to that judgment. Of course, once an 
assignment is recognized, a Regional 
Corporation may not re-establish pri¬ 
orities without the concurrence of the 
recognized assignees. 

Four commenters were critical of 
proposed 5 113.6. contending that the 
Secretary had no business prohibiting 
re-assignment of a Regional Corpora¬ 
tion’s future interests in the Fund. 
The proposed section, however, did 
not prohibit re-assignment, but only 
prohibited Secretarial recognition of 
such transactions since the Secretary’s 
authority extends only to recognition 
of assignments “made by Regional 
Corporations.” Nevertheless, because 
of the confusion created by proposed 
§ 113.6(a), it has been rewritten to clar¬ 
ify the point that assignees may make 
“sub-assignments” but that the Assist¬ 
ant Secretary has no authority to rec¬ 
ognize them. 


In response to one comment, pro¬ 
posed 5 113.10(a) was rewritten to re¬ 
quire the Assistant Secretary to 
inform an applicant Regional Corpora¬ 
tion of his reasons for denial of the ap¬ 
plication. The proposed provision had 
only required the transmittal of such 
information upon a Regional Corpora¬ 
tion’s petition for reconsideration. 

These regulations were authored by 
employees of the Division of Financial 
Management of the Bureau of Indian 
Affairs, and attorneys in the Division 
of Indian Affairs of the Office of the 
Solicitor. U.S. Department of the Inte¬ 
rior. The principal authors were Louis 
H. Conger, Jr., Bart Wright, and Mar¬ 
garet Daniels of the Bureau of Indian 
Affairs, and Scott Keep and Tim Voll- 
mann of the Solicitor’s Office. 


Not*.—'T he Department of the Interior 
has determined that these regulations do 
not have major »-conomic consequences re¬ 
quiring preparation of a regulatory analysis 
in accordance with section 3 of Executive 
Order 12044 (March 23, 1978). 


Considerable Interest has already 
been expressed in these regulations by 
both Regional Corporations and their 
creditors. Within two weeks of enact¬ 
ment of the Act of November 15.1977, 
the Department began to receive 
copies of assignments and requests for 
their recognition. Meanwhile, two Re¬ 
gional Corporations have indicated 
that recognition of new assignments 
may be needed as soon as possible to 
implement financial arrangements 
critical to those Corporations’ futures. 
Because the Regional Corporations 
appear to desire Implementation of 
this program as soon as possible, and 
because these final rules are not sig¬ 
nificantly changed from the proposed 
rules published on March 2, 1978, it 
has been determined that there is 
good cause for making these regula¬ 
tions effective upon publication, 
rather than waiting 30 days as other¬ 
wise required by the Administrative 
Procedure Act, 5 U.S.C. 553(d). 

These regulations are promulgated 
In exercise of the authority delegated 
by the Secretary of the Interior to the 
Assistant Secretary for Indian Affairs 
by 230 DM 1.2A(1). 

Subchapter J of Chapter I of Title 
25 of the Code of Federal Regulations 
is hereby amended by adding a new 
Part 113, as follows: 


Sec. 

113.1 Scope and purpose. 

113.2 Definitions. 

113.3 Payment of shares in the Fund in 
the absence of recognition of an assign¬ 
ment. 

113.4 Recognition of assignments. 

113.5 Register of recognized assignments. 

113.6 Sub-assignment. 

113.7 Multiple assignments. 

113.8 Disclaimer. 

113.9 Cancellation of assignments. 

113.10 Decision; finality. 

Authority: Sec. 25 and 31, Pub. L. 92-203, 
85 Stat. 715, as amended by Pub. L. 

91 Stat. 1370 (43 U.S.C. 1824, 1628). 


FEDERAL REGISTER, VOL 43, NO. 91—WEDNESDAY, MAT 10, 1978 





5 113.1 Scope and purpose. 

(a) The regulations in this part shall 
apply to all future distributions of the 
Alaska Native Fund pursuant to sec¬ 
tion 6 of the Alaska Native Claims Set¬ 
tlement Act (43 U.S.C. 1605). except 
money reserved for the payment of at¬ 
torney and other fees as provided in 
section 20 of the Act (43 UB.C. 1619). 

(b) These regulations are not intend¬ 
ed (1) to alter the distribution formula 
of section 6 of the Act (43 U.S.C. 
1605), or the redistribution formulas 
of sections 7(j) or 7(m) of the Act (43 
U.S.C. 1606(j). (m»; or (2) to require 
the distribution of money in the Fund 
when not authorized by the Act, or 
when the money has been set aside in 
an escrow or reserved account pursu¬ 
ant to an order of a court of compe¬ 
tent jurisdiction. 

(c) The regulations in this part are 
intended to implement section 31 of 
the Act (43 U.S.C. 1628) which autho¬ 
rizes the Secretary to recognize validly 
executed assignments of a Regional 
Corporation’s rights to receive pay¬ 
ments from the Fund. 

§113.2 Definitions. 

As used in the regulations in this 
part. 

Act means the Alaska Native claims 
Settlement Act, as amended (Pub. L. 
92-203, 85 Stat. 715, 43 U.S.C. 1601 et 
seq.; Pub. L. 95-178, 91 Stat. 1370). 

Assignee means the person or entity 
receiving from a Regional Corporation 
an assignment of certain of the corpo¬ 
ration’s future interests in the Fund. 

Assignor means a Regional Corpora¬ 
tion which has assigned to another 
certain of its future interests in the 
Fund. 

Assistant Secretary means the As¬ 
sistant Secretary for Indian Affairs, 
U.S. Department of the Interior, or his 
authorized representative. 

Fund means the Alaska Native Fund 
created by section 6 of the Act (43 
U.S.C. 1605). 

Payee means the recipient of a dis¬ 
tribution from the Fund. The payee 
must be a financial corporation such 
as a bank, credit union, or savings and 
loan association which is insured 
under the Federal Deposit Insurance 
Corporation, the National Credit 
Union Administration, or the Federal 
Savings and Loan Insurance Corpora¬ 
tion, respectively. The payee mast be 
capable of receiving payment through 
the United States Treasury’s Financial 
Communication System. 

Regional Corporation means an 
Alaska Native Regional Corporation 
established under the laws of the 
State of Alaska in accordance with the 
Provisions of the Act. 

Secretary means the Secretary of 
the Interior. 
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§ 113.3 Payment of shares of the Fund in 
the absence of recognition of an as¬ 
signment. 

(a) All money in the Fund shall be 
distributed by the Assistant Secretary 
at the end of each three months of the 
fiscal year among the Regional Corpo¬ 
rations on the basis of the relative 
numbers of Natives enrolled in each 
region. 

(b) Except as otherwise authorized 
in the regulations in this part, a Re¬ 
gional Corporation’s quarterly share 
of the Fund shall be made payable to 
the Regional Corporation through a 
payee designated by the Regional Cor¬ 
poration. 

(c) A Regional Corporation may des¬ 
ignate a payee of its quarterly share at 
any time, and may change that desig¬ 
nation at any time, provided that the 
Assistant Secretary receive written no¬ 
tification of any such designation or 
change in designation at least ten (10) 
days before the quarterly distribution 
date. Any such designation must in¬ 
clude the name and address of the 
payee and the identifying American 
Banking Association number. 

§113.4 Recognition of assignments. 

(a) Upon application of a Regional 
Corporation, as provided in paragraph 
(c) of this section, the Assistant Secre¬ 
tary shall recognize a validly executed 
assignment of that portion of a fur- 
ture interest in the Fund not subject 
to the redistribution provisions of sec¬ 
tions 7(j) and 7(m) of the Act. A 
future interest which is not subject to 
those redistribution provisions shall be 
referred to In this section as an "as¬ 
signable future interest” or the "as¬ 
signable portion of a quarterly distri¬ 
bution.” 

(b) Such assignments shall only be 
recognized to the extent that the Re¬ 
gional Corporation involved is not re¬ 
quired to distribute funds pursuant to 
subsections (j) or (m) of section 7 of 
the Act. 

(c) Upon recognition of such an as¬ 
signment, the Assistant Secretary 
shall distribute the amount assigned 
to the payee designated by the parties 
to the assignment, and shall continue 
to pay the amount assigned to that 
payee, except as provided by 
§§ 113.6(b) and 113.9. 

(d) A Regional Corporation s appli¬ 
cation for recognition of an assign¬ 
ment of a future interest in the Fund 
(1) shall be addressed to the Assistant 
Secretary for Indian Affairs, Attn.: As¬ 
sistant Director, Financial Manage¬ 
ment, Bureau of Indian Affairs, UJS. 
Department of the Interior, Washing¬ 
ton, D.C. 20240; (2) shall specifically 
request that the Assistant Secretary 
recognize an assignment of a fixed 
sum to which the Regional Corpora¬ 
tion may be entitled from the Fund; 
(3) shall designate a payee of the 
amount assigned; (4) shall be accompa¬ 
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nied by a duly-adopted resolution of 
the Board of Directors of the Regional 
Corporation, which resolution autho¬ 
rizes the making of the assignment 
and the application for recognition of 
that assignment by the Secretary of 
the Interior, or evidence of stock¬ 
holder approval when required by 
Alaska state law; and (5) shall be ac¬ 
companied by one executed copy and 
three facsimile copies of a validly ex¬ 
ecuted assignment of all or a portion 
of the Regional Corporation’s assign¬ 
able future interest in the Fund, 
which assignment shall contain the 
following language: 

(1) The parties to this assignment agree to 
seek recognition of this assignment by the 
Secretary of the Interior, as authorized by 
section 4 of the Act of November 15. 1977, 
Pub. L. 95-178 (91 Stat. 1369. 1370). 

(ii) It is understood by the parties to this 
assignment that in the event the Secretary 
of the Interior recognizes this assignment, 
the United States reserves the right to 
assert against the assignee and successors of 
the assignee, any setoff or counterclaim 
which the United States has, or may have, 
against the Assignor Corporation. 

(e)(1) An assignment may provide 
that: (i) All of the assignable portion 
of each quarterly distribution be p&id 
to the payee designated in the applica¬ 
tion for recognition of assignment; 

(ii) A fraction of the assignable por¬ 
tion of each quarterly distribution be 
paid to the designated payee; or that 

(iii) The assignable portion of each 
quarterly distribution, up to a stated 
maximum amount, be paid to the des¬ 
ignated payee. 

(2) Other formulas for assignment of 
assignable future interests may be rec¬ 
ognized if (i) such a formula clearly 
identifies what portion of each affect¬ 
ed quarterly distribution is to be paid 
to the designated payee, and (ii) the 
formula will permit the Assistant Sec¬ 
retary to set priorities in accordance 
with §113.7 when subsequent applica¬ 
tion is made for recognition of addi¬ 
tional assignments. 

§ 113.5 Register of recognized assign¬ 
ments. 

The Assistant Secretary shall main¬ 
tain and make available for inspection 
by the public a register of requests fbr 
recognition of assignments and assign¬ 
ments recognized by him pursuant to 
the regulations in this part. Such reg¬ 
ister shall list the name of the Region¬ 
al Corporation; the name and address 
of the assignee; the name, address. 
American Banking Association 
number, and account number for de¬ 
posit of the payee of the amount as¬ 
signed; the amount assigned; the 
amount paid at each quarterly distri¬ 
bution under the terms of the assign¬ 
ment; and the date of the Assistant 
Secretary’s recognition. 

§ 113.6 Sub-assignment 

(a) Nothing in the regulations in this 
part shall prohibit an assignee from 
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making a valid sub-assignment of a 
Regional Corporation’s rights to re¬ 
ceive payments from the Fund. How¬ 
ever, the Assistant Secretary has no 
authority and shall not recognize any 
sub-assignment by the assignee of any 
future interest of a Regional Corpora¬ 
tion in the Fund. 

(b) The Assistant Secretary may 
accept a re-designation of a new payee 
of an assignment recognized by the As¬ 
sistant Secretary, upon application of 
an authorized official of the assignee 
in accordance with § 113.3(c). 

§113.7 Multiple assignments. 

(a) The Assistant Secretary may rec¬ 
ognize more than one assignment of a 
Regional Corporation's future inter¬ 
ests in the Fund. A second or later as¬ 
signment of a Regional Corporation’s 
future interest in the Fund, when rec¬ 
ognized in accordance with §113.4, 
shall be recognized subject to assign¬ 
ments already recognized. 

(b) The Assistant Secretary shall not 
recognize an assignment of a Regional 
Corporation’s future interest in the 
Fund if he has more than one out¬ 
standing application from that Corpo¬ 
ration seeking recognition of such 
future interests. If more than one ap¬ 
plication from a Regional Corporation 
is pending before the Assistant Secre¬ 
tary, he shall notify both the Regional 
Corporation and the assignees of the 
assignments sought to be recognized, 
and seek a written consensus on the 
priorities to be established. In the Ab¬ 
sence of such a consensus, the Assist¬ 
ant Secretary shall not recognize any 
such assignment. 

§113.8 Disclaimer. 

The Assistant Secretary does not 
guarantee by any action taken pursu¬ 
ant to the regulations in this part that 
the entitlement of a Regional Corpo¬ 
ration to any quarterly distribution of 
the Fond shall be of any given 
amount, or that the cumulative enti¬ 
tlement of that Corporation will reach 
any given sum. 

§113.9 Cancellation of assignments. 

(a) The Assistant Secretary shall 
cancel his recognition of an assign¬ 
ment upon joint application of the as¬ 
signee and Regional Corporation in¬ 
volved. Such application must include 
a resolution of the Board of Directors 
of the Regional Corporation, and a 
validly executed agreement between 
the Regional Corporation and assignee 
cancelling the assignment and autho¬ 
rizing the Secretary of the Interior to 
cancel his recognition of the assign¬ 
ment. 

(b) Such cancellation of recognition 
of an assignment shall be reflected in 
the register compiled by the Assistant 
Secretary as provided in § 113.5. 

§ 113.10 Derision; finality. 

(a) A decision of the Assistant Secre¬ 
tary not to recognize an assignment of 
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a future interest in the Fund shall 
inform the Regional Corporation what 
defects, if any, remain in its applica¬ 
tion for recognition, and shall provide 
the corporation with an opportunity 
to cure those defects. 

(b) A decision of the Assistant Secre¬ 
tary to recognize an assignment of a 
Regional Corporation’s future interest 
in the Fund shall not be subject to re¬ 
consideration or administrative 
appeal, and shall therefore be final for 
the Department. 

Dated: April 28, 1978. 

Forrest J. Gerard, 
Assistant Secretary , 
Indian Affairs. 

CFR Doc. 78-12703 Filed 5-9-78; 8:45 am) 


[4410-01 ] 

Title 28—Judicial Administration 

CHAPTER I—DEPARTMENT OF 
JUSTICE 

[Order No. 777-78) 

PART 0—ORGANIZATION OF THE 
DEPARTMENT OF JUSTICE 

Subpart T—United States Marshals 
Service 

Delegating Contracting Authority 
for the Support of Certain Federal 
Prisoners to the Director, United 
States Marshals Service 

AGENCY: Department of Justice. 
ACTION: Final rule. 

SUMMARY: The Department of Jus¬ 
tice Appropriation Act, 1978, has 
transferred from the Bureau of Pris¬ 
ons to the United States Marshals 
Service the appropriations for the su¬ 
pervision and support in non Federal 
institutions of United States prisoners 
who are in the custody of the United 
States Marshals (Pub. L. 95-86, 91 
Stat* 425). Under the resulting realign¬ 
ment of functions the United States 
Marshals Service has become responsi¬ 
ble for the contracting with non-Fed¬ 
eral authorities for the detention in 
non-Feaeral facilities of prisoners who 
are in its custody. This Order dele¬ 
gates to the Director, United States 
Marshals Service, the authority pro¬ 
vided for in section 4002, title 18, 
United States Code, for the contract¬ 
ing with the proper authorities in any 
State, Territory, or political subdivi¬ 
sion thereof for the imprisonment, 
subsistence, care, and proper employ¬ 
ment of such Federal prisoners. 

EFFECTIVE DATE: April 27, 1978. 

FOR FURTHER INFORMATION 
CONTACT: 

William E. Hall, Director, United 
States Marshals Service, Washing¬ 


ton, D.C. 20530 (202-739-5345). 

By virtue of the authority vested in 
me by U.S.C. §301 and 28 U.S.C. 
§§509, 510, Section 0.111 of Subpart T 
of Part 0 of Chapter I of Title 28 
Code of Federal Regulations, is 
amended by adding a new paragraph 
(o) immediately after paragraph <n) to 
read as follows: 

§ 0.111 General functions. 

* » « • * 

(o) Contracting with the proper au¬ 
thorities of any State, Territory or po¬ 
litical subdivision thereof, for the im¬ 
prisonment, subsistence and care of 
Federal prisoners under the custody of 
the U.S. Marshals including contract¬ 
ing for such physical improvements as 
may be required. 

Dated: April 27, 1978. 

Michael J. Egan, 
Acting Attorney General 

(FR Doc. 78-12637 Filed 5-9-78: 8:45 ami 


[3410-11] 

Title 36—Parks, Forests and Public 
Property 

CHAPTER II—FOREST SERVICE, 
DEPARTMENT OF AGRICULTURE 

PART 212—ADMINISTRATION OF 
FOREST DEVELOPMENT TRANS¬ 
PORTATION SYSTEM 

PART 295—USE OF MOTOR VEHICLES 
OFF FOREST DEVELOPMENT 
ROADS 

Final Rules 

AGENCY: Forest Service, USDA. 
ACTION: Final rule. 

SUMMARY: This document amends 
the regulations on the administration 
of the Forest Development Transpor¬ 
tation System and use of vehicles off 
Forest Development Roads. The 
action is necessary to reflect an earlier 
amendment which consolidated all 
regulations on prohibited acts. The 
effect of the rule will be to clarify ex¬ 
isting regulations, consolidate adminis¬ 
trative regulations relating to roads 
and trails, and specify that certain 
regulations concern vehicles that 
travel off Forest Development Roads. 

EFFECTIVE DATE: May 10. 1978. 

FOR FURTHER INFORMATION 
CONTACT: 

Willard Clementson. 703-235-8074 or 
William Holman, 202-447-4228. 

SUPPLEMENTARY INFORMATION: 

On September 16, 1977, a notice of 
proposed amendment to the regula- 
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tions on the administration of the 
Forest Development Transportation 
System and use of vehicles off Forest 
Development Hoads was published in 
the Federal Register 42 FR 46553. 
This action was necessary because of 
an earlier amendment which consoli¬ 
dated all regulations on prohibited 
acts in 36 CFR Parts 261. 

Interested persons were given until 
October 17, 1977, to submit written 
data, views or objections. All com¬ 
ments received were given full and 
careful consideration in developing 
final regulations. The full text of such 
comments are on file and available for 
public inspection in Room 4148, South 
Building, U.S. Department of Agricul¬ 
ture, Washington, D.C. 20250. Many 
comments received concerned format, 
style of expression, grammatical pref¬ 
erences and clarification. Considera¬ 
tion of the more substantive com¬ 
ments received are summarized as fol¬ 
lows; 

Comment The regulations are too 
general in that they do not provide di¬ 
rection to look at the specific type of 
off-road vehicle responsible for envi¬ 
ronmental damage. 

Response. The language in §§ 295.2, 
295.3 and 295 5 has been revised. 

Comment The regulations fail to in¬ 
corporate the very important consider¬ 
ation of recreational benefit to users 
of motorized vehicles on Forest lands. 

Response. The regulation has been 
rewritten to take care of this concern. 
(5 295.2) 

Comment Clarify what is meant by 
the word “use in § 295.4(b). 

Response. Clarified by using the 
term ‘vehicle use". 

Comment Insure that regulations do 
not allocate lands to single use such as 
recreation. 

Response. The regulations in Part 
295 deal with the administration of ve¬ 
hicles off roads with no intention to 
allocate Forest lands to a single use. 
Regulations pertaining to multiple use 
of the National Forests are contained 
In other parts of Title 36 Code of Fed¬ 
eral Regulations. 

Comment Vehicle closures In emer¬ 
gency situations should be temporary. 

Response . Comment is incorporated, 
see § 295.3. 

Comment Undesignated Forest 
lands should be closed to off-road 
vehicle(s) pending designation under 
the land management planning proc¬ 
ess. 

Response. Off-road vehicle plans 
have been completed and are being im¬ 
plemented on 150 National Forests out 
of 154 National Forests. Within these 
Forests, areas have been designated as 
“open for off-road vehicles/' “open to 
off-road vehicles but with restrictions" 
or “closed to off-road vehicle use." 
Some closures have been made within 
the four National Forests without 
completed plans to protect sensitive 
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areas or minimize conflicts. The plans 
and closures have been developed In 
keeping with Section 3 of Executive 
Order 11644 as amended May 24, 1977. 

Comment Proposed amendment 
should contain additional and more 
specific guidelines to carry out the 
intent of the executive orders regard¬ 
ing operation of vehicles off roads. 

Response. The regulations as amend¬ 
ed reflect the purpose and intent of 
the executive orders. We are revising 
the direction In FSM 2350 to include 
guidelines for consideration of envi¬ 
ronmental effects, monitoring of ef¬ 
fects. law enforcement and future 
review of off-road vehicle plans. 

Comment Lands categorized as wil¬ 
derness study areas or inventoried 
roadless areas should be closed to off¬ 
road vehicles. 

Response. Actions that adversely 
affect the wilderness characteristics of 
wilderness study area and inventoried 
roadless areas will not be permitted 
until detailed studies are completed 
and decisions made regarding their 
final disposition as Wilderness. If it is 
determined that motorized vehicle use 
will cause irreversible adverse effects 
on wilderness values, such areas will 
be closed to motorized vehicle use on a 
case-by-case basis. 

Comment Areas where wilderness 
study has been completed and are 
awaiting Congressional designation as 
wilderness should be closed to off-road 
vehicles. 

Response. Those areas where off¬ 
road vehicles are causing or likely to 
cause irreversible effects to wilderness 
values, will be closed to such use on a 
case-by-case basis. 

Comment The regulations should be 
flexible enough to allow administra¬ 
tive discretion at local levels within 
reasonable limits. 

Response. The regulations provide 
broad guidelines within which Forest 
Supervisors have the authority to de¬ 
velop off road vehicle plans based on 
an assessment of environmental condi¬ 
tions. 

Comment The regulations should 
include more specific guidelines to re¬ 
quire annual evaluations and reports. 

Response. Monitoring will take many 
forms depending on use and resource 
capability. Resource managers must 
have flexibility to monitor based on 
specific situations including local 
needs and resource capability. Proce¬ 
dures for monitoring are included In 
FSM 2350. 

Other than reflected above, there 
are no other changes of substance. 

These actions were taken pursuant 
to the requirements of the Adminis¬ 
trative Procedures Act (5 U.S.C. 553), 
adopted by this Department as a 
matter of policy on July 24, 1971, (36 
FR 13804). 

As a result of this process the follow¬ 
ing changes in 36 CFR Chapter II are 
made: 


20007 

1. Section 212.7(a) is revised to read 
as follows: 

§ 212.7 Road system management 

(a) Traffic rules. Rules set forth 
under 36 CFR Part 261 and this sec¬ 
tion shall apply to all forest develop¬ 
ment roads under the jurisdiction of 
the Forest Service except when in con¬ 
flict with written agreement. 

(1) General. Traffic on roads Is sub¬ 
ject to State traffic laws where appli¬ 
cable except when in conflict with the 
rules established under 36 CFR Part 
261. 

(2) Specific. The following specific 
traffic rules shall apply unless differ¬ 
ent rules are established in 36 CFR 
Part 261. 

(i) The load, weight, length, height, 
and width limitations of vehicles shall 
be in accordance with the laws of the 
States wherein the road is located. 
Greater or lesser limits may be Im¬ 
posed and these greater or lesser limits 
shall be established as provided in 36 
CFR Part 261. 

(ii) Roads, or segments thereof, may 
be restricted to use by certain classes 
of vehicles or ty pes of traffic as pro¬ 
vided in 36 CFR Part 261. Classes of 
vehicles are defined to include, but not 
be limited to, distinguishable group¬ 
ings such as passenger cars, buses, 
trucks, motorcycles, automobiles, 4- 
wheel drive vehicles and tailers. Types 
of traffic are defined to include, but 
not be limited to. groupings such as 
commercial hauling, recreation and 
administrative. 

(iii) Roads, or segments thereof, may 
be closed to all vehicle use as provided 
In 36 CFR Part 261. 

(Iv) Additional rules may be imposed 
as provided in 36 CFR Part 261. 

§212.7 [Amended] 

2. Section 212.7(b) is revoked and re¬ 
served. 

3. Section 212.20 is revised to read as 
follows: 

§ 212.20 National Forest development trail 
system operation. 

(a) Forest development trails. Forest 
development trails shall be identified 
on a map available to the public at the 
offices of the Forest Supervisors and 
District Rangers and shall be marked 
on the ground by appropriate signs 
which reasonably bring their location 
to the attention of the public. 

(Sec. 1. 30 Stat. 35. as amended. Sec. 205, 72 
Stat. 907: (16 U.S.C. 561. 23 U.8.C. 205).) 

4. Section 212.21 is revised to read as 
follows: 

§ 212.21 Pacific Crest National Scenic 
Trail. 

The Pacific Crest National Scenic 
Trail as defined by the National Trails 
Systems Act, 82 Stat. 919, shall be ad- 
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ministered primarily as a footpath and 
horseback riding trail by the Forest 
Service in consultation with the Secre¬ 
tary of the Interior. The use of motor¬ 
ized vehicles may be authorized by the 
Federal Agency administering the seg¬ 
ment of trail involved when use of 
such vehicles is necessary to meet 
emergencies or to enable landowners 
or land users to have reasonable access 
to their lands or timber rights. 

(Sec. 1. 30 Stat. 35. as amended: (16 U.S.C. 
551). sec. 205, 72 Stat. 907 (23 U.S.C. 205), 
and 82 Stat. 919 (16 U.S.C. 1241 et seq.).) 

6. Part 295 is retitled as shown above 
and revised as follows: 

Sec. 

295.1 Applicability. 

295.2 Planning and designation for use of 
vehicles off forest development roads. 

295.3 Public participation. 

295.4 Public information. 

295.5 Monitoring effects of vehicle use off 
forest development roads. 

295.6 Revision of off-road vehicle manage¬ 
ment plans. 

Authority: 30 Stat. 35, as amended (16 
UJ3.C. 551): 50 Stat. 525, as amended (7 
U.S.C. 1011): E.O. 11644, 11989 (42 FR 
26959). 

§ 295.1 Applicability. 

The regulations in the following 
parts pertain to administrative desig¬ 
nation and location of specific areas 
and trails of National Forest System 
lands on which the use of vehicles 
traveling off National Forest develop¬ 
ment roads is allowed, restricted or 
prohibited. Prohibitions regarding use 
of vehicles off roads is provided in 36 
CFR Part 261. 

§ 295.2 Planning and designation for use 
of vehicles off forest development 
roads. 

(a) On National Forest System 
lands, the continuing land manage¬ 
ment planning process will be used to 
allow, restrict, or prohibit use by spe¬ 
cific vehicle types off roads. This proc¬ 
ess will include coordination with ap¬ 
propriate Federal, State and local 
agencies. The planning process will 
analyze and evaluate current and po¬ 
tential impacts arising from operation 
of specific vehicle types on soil, water, 
vegetation, fish and wildlife, forest 
visitors and cultural and historic re¬ 
sources. If the analysis indicates that 
the use of one or more vehicle types 
off roads will cause considerable ad¬ 
verse effects on the resources or other 
forest visitors, use of the affected 
areas and trails by the vehicle type or 
types likely to cause such adverse ef¬ 
fects will be restricted or prohibited 
until such time as the adverse effects 
can be eliminated as provided in 36 
CFR Part 261. 

(b) Off-road vehicle management 
plans shall provide vehicle manage¬ 
ment direction aimed at resource pro¬ 
tection, public safety of all users, mini¬ 
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mizing conflicts among users, and pro¬ 
vide for diverse use and benefits of the 
National Forests. Designation of areas 
and trails shall be in accordance with 
the following: 

(1) Areas and trails shall be located 
to minimize damage to soil, watershed, 
vegetation, or other resources of the 
public lands. 

(2) Areas and trails shall be located 
to minimize harassment of wildlife or 
significant disruption of wildlife habi¬ 
tats. 

(3) Areas and trails shall be located 
to minimize conflicts between off-road 
vehicle use and other existing or pro¬ 
posed recreational uses of the same or 
neighboring public lands, and to 
ensure the compatibility of such uses 
with existing conditions in populated 
areas, taking into account noise and 
other factors. 

(4) Areas and trails shall not be lo¬ 
cated in officially designated Wilder¬ 
ness Areas or Primitive Areas. 

However, this does not preclude the 
use of any fire, military, emergency, or 
law enforcement vehicle for emergen¬ 
cy purposes, or the use of any combat 
or combat support vehicle for national 
defense purposes, or registered motor- 
boats, or vehicle use expressly author¬ 
ized by the Chief. Forest Service, 
under a permit, lease, license, or con¬ 
tract. 

§ 295.3 Public participation. 

The public shall be provided an op¬ 
portunity to participate in the process 
of allowing, restricting, or prohibiting 
use of areas and trails to one or more 
specific vehicle types off forest devel¬ 
opment roads. Sixty days advance 
notice will be given to allow for public 
review of proposed or revised designa¬ 
tions. In emergency situations, tempo¬ 
rary designations up to one year in 
length may be made or revised with¬ 
out public participation if needed to 
protect the resources and/or to pro¬ 
vide for public safety. 

§ 295.4 Public information. 

In addition to the requirements of 
36 CFR 261.51, information and maps 
will be published and made available 
to the public, describing: 

(a) The regulation of vehicular use. 

(b) Time periods when use is al¬ 
lowed, restricted or prohibited. 

(c) The type of vehicle regulated. 

§ 295.5 Monitoring effect* of vehicle use 
off forest development roads. 

The effects of use by specific types 
of vehicles off roads on National 
Forest System lands will be monitored. 
If the results of monitoring, including 
public input, indicate that the use of 
one or more vehicle types off roads is 
causing or will cause considerable ad¬ 
verse effects on the factors and re¬ 
source values referred to in § 295.2, the 


area or trail suffering adverse effects 
will be immediately closed to the re¬ 
sponsible vehicle type or types until 
the adverse effects have been eliminat¬ 
ed and measures have been imple¬ 
mented to prevent future recurrence 
as provided in 36 CFR Part 261. Forest 
Supervisors may delegate immediate 
closure authority to District Rangers 
or other forest officers in order to fa¬ 
cilitate timely actions to meet these 
objectives. Designations, use restric¬ 
tions, and operating conditions will be 
revised as needed to meet changing 
conditions. 

§ 295.6 Revision of Off-road vehicle man- 
agement plans. 

Forest Supervisors will annually 
review off-road vehicle management 
plans and temporary designations im¬ 
plemented since the last annual 
review. If the plan needs revision, the 
public will be given the opportunity to 
participate in the review as stated in 
§ 295.3. 

M. Rupert Cutler, 
Assistant Secretary for Conser¬ 
vation, Research, and Educa¬ 
tion . 

May 3, 1978. 

[FR Doc. 78-12760 Filed 5-9-78; 8:45 am] 


[4110-35] 

Title 42—Public Health 

CHAPTER IV—HEALTH CARE FI- 
NANCING ADMINISTRATION, DE¬ 
PARTMENT OF HEALTH, EDUCA¬ 
TION, AND WELFARE 

PART 448—COVERAGE AND CONDI¬ 
TIONS OF ELIGIBILITY FOR MEDI¬ 
CAL ASSISTANCE 

Medicaid Eligibility—Various Provi¬ 
sions to Implement Recent Statuto¬ 
ry Changes and To Clarify Existing 
Rules 

AGENCY: Health Care Financing Ad¬ 
ministration (HCFA), HEW. 

ACTION: Final rule; correction. 

SUMMARY: This document corrects 
several technical errors in a final rule 
implementing various statutory 
changes in eligibility for the Medicaid 
program (Title XIX, Social Security 
Act). The final rule was published at 
43 FR 9810 on March 10,1978. 

FOR FURTHER INFORMATION, 
CONTACT: 

Mary Kenesson, 202-472-6551. In FR 
Doc. 78-6284 appearing at pages 
9810-9816 in the Federal Register 
of Friday, March 10. 1978, the fol¬ 
lowing corrections are made: 
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1. On page 9813, under item 1 of the 
amendatory language "new paragraph 
(cx7) is added." is changed to read 
“paragraph (d) is revised.". 

2. On page 9814, second column, 
insert five asterisks, following par¬ 
aph § 448.1(d)(iii) to indicate that 
paragraph (e) under §448.1 is not re¬ 
vised. 

3. On page 9814, third column, under 
item 3, the amendatory language "In 
§448.3, paragraphs (bXIXii), (8) and 
(9) are revised." is changed to read "In 
§448.3. paragraphs (bXIXii), (7), (8) 
and (9) are revised." 

4. On page 9815, second column, 
under § 448.10(b) "(b) • • •” is changed 
to read M (2) • • 

5. On page 9815, third column, insert 
five asterisks following the section 
heading "§448.21 Financial eligibil¬ 
ity—Medical assistance programs" and 
before "(a) State plan requirements 
• • •" to indicate that the introduc¬ 
tory note remains in the regulation. 

6. On page 9816 under § 448.60, para¬ 
graph (bXll) is incorrectly coded. The 
correct coding appears below: 

§448.60 Institutional status. 


(b) Definitions. • * • 

• • ♦ * # 

(11) "Publicly operated community 
residence which serves no more than 
16 residents" is defined in 20 CFR 
416.231(b)(6)(i). 

(i) A publicly operated community 
residence means: 

(A) It must be publicly operated as 
defined in § 416.231(b)(2); and 

(B) It must be designed and planned 
to serve no more than 16 residents, or 
the plan and design was changed to 
serve no more than 16 residents; and 

(C) It must be serving 16 or fewer 
residents; and 

(D) It must make available some ser¬ 
vices beyond food and shelter such as 
social services, or help with personal 
living activities, or training in social¬ 
ization and life skills; occasional or in¬ 
cidental medical or remedial care may 
also be provided (as defined in 45 CFR 
228.1). 

(ii) Excluded from the definition of 
‘‘publicly operated community resi¬ 
dences" are the following facilities, 
even if their accommodations are for 
16 residents or less; 

(A) Residential facilities located on 
the grounds of or immediately adja¬ 
cent to any large institution or multi¬ 
ple purpose complex; and 
<B) Educational or vocational train¬ 
ing institutions that primarily provide 
a n approved or accredited or recog¬ 
nized program to some or all of the in¬ 
dividuals residing within it; and 
vT ) Correc Lional or holding facilities 
which provide for individuals whose 


personal freedom is restricted because 
of a court sentence to confinement 
(prisoners), court ordered holding (ma¬ 
terial witness, juvenile) or a pending 
disposition of charges or status (indi¬ 
viduals who have been arrested or de¬ 
tained); and 

(D) Medical treatment facilities 
(hospitals and skilled nursing facili¬ 
ties, see 42 U.S.C. 1395x and interme¬ 
diate care facilities, see 42 U.S.C. 
1396d) which provide medical or reme¬ 
dial care on an inpatient basis. 

(Sec. 1102, 49 Stat. 647 (42 UJS.C. 1302).) 
(Catalog of Federal Domestic Assistance 
Program No. 13.714 Medical Assistance Pro¬ 
gram.) 

Dated; May 3. 1978. 

L. David Taylor, 
Acting Deputy , Assistant Secre¬ 
tary for Management Analysis 
and Systems. 

fFR Doc. 78-12729 Filed 5-9-78; 8:45 ami 


[4110-02] 

Title 45—Public Welfare 

CHAPTER I—OFFICE OF EDUCATION, 
DEPARTMENT OF HEALTH, EDUCA¬ 
TION, AND WELFARE 

PART 197—TEACHER CENTERS 
PROGRAM 

Grants to Local Educational Agencies; 
Correction 

AGENCY; Office of Education. HEW. 

ACTION; Correction, Final regula¬ 
tions. 

SUMMARY: In the regulations pub¬ 
lished in the Federal Register on Jan¬ 
uary 11, 1978, pages 1762-1783, a tech¬ 
nical correction needs to be made. The 
document is corrected as follows: 

On page 1765. first column, third 
line of regulation, delete "§ 100a.l6 
[Amended]" and insert § 100a. 10 
[Amended]". In paragraph 1.. first 
line, delete "§ 100a.l6(a)" and insert 
"§ 100a.l0(a)”. 

FOR FURTHER INFORMATION 
CONTACT: 

Charles Lovett, telephone 202-245- 
9786. 

Dated: May 3. 1978. 

L. David Taylor, 
Acting Deputy Assistant Secre¬ 
tary for Management Analysis 
and Systems. 

[FR Doc. 78-12720 Filed 5-9-78; 8:45 am] 


[4110-35] 

CHAPTER II—SOCIAL AND REHABILI¬ 
TATION SERVICE (ASSISTANCE 
PROGRAMS), DEPARTMENT OF 
HEALTH, EDUCATION, AND WEL¬ 
FARE 

PART 205—GENERAL ADMINISTRA¬ 
TION—PUBLIC ASSISTANCE PRO¬ 
GRAMS 

Staff Development; Correction 

AGENCY: Health Care Financing Ad¬ 
ministration (HCFA), HEW. 

ACTION: Correction of final rule. 

SUMMARY: This document corrects a 
typographical error in a final rule 
which made 45 CFR 205.202, staff de¬ 
velopment, Inapplicable to medical as¬ 
sistance programs under title XIX of 
the Social Security Act. The pertinent 
content for title XIX is now codified 
at 42 CFR Part 446. 

FOR FURTHER INFORMATION 
CONTACT: 

Margaret O. Schnoor, 202-245-1960 
or 245-7443. 

In FR Doc. 77-34127 appearing at 
page 60566 in the Federal Register of 
Monday, November 28. 1977, the fol¬ 
lowing correction is made: On page 
60568, under item 1, the sentence "In 
paragraph (b). subparagraph (4) is re¬ 
voked." is changed to read "Paragraph 
(cX4) is revoked." 

(Sec. 1102, 49 Stat. 647 (42 U.S.C. 1302).) 

(Catalog of Federal Domestic Assistance 
Program No. 13.714—Medical Assistance 
Program.) 

Dated: May 3, 1978. 

L. David Taylor, 
Acting Deputy Assistant Secre¬ 
tary for Management Analysis 
and Systems. 

[FR Doc. 78-12719 Filed 5-9-78; 8:45 am) 


[6712-01] 

Title 47—Telecommunication 

CHAPTER I—FEDERAL 
COMMUNICATIONS COMMISSION 

[FCC 78-295] 

PART 83—STATIONS ON SHIPBOARD 
IN THE MARITIME SERVICES 

Permitting connection of the bridge- 
to-bridge radiotelephone to the re¬ 
serve source of energy required for 
compliance with Title III, Part II of 
the Communications Act 

AGENCY: Federal Communications 

Commission. 
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ACTION: Order. 

SUMMARY: This rule permits licens¬ 
ees to connect the bridge-to-bridge ra¬ 
diotelephone to the reserve source of 
energy installed on the vessel for com¬ 
pliance with the compulsory radio re¬ 
quirements of tjtie Communications 
Act. The Commission finds it desirable 
to permit connection to an existing re¬ 
serve source of power to allow for con¬ 
tinued communications in the event of 
a power failure. 

EFFECTIVE DATE: May 18, 1978. 

ADDRESS: Federal Communications 
Commission, Washington, D.C. 20554. 

FOR FURTHER INFORMATION 
CONTACT: 

Nicholas G. Bagnato, Safety and 

Special Radio Services Bureau, 202- 

632-7197 

SUPPLEMENTARY INFORMATION: 
Adopted: April 26, 1978. 

Released: May 9, 1978. 

Order . In the matter of amendment 
of part 83 of the Commission’s rules to 
permit connection of the bridge-to- 
bridge radiotelephone to the reserve 
source of energy required for compli¬ 
ance with Title III, Part II of the 
Communications Act. 

1. The purpose of the Bridge-to- 
Bridge Radiotelephone Act is to pro¬ 
vide for a positive means whereby op¬ 
erators of approaching vessels could 
communicate their intentions to one 
another by means of voice radio, locat¬ 
ed convenient to the operator’s naviga¬ 
tion station. The Commission's rules 
require vessels subject to the Bridge- 
to-Bridge Radiotelephone Act be 
equipped with a radiotelephone instal¬ 
lation and such accessories as may be 
needed to participate fully, efficiently, 
and readily in navigational communi¬ 
cations. 

2. While there is no requirement for 
a reserve source of energy for the 
bridge-to-bridge radiotelephone, it is 
certainly desirable to permit connec¬ 
tion to an existing reserve source of 
power and to have that capability. The 
bridge-to-bridge radiotelephone is pro¬ 
vided for the exchange of navigational 
information for safety and having the 
capability to continue communications 
in the event of power failure is desir¬ 
able. 

3. The Safety of Life at Sea Conven¬ 
tion, London, 1960, specifies the items 
which are to be connected to the re¬ 
serve source of energy. There is also a 
provision which permits Administra¬ 
tions to authorize connection of a 
small number of low-energy circuits 
which are wholly confined to the 
upper parts of the ship and on the 
condition that the source of energy is 
of sufficient capacity to carry the ad¬ 
ditional load. Therefore, the bridge-to- 
bridge radiotelephone may be connect- 
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ed to the reserve source of energy 
without conflict with the provisions of 
the Safety Convention. 

4. We are, therefore, amending the 
rules of permit connection of the 
bridge-to-bridge radiotelephone to ex¬ 
isting reserve source of energy and 
make provisions to assure that the re¬ 
serve source of energy is of sufficient 
capacity to energize the bridge-to- 
bridge radiotelephone is addition to all 
other requirements. Since this amend¬ 
ment only allows licensees to voluntar¬ 
ily connect the bridge-to-bridge radio¬ 
telephone to the existing reserve 
source of energy without imposing ad¬ 
ditional requirements, the amendment 
is considered minor and hence, the 
prior notice, procedures and effective 
date provisions of 5 U.S.C. are unnec¬ 
essary. 

5. It is ordered, That pursuant to the 
authority contained in sections 4(i) 
and 303(r) of the Communications Act 
of 1934, as amended, part 83 of the 
Commission’s rules is amended effec¬ 
tive May 16. 1978, as set forth below. 

(Secs. 4. 303, 48 Stat., as amended, 1066, 
1082; (47 U.S.C. 154, 303).) 

Federal Communications 
, Commission, 

William J. Tricarico, 

Secretary. 

Part 83 of Chapter I of Title 47 of 
the Code of Federal Regulations is 
amended to read as follows: 

1. In §83.446 paragraphs (a)(9) and 
(b)(4)(v) are amended and (b)(4)(vi) is 
added to read as follows: 

§ 83.446 Requirements of reserve installa¬ 
tion. 

(a) All reserve radiotelegraph instal¬ 
lations shall comply with the follow¬ 
ing conditions, in addition to all other 
requirements: 

• ♦ * * • 

(9)(i) The reserve power supply shall 
be used to energize the reserve instal¬ 
lation and the automatic radiotele¬ 
graph alarm signal keyer, and may be 
used to energize the audible warning 
apparatus included as a component of 
an approved auto alarm. 

(ii) The bridge-to-bridge radiotel- 
phone may be connected to the re¬ 
serve power supply when the power 
supply is of sufficient capacity to 
carry the additional load. 

m * * • • 

(b) • • • 

(4) For the purpose of determining 
the electrical load to be supplied by 
the reserve power supply, the follow¬ 
ing formula shall be used: 

(i) One-half of the reserve transmit¬ 
ter current consumption with the key 
closed (mark); plus 


(ii) One-half of the reserve transmit¬ 
ter current consumption with the key 
open (space); plus 

(iii) One-sixth of the current con¬ 
sumption of the automatic radiotele¬ 
graph alarm signal keyer when this 
device is properly energized; plus 

(iv) Current consumption of the re¬ 
serve receiver; plus 

(v) Current consumption of emer¬ 
gency lights; plus 

(vi) Current consumption of the 
bridge-to-bridge transceiver when con¬ 
nected. 

• • • • • 

2. Section 83.491 (c) Is amended to 
read as follows: 

§ 83.491 Reserve source of energy. 

**-**• 

(c) (1) The reserve source of energy 
shall be used to energize the required 
radiotelephone transmitter, the re¬ 
quired receivers, the emergency light 
required by §83.496, and the automat¬ 
ic radiotelephone alarm signal gener¬ 
ator required by § 83.486. 

(2) The reserve source of energy may 
be used to energize the bridge-to- 
bridge radiotelephone when the re¬ 
serve source of energy is of sufficient 
capacity to energize the bridge-to- 
bridge radiotelephone in addition to 
all other requirements. 

• • * * • 

3. In §83.493, paragraph (d)(4) is 
amended and (d)(5) is added to read as 
follows: 

§ 83.493 Proof of capacity. 

***** 

(d) For the purpose of determining 
the electrical load to be supplied, the 
following formula shall be used: 

(1) One-half the current consump¬ 
tion of the required transmitter at its 
rated power output; plus 

(2) One-quarter the current con¬ 
sumption of the automatic radiotele¬ 
phone alarm signal generator required 
by § 83.486; plus 

(3) Current consumption of present 
receiver required by § 83.488(a); plus 

(4) Current consumption of emer¬ 
gency light(8); plus 

(5) Current consumption of the 
bridge-to-bridge transceiver when con¬ 
nected. 

***** 

tFR Doc. 78-12701 Filed 5-9-78; 8:45 am] 
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Title 49—Transportation 

CHAPTER III—FEDERAL HIGHWAY 
ADMINISTRATION, DEPARTMENT 
OF TRANSPORTATION 

SUBCHAPTER B — FEDERAL MOTOR CARRIER 
SAFETY REGULATIONS 

[BMCS Docket No. MC-84; Notice No. 78-83 

APPENDIX B—SPECIAL AGENTS 

Final Rule 

AGENCY: Federal Highway Adminis¬ 
tration, DOT. 

ACTION: Final rule. 

SUMMARY: Appendix B to the Feder¬ 
al Motor Carrier Safety Regulations 
(PMCSR) is changed as a result of re¬ 
issued hazardous materials regulations 
under the Hazardous Materials Trans¬ 
portation Act and the Secretary of 
Transportation’s delegation of certain 
authority under the Act to the Feder¬ 
al Highway Administrator. The defini¬ 
tion of Special Agent is also changed. 

EFFECTIVE DATE: May 10.1978. 

FOR FURTHER INFORMATION 

CONTACT: 

Mr. D. W. Morrison, Chief, Vehicle 
Requirements Branch. Bureau of 
Motor Carrier Safety. 202-426-1700; 
Mrs. Kathleen S. Markman, Office 
of Chief Counsel, 202-426-0799. Fed¬ 
eral Highway Administration. 400 
Seventh Street SW., Washington. 
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D.C. 20590. Office hours are 7:45 
a.m. to 4:15 p.m. e.s.t., Monday 
through Friday. 

SUPPLEMENTARY INFORMATION: 
The Hazardous Materials Transporta¬ 
tion Act. 49 U.S.C. 1801 et seq. f vests 
certain functions in the Secretary of 
Transportation relating to investiga¬ 
tions, records, inspections, penalties, 
and specific relief that apply to trans¬ 
portation or shipment of hazardous 
materials by highway which have been 
delegated to the Fed eral Highway Ad¬ 
ministrator (49 CFR 1.48 (u) and (v)). 
This document reflects those delega¬ 
tions of authority to special agents of 
the Federal Highway Administration 
(FHWA), and recent position title 
changes within the FHWA. 

It is a technical change only and 
does not impose new or additional re¬ 
quirements. It is also a rule of agency 
organization which is exempt from the 
notice provision of the Administrative 
Procedure Act, 5 U.S.C. 553(b)(3)(A). 
and advance public notice is not re¬ 
quired. This action will not increase 
costs to Federal. State, or local govern¬ 
ments, to consumers, or to the busi¬ 
nesses affected, and will not have any 
environmental impact. 

In consideration of the foregoing, 
Paragraph 3 of Appendix B to the 
FMCSR is amended to read as follows: 

Appendix B— Special Agents 

1 . • • • 

2. • • • 

3. Definition of Special Agent—Adminis¬ 
tration employees charged with enforcing 
18 U.S.C. 831-853, 49 U.S.C. 1801 et seq.. and 
Section 204 of the Interstate Commerce Act, 
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49 U.S.C. 304; the employees within the 
Bureau of Motor Carrier Safety listed 
below; and such other persons as the Ad¬ 
ministrator or the Director of the Bureau of 
Motor Carrier Safety may specify In writ¬ 
ing. are special agents. They are hereby au¬ 
thorized to inspect and copy records and to 
Inspect and examine lands, buildings, and 
equipment to the manner and extent pro¬ 
vided by law. 

Director. 

Deputy Director. 

Chiefs of the Divisions of; Regulations 
and Compliance. 

Chiefs of the Branches of: Vehicle Re¬ 
quirements, Driver Requirements, Accident 
Investigation. Compliance Analysis, and 
Field Program. 

Hazardous Materials Liaison Officer. 

Hazardous Materials Specialist. 

Mechanical Engineer (automotive). 

Directors, Regional Motor Carrier Safety 
Offices. 

Motor Carrier Safety Investigators. 

Hazardous Materials Compliance Officer. 

Highway Safety Management Specialist. 

Regional Accident Investigation Special¬ 
ist. 

Regional Hazardous Materials Specialist. 

Regulations Specialist. 

• • • # • 

(Sec. 204. Interstate Commerce Act (49 
U.S.C. 304); sec. 6, Department of Transpor¬ 
tation Act (49 U.S.C. 1655); 49 U.S.C. 1801 et 
seq.; 18 U.S.C. 831-835; and the delegations 
of authority at 49 CFR 1.48 and 301.60.) 

Issued: April 28. 1978. 

Robert A. Kaye, 
Director ; Bureau of 
Motor Carrier Safety. 

[FR Doc. 78-12716 Filed 5-9-78: 8:45 am) 
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proposed rules 


This section of the FEDERAL REGISTER contains notices to the public of the proposed issuance of rules and regulations. The purpose of these notices is to 
give interested persons on opportunity to participate in the rule making prior to the adoption of the final rules. 


[3410-01] 

DEPARTMENT OF AGRICULTURE 

Office of the Secretory 
[7 CFR Part 15a] 

EDUCATION PROGRAMS AND ACTIVITIES RE- 
CEIVING OR BENEFITING FROM FEDERAL FI¬ 
NANCIAL ASSISTANCE 

N e w dl fc erloimollon on tbo Bosk of Sox 

AGENCY: Department of Agriculture. 
ACTION: Proposed rules. 

SUMMARY. The Department of Agri¬ 
culture proposes to add a new regula¬ 
tion for nondiscrimination on the basis 
of sex in education programs and ac¬ 
tivities receiving or benefiting from 
federal financial assistance. These 
rules are intended to implement Title 
IX of the Education Amendments of 
1972, as amended, which prohibits 
(with certain exceptions) sex discrimi¬ 
nation in federally-assisted education 
programs or activities. 

DATES: Comments must be received 
on or before June 15, 1978. 

ADDRESS: Comments must be sub¬ 
mitted to: James Frazier, Director, 
Office of Equal Opportunity, U.S. De¬ 
partment of Agriculture, Washington, 
D.C. 20250, phone: 202-447-4256. Com¬ 
ments are available for public inspec¬ 
tion in the Office of Equal Opportuni¬ 
ty, Program Planning and Evaluation 
Division. Room 4103, Auditors Build¬ 
ing, 201 14th Street SW., Washington, 
D.C. 20250, Monday-Friday, 8:30 a.m. 
to 5 p.m. 

FOR FURTHER INFORMATION 
CONTACT: 

William C. Payne, Program Planning 
and Evaluation Division. Office of 
Equal Opportunity, Washington, 
D.C. 20250, phone: 202-447-4807. 

SUPPLEMENTARY INFORMATION: 
Title IX of the Education Amend¬ 
ments of 1972, as amended, requires 
each federal agency, which extends fi¬ 
nancial assistance to any education 
program or activity, to issue rules and 
regulations Implementing Title IX. 

On June 4, 1975, the Department of 
Health, Education, and Welfare 
(HEW) issued final rules implement¬ 
ing Title IX. 45 CFR Part 86. The 
rules proposed by this Department are 
i nten ded to be consistent with the 
HEW rules. 

The difference between the two sets 
of rules are minor: definitional 


changes for “Secretary” and “Depart¬ 
ment” and substitution throughout 
the rules of “Secretary” for “Direc¬ 
tor.” 

Section 15a. 15 exempts certain activ¬ 
ities which are not referred to in the 
HEW rules. These exemptions reflect 
recent amendments to Title IX. See 
Pub. L. 94-482, 90 Stat. 2234. 

One other difference in these rules 
and the HEW rules should be noted. 
In the HEW rules, “student” is de¬ 
fined as ‘ a person who has gained ad¬ 
mission.” The term “admission” means 
“selection for • • • enrollment, mem¬ 
bership, or matriculation in or at edu¬ 
cation program or activity • • •” In 
§ 15.2(m), the term “admission” is ex¬ 
panded to include selection for “par¬ 
ticipation” in an education program or 
activity to ensure that participants 
(who may not be members or enroll- 
ees) in USDA-funded education activi¬ 
ties are clearly included within the 
protection of these rules. By expand¬ 
ing the definition of “admission”, the 
term “student” (to whom the rules re¬ 
peatedly make reference) is also ex¬ 
panded. This change is necessary be¬ 
cause some of the activities funded by 
USDA, such as 4-H Clubs, are infor¬ 
mal education activities, and participa¬ 
tion in those activities is not depend¬ 
ent upon “enrollment, membership,* or 
matriculation.” 

In consideration of the above, it is 
proposed that Part 15a be added to 
Title 7 of the Code of Federal Regula¬ 
tions to read as set forth below. 

Dated: May 3, 1978. 

Bob Bergland, 
Secretary of Agriculture. 

PART 15a—NONDISCRIMINATION ON THE 
BASIS OF SEX IN EDUCATION PROGRAMS 
AND ACTIVITIES RECEIVING OR BENEFITING 
FROM FEDERAL FINANCIAL ASSISTANCE 

Subport A—Introduction 

Sec. 

15a. 1 Purpose and effective date. 

15a.2 Definitions. 

15a.3 Remedial and affirmative action and 
self-evaluation. 

15a.4 Assurance required. 

15a.5 Effect of other requirements. 

156.6 Effect of employment opportunities. 

156.7 Designation of responsible employee 
and adoption of grievance procedures. 

15a.8 Dissemination of policy. 

Subport B—Covorogo 

15a. 11 Application. 


Sec. 

15a. 12 Educational institution controlled 
by religious organizations. 

15a.l3 Military and merchant marine edu¬ 
cational Institutions. 

15a. 14 Membership practices of certain or¬ 
ganizations. 

15a.l5 Exempt activities. 

15a. 16 Admissions. 

15a. 17 Educational institutions eligible to 
submit transition plans. 

15a. 18 Transition plans. 

S ubpor t C—P b rntodwa tf on on lb* of Sox In 

Admiootan end Roauitmom Prohibited. 

15a.21 Admission. 

15a.22 Preference in admission. 

15a.23 Recruitment. 

Subport D—Dtftcriodftcrtion on the BoiU of Sox In 
Education Programs and Activities Prohibited 

15a.3l Education programs and activities. 
15a.32 Housing. 

15a.33 Comparable facilities. 

15a.34 Access to course offerings. 

15a.35 Access to schools operated by 
L.E.A.S. 

15a.36 Counseling and use of appraisal and 
counseling materials. 

15a.37 Financial assistance. 

15a.38 Employment assistance to students. 
15a.39 Health and Insurance benefits and 
services. 

15a. 40 Marital or parental status. 

15a.41 Athletics. 

15a.42 Textbooks and curricular materials. 

Subport E—Dttcrimlnofion on tho Bath of Sox In 
Employment In Education Program* and AcHvitioi 
Prohibited 

15a. 51 Employment. 

15a.52 Employment criteria. 

15a.53 Recruitment. 

15a.54 Compensation. 

15a.55 Job classification and structure. 
16a.56 Fringe benefits. 

15a.57 Marital or parental status. 

15a. 58 Effect of State or local law or other 
requirements. 

15a.59 Advertising. 

15a.60 Pre-employment Inquiries. 

15a.61 Sex as a bona-fide occupational 
qualification. 

Subport F —Procodurox (Intorim) 

15a.71 Interim procedures. 

Authority: Pub. L. 92-318. as amended by 
Sec. 3, Pub. L. 93-568. 88 8tat. 1855 and Sec- 
412, Pub. L. 94-482. 90 Stat. 2234 (except 
Secs. 904 and 906 thereof) (20 U.S.C. 1681, 
1682, 1683, 1685, 1686.) 

Subport A—Introduction 
§ 15a.l Purpose and effective date. 

The purpose of this part Is to effec¬ 
tuate Title IX of the Education 
Amendments of 1972, as amendedDy 
Pub. L. 93-568, 88 Stat. 1855 and Pub. 
L. 94-482, 90 Stat. 2234 (except sec¬ 
tions 904 and 906 of those Amend¬ 
ments) which is designed to eliminate 
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(with certain exceptions) discrimina¬ 
tion on the basis of sex in any educa¬ 
tion program or activity receiving Fed¬ 
eral financial assistance, whether or 
not such program or activity is offered 
or sponsored by an educational institu¬ 
tion as defined in this part. 

{I5a.2 Definitions. 

As used in this part, the term— * 

(a) "Title IX" means title IX of the 
Education Amendments of 1972, Pub. 
L 92-318, as amended by section 3 of 
Pub. L. 93-568. 88 Stat. 1855 and sec¬ 
tion 412 of Pub. L. 94-482. 90 Stat. 
2234 (except sections 904 and 906 
thereof); 20 U.S.C. 1681, 1682, 1683, 
1685, 1686. 

(b) "Department" means the Depart¬ 
ment of Agriculture, and includes each 
of its operating agencies and other or¬ 
ganizational units. 

(c) "Secretary" means the Secretary 
of Agriculture or any officer or em¬ 
ployees of the Department to whom 
the Secretary has heretofore delegat¬ 
ed, or to whom the Secretary may 
hereafter delegate, the authority to 
act for the Secretary under the regula¬ 
tions in this part. 

(d) "Federal financial assistance" 
means any of the following, when au¬ 
thorized or extended under a law ad¬ 
ministered by the Department: 

(1)A grant or loan of Federal finan¬ 
cial assistance, including funds made 
available for 

(1) The acquisition, construction, 
renovation, restoration, or repair of a 
building or facility or any portion 
thereof; and 

(ii) Scholarships, loans, grants, 
wages or other funds extended to any 
entity for payment to or on behalf of 
students admitted to that entity, or 
extended directly to such students for 
payment to that entity. 

(2) A grant of Federal real or person¬ 
al property or any interest therein, in¬ 
cluding surplus property, and the pro¬ 
ceeds of the sale or transfer of such 
property, if the Federal share of the 
fair market value of the property is 
not, upon such sale or transfer, prop¬ 
erly accounted for to the Federal Gov¬ 
ernment. 

(3) Provision of the services of Fed¬ 
eral personnel. 

(4) Sale or lease of Federal property 
or any interest therein at nominal con¬ 
sideration. or at consideration reduced 
for the purpose of assisting the recipi¬ 
ent or in recognition of public interest 
to be served thereby, or permission to 
use Federal property or any interest 
therein without consideration. 

(5) Any other contract, agreement, 
or arrangement which has as one of its 
Purposes the provision of assistance to 
*ny education program or activity, 
except a contract of insurance or guar¬ 
anty. 

<e) “Recipient" means any State or 
Political subdivision thereof, or any in¬ 


strumentality of a State or political 
subdivision thereof, any public or pri¬ 
vate agency, institution, or organiza¬ 
tion, or other entity, or any person, to 
whom Federal financial assistance is 
extended directly or through another 
recipient and which operates an edu¬ 
cation program or activity which re¬ 
ceives or 'benefits from such assist¬ 
ance, including any subunit, successor, 
assignee, or transferee thereof. 

(f) "Applicant" means one who sub¬ 
mits an application, request, or plan 
required to be approved by a Depart¬ 
ment official, or by a recipient, as a 
condition to becoming a recipient. 

(g) "Educational institution" means 
a local educational agency (L.E.A.) as 
defined by section 801(f) of the Ele¬ 
mentary and Secondary Education Act 
of 1965 (20 U.S.C. 881), a preschool, a 
private elementary or secondary 
school, or an applicant or recipient of 
the type defined by paragraph (h), (i), 

(j), or (k) of this section. 

(h) "Institution of graduate higher 
education" means an institution 
which: 

(1) Offers academic study beyond 
the bachelor of arts or bachelor of sci¬ 
ence degree, whether or not leading to 
a certificate of any higher degree in 
the liberal arts and sciences; or 

(2) Awards any degree in a profes¬ 
sional field beyond the first profes¬ 
sional degree (regardless of whether 
the first professional degree in such 
field is awarded by an institution of 
undergraduate higher education or 
professional eduction); or 

(3) Awards no degree and offers no 
further academic study, but operates 
ordinarily for the purpose of facilitat¬ 
ing research by persons who have re¬ 
ceived the highest graduate degree in 
any field of study. 

(i) "Institution of undergraduate 
higher education" means: 

(1) An Institution offering at least 
two but less than four years of college 
level study beyond the high school 
level, leading to a diploma or an asso¬ 
ciate degree, or wholly or principally 
creditable toward a baccalaureate 
degree; or 

(2) An institution offering academic 
study leading to a baccalaureate 
degree; or 

(3) An agency or body which certi¬ 
fies credentials or offers degrees, but 
which may or may not offer academic 
study. 

(J) "Institution of professional edu¬ 
cation" means an institution (except 
any institution of undergraduate 
higher education) which offers a pro¬ 
gram of academic study that leads to a 
first professional degree in a field for 
which there is a national specialized 
accrediting agency recognized by the 
United States Commissioner of Educa¬ 
tion. 

(k) "Institution of vocational educa¬ 
tion means a school or institution 


(except an institution of professional 
or graduate or undergraduate higher 
education) which has as its primary 
purpose preparation of students to 
pursue a technical, skilled, or semi¬ 
skilled occupation or trade, or to 
pursue study in a technical field, 
whether or not the school or institu¬ 
tion offers certificates, diplomas, or 
degrees and whether or not it offers 
fulltime study. 

(l) "Administratively separate unit" 
means a school, department or college 
of an educational institution (other 
than a local educational agency) ad¬ 
mission to which is independent of ad¬ 
mission to any other component of 
such institution. 

(m) "Admission" means selection for 
part-time, full-time, special, associate, 
transfer, exchange, or any other en¬ 
rollment, membership, participation, 
or matriculation in or at an education 
program or activity operated by a re¬ 
cipient. 

(n) "Student" means a person who 
has gained admission. 

(o) "Transition plan" means a plan 
subject to the approval of the United 
States Commissioner of Education 
pursuant to section 901(a) of the Edu¬ 
cation Amendments of 1972, under 
which an educational institution oper¬ 
ates in making the transition from 
being an educational institution which 
admits only students of one sex to 
being one which admits students of 
both sexes without discrimination. 

§15a.3 Remedial and affirmative action 
and self-evaluation. 

(a) Remedial action . If the Secretary 
finds that a recipient has discriminat¬ 
ed against persons on the basis of sex 
in an education program or activity, 
such recipient shall take such remedi¬ 
al action as the Secretary deems neces¬ 
sary to overcome the effects of such 
discrimination. 

(b) Affirmative action. In the ab¬ 
sence of a finding of discrimination on 
the basis of sex in an education pro¬ 
gram or activity, a recipient may take 
affirmative action to overcome the ef¬ 
fects of conditions which resulted in 
limited participation therein by per¬ 
sons of a particular sex. Nothing 
herein shall be interpreted to alter 
any affirmative action obligations 
which a recipient may have under Ex¬ 
ecutive Order 11246. 

(c) Self-evaluation. Each recipient 
education institution shall, within one 
year of the effective date of this part: 

(i) Evaluate in terms of the require¬ 
ments of this part, its current policies 
and practices and the effects thereof 
concerning admission of students, 
treatment of students, and employ¬ 
ment of both academic and non-aca¬ 
demic personnel working in connec¬ 
tion with the recipient's education 
program or activity: 

(ii) Modify any of these policies and 
practices which do not or may not 
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meet the requirements of this part; 
and 

(iii) Take appropriate remedial steps 
to eliminate the effects of any discrim¬ 
ination which resulted or may have re¬ 
sulted from adherence to these poli¬ 
cies and practices. 

(d) Availability of self-evaluation 
and related materials. Recipients shall 
maintain on file for at least three 
years following completion of the eval¬ 
uation required under paragraph (c) of 
this section, and shall provide to the 
Secretary upon request, a description 
of any modifications made pursuant to 
sub-paragraph (cXii) and of any reme¬ 
dial steps taken pursuant to subpara¬ 
graph (cXiii). 

§15a.4 Assurance required. 

(a) General Every application for 
Federal financial assistance for any 
education program or activity shall as 
condition of its approval contain or be 
accompanied by an assurance from the 
applicant or recipient, satisfactory to 
the Secretary, that each education 
program or activity operated by the 
applicant or recipient and to which 
this part applies will be operated in 
compliance with this part. An assur¬ 
ance of compliance with this part shall 
not be satisfactory to the Secretary if 
the applicant or recipient to whom 
such assurance applies fails to commit 
itself to take whatever remedial action 
is necessary in accordance with 
15a.3(a) to eliminate existing discrimi¬ 
nation on the basis of sex or to elimi¬ 
nate the effects of past discrimination 
whether occurring prior or subsequent 
to the submission to the Secretary of 
such assurance. 

(b) Transfers of property. If a recipi¬ 
ent sells or otherwise transfers proper¬ 
ty financed in whole or in part with 
Federal financial assistance to a trans¬ 
feree which operates any education 
program or activity, and the Federal 
share of the fair market value of the 
property is not upon such sale or 
transfer properly accounted for to the 
Federal Government both the trans¬ 
feror and the transferee shall be 
deemed to be recipients, subject to the 
provisions of subpart B. 

<c) Duration of obligation. (1) In the 
case of Federal financial assistance ex¬ 
tended to provide real property or 
structures thereon, such assurance 
shall obligate the recipient or, in the 
case of a subsequent, transfer, the 
transferee, for the period during 
which the real property or structures 
are used to provide an education pro¬ 
gram or activity. 

(2) In the case of Federal financial 
assistance extended to provide person¬ 
al property, such assurance shall obli¬ 
gate the recipient for the period 
during which it retains ownership or 
possession of the property. 

<3) In all other cases such assurance 
shall obligate the recipient for the 


period during which Federal financial 
assistance is extended. 

(d) Form. The Secretary will specify 
the form of the assurances required by 
paragraph (a) of this section and the 
extent to which such assurances will 
be required of the applicant's or recip¬ 
ient's subgrantees, contractors, sub¬ 
contractors, transferees, or successors 
in interest. 

§ 15a.5 Effect of other requirement*. 

(a) Effect of other Federal provi¬ 
sions. The obligations imposed by this 
part are independent of. and do not 
alter, obligations, not to discriminate 
on the basis of sex imposed by Execu¬ 
tive Order 11246, as amended; title VII 
of the Civil Rights Act of 1964 (42 
U.S.C. 200 et seq.); the Equal Pay Act 
(29 U.S.C. 206 and 206(d)); and any 
other act of Congress or Federal regu¬ 
lation. 

(b) Effect of State or local law or 
other requirements. The obligation to 
comply with this part is not obviated 
or alleviated by any State or local law 
or other requirement which would 
render any applicant or student ineli¬ 
gible, or limit the eligibility of any ap¬ 
plicant or student, on the basis of sex 
to practice any occupation or profes¬ 
sion. 

(c) Effect of rules or regulations of 
private organizations . The obligation 
to comply with this part is not obviat¬ 
ed or alleviated by any rule or regula¬ 
tion of any organization, club, athletic 
or other league, or association which 
would render any applicant or student 
ineligible to participate or limit the 
eligibility or participation of any ap¬ 
plicant or student, on the basis of sex, 
in any education program or activity 
operated by a recipient and which re¬ 
ceives or benefits from Federal finan¬ 
cial assistance. 

§ 15a.6 Effect of employment opportuni¬ 
ties. 

The obligation to comply with this 
part is not obviated or alleviated be¬ 
cause employment opportunities in 
any occupation or profession are or 
may be more limited for members of 
one sex than for members of the other 
sex. 

§ 15a.7 Designation of responsible employ¬ 
ee and adoption of grievance proce¬ 
dures. 

(a) Designation of responsible em¬ 
ployee. Each recipient shall designate 
at least one employee to coordinate its 
efforts to comply with and carry out 
its responsibilities under this part, in¬ 
cluding any investigation of any com¬ 
plaint communicated to such recipient 
alleging its noncompliance with this 
part or alleging any actions which 
would be prohibited by this part. The 
recipient shall notify all its students 
and employees of the name, office ad¬ 
dress and telephone number of the 


employee or employees appointed pur. 
suant to this paragraph. 

(b) Complaint procedure of recipi¬ 
ent. A recipient shall adopt and pub* 
lish grievance procedures providing for 
prompt and equitable resolution of 
student and employee complaints al* 
leging any action which would be pro¬ 
hibited by this part. 

$ 15a.8 Dissemination of policy. 

(a) Notification of policy. (1) Each 
recipient shall implement specific and 
continuing steps to notify applicants 
for admission and employment, stu¬ 
dents and parents of elementary and 
secondary school students, employees, 
sources of referral of applicants for 
admission and employment and all 
unions or professional organizations 
holding collective bargaining or pro¬ 
fessional agreements with the recipi¬ 
ent. that it does not discriminate on 
the basis of sex in the educational pro¬ 
grams or activities which it operates, 
and that is required by title IX and 
this part not to discriminate in such a 
manner. Such notification shall con¬ 
tain such information, and be made in 
such manner, as the Secretary finds 
necessary to apprise such persons of 
the protections against discrimination 
assured them by title IX and this part, 
but shall state at least that the re¬ 
quirement not to discriminate in edu¬ 
cation programs and activities extends 
to employment therein, and to admis¬ 
sion thereto unless Subpart C does not 
apply to the recipient, and that inquir¬ 
ies concering the application of title 
IX and this part to such recipient may 
be referred to the employee designat¬ 
ed pursuant to § 15a.7 or to the Secre¬ 
tary. 

(2) Each recipient shall make the 
initial notification required by para¬ 
graph (a)(1) of this section within 90 
days of the effective date of this part 
or of the date this part first applies to 
such recipient, whichever comes later, 
which notification shall include publi¬ 
cation in: (i) Local newspapers; (ii) 
newspapers and magazines operated 
by such recipient or by student, alum¬ 
nae, or alumni groups for or in connec¬ 
tion with such recipient; and (iii) 
memoranda or other written commu¬ 
nications distributed to every student 
and employees of such recipient. 

(b) Publications. (1) Each recipient 
shall prominently include a statement 
of the policy described in paragraph 
(a) of this section in each announce¬ 
ment, bulletin, catalog, or application 
form which it makes available to any 
person of a type described in para¬ 
graph (a) of this section, or which is 
otherwise used in connection with the 
recruitment of students or employees. 

(2) A recipient shall not use or dis¬ 
tribute a publication of the type de¬ 
scribed in this paragraph which sug¬ 
gests, by text or illustration, that such 
recipient treats applicants, students, 
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or employees differently on the basis 
of sex except as such treatment is per¬ 
mitted by this part. 

(c) Distribution. Each recipient shall 
distribute without discrimination on 
the basis of sex each publication de¬ 
scribed in paragraph (b) of this sec¬ 
tion, and shall apprise each of its ad¬ 
mission and employment recruitment 
representatives of the policy of nondis¬ 
crimination described in paragraph (a) 
of this section, and require such repre¬ 
sentatives to adhere to such policy. 

Subpart B—Coverage 

§ 15a.ll Application. 

Except as provided in this subpart, 
this Part 15a applies to every recipient 
and to each education program or ac¬ 
tivity operated by such recipient 
which receives or benefits from Feder¬ 
al financial assistance. 

{15&.12 Educational institutions con¬ 
trolled by religious organizations. 

(a) Application. This part does not 
apply to an educational institution 
which is controlled by a religious orga¬ 
nization to the extent application of 
this part would not be consistent with 
the religious tenets of such organiza¬ 
tion. 

(b) Exemption. An educational insti¬ 
tution which wishes to claim the ex¬ 
emption set forth in paragraph (a) of 
this section, shall do so by submitting 
in writing to the Secretary a state¬ 
ment by the highest ranking official 
of the institution identifying the pro¬ 
visions of this part which conflict with 
a specific tenet of the religious organi¬ 
zation. 

} 15a. 13 Military and merchant marine 
educational institution*. 

This part does not apply to an edu¬ 
cational institution whose primary 
purpose is the training of individuals 
for a military service of the United 
States or for the merchant marine. 

5l5a.lt Membership practices of certain 
organizations. 

(a) Social fraternities and sororities. 
This part does not apply to the mem¬ 
bership practices of social fraternities 
and sororities which are exempt from 
taxation under section 501(a) of the 
Internal Revenue Code of 1954, the 
active membership of which consists 
Primarily of students in attendance at 
institutions of higher education. 

<b) YMCA. YWCA, Girl Scouts. Boy 
Scouts and Camp Fire Girls. This part 
does not apply to the membership 
Practices of the Young Men's Chris¬ 
tian Association the Young Women s 
Christian Association, the Girl Scouts, 
the Boy Scouts and Camp Fire Girls. 

(c) Voluntary youth service organi¬ 
zations. This part does not apply to 
the membership practices of voluntary 
youth service organizations which are 


exempt from taxation under section 
501(a) of the Internal Revenue Code 
of 1954 and the membership of which 
has been traditionally limited to mem¬ 
bers of one sex and principally to per¬ 
sons of less than nineteen years of age. 

§ 15a. 15 Exempt activities. 

(a) These regulations shall not apply 
to: 

(1) Any program or activity of the 
American Legion undertaken in con¬ 
nection with the organization or oper¬ 
ation of any Girls State Conference, 
Girls Nation Conference. Boys State 
Conference, or Boys Nation Confer¬ 
ence; or 

(2) The selection of students to 
attend any such conference. 

(b) These regulations shall not pre¬ 
clude father-son or mother-daughter 
activities at an educational institution, 
but if such activities are provided for 
students of one sex, opportunities for 
reasonably comparable activities shall 
be provided for students of the other 
sex. 

(c) These regulations shall not apply 
with respect to any scholarship or 
other financial assistance awarded by 
an institution of higher education to 
any individual because such individual 
has received such award in any pag¬ 
eant in which the attainment of such 
award is based upon a combination of 
factors related to the personal appear¬ 
ance, poise, and talent of such individ¬ 
ual and in which participation is limit¬ 
ed to individuals of one sex only, so 
long as such pageant is in compliance 
with other nondiscrimination provi¬ 
sions of Federal law. 

§ 15 a. 16 Admissions. 

(a) Admissions to educational insti¬ 
tutions prior to June 24. 1973, are not 
covered by this part. 

(b) Administratively separate units. 
For the purposes only of this section, 
15a., 17, and 15a.. 18, and Subpart C, 
each administratively separate unit 
shall be deemed to be an educational 
institution. 

(c) Application of Subpart C. Except 
as provided in paragraphs (c) and (d) 
of this section, Subpart C applies to 
each recipient. A recipient to which 
Subpart C applies shall not discrimi¬ 
nate on the basis of sex in admission 
or recruitment in violation of that sub¬ 
part. 

(d) Educational institutions . Except 
as provided in paragraph (e) of this 
section as to recipients which are edu¬ 
cational institutions. Subpart C ap¬ 
plies only to institutions of vocational 
education, professional education, 
graduate higher education, and public 
institutions of undergraduate higher 
education. 

(e) Public institutions of undergrad¬ 
uate higher education. Subpart C does 
not apply to any public institution of 
undergraduate higher education 


which traditionally and continually 
from its establishment has had a 
policy of admitting only students of 
one sex. 

§ 15a. 17 Education institutions eligible to 
submit transition plans. 

(a) Application. This section applies 
to each educational institution to 
which Subpart C applies which: 

(1) Admitted only students of one 
sex as regular students as of June 23. 
1972; or 

(2) Admitted only students of one 
sex as regular students as of June 23, 
1965, but thereafter admitted as regu¬ 
lar students, students of the sex not 
admitted prior to June 23. 1965. 

(b) Provision for transition plans. An 
educational institution to which this 
section applies shall not discriminate 
on the basis of sex in admission or re¬ 
cruitment in violation of Subpart C 
unless it is carrying out a trasition 
plan approved by the United States 
Commissioner of Education as de¬ 
scribed in 15a.l8, which plan provides 
for the elimination of such discrimina¬ 
tion by the earliest practicable date 
but in no event later than June 23. 
1979. 

9 15a. 18 Transition plans. 

(a) Submission of plans. An institu¬ 
tion to which 15a.l7 applies and which 
is composed of more than one adminis¬ 
tratively separate unit may submit 
either a single transition plan applica¬ 
ble to all such units, or a separate 
transition plan applicable to each such 
unit. 

(b) Content of plans. In order to be 
approved by the United States Com¬ 
missioner of Education, a transition 
plan shall: 

(1) State the name, address, and 
Federal Interagency Committee on 
Education (FICE) Code of the educa¬ 
tional institution submitting such plan 
the administratively separate units to 
which the plan is applicable, and the 
name, address, and telephone number 
of the person to whom questions con¬ 
cerning the plan may be addressed. 
The person who submits the plan shall 
be the chief administrator or president 
of the institution, or another individu¬ 
al legally authorized to bind the insti¬ 
tution to all actions set forth in the 
plan. 

(2) State whether the educational in¬ 
stitution or administratively separate 
unit admits students of both sexes, as 
regular students and, If so when it 
began to do so. 

(3) Identify and describe with re¬ 
spect to the educational Institution or 
administratively separate unit any ob¬ 
stacles to admitting students without 
discrimination on the basis of sex. 

(4) Describe in detail the steps neces¬ 
sary to eliminate as soon as practica¬ 
ble each obstacle so identified and in¬ 
dicate the schedule for taking these 
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steps and the individual directly re¬ 
sponsible for their implementation. 

(5) Include estimates of the number 
of students, by sex, expected to apply 
for, be admitted to, and enter each 
class during the period covered by the 
plan. 

(c) Nondiscrimination. No policy or 
practice of a recipient to which 
§ 15a. 17 applies shall result in treat¬ 
ment of applicants to or students of 
such recipient in violation of Subpart 
C unless such treatment is necessitat¬ 
ed by an obstacle identified in para¬ 
graph (b)(3) of this section and a 
schedule for eliminating that obstacle 
has been provided as required by para¬ 
graph (b)(4) of this section. 

(d) Effects of past exclusion. To over¬ 
come the effects of past exclusion of 
students on the basis of sex, each edu¬ 
cational institution to which § 15a. 17 
applies shall include in its transition 
plan, and shall implement, specific 
steps designed to encourage individ¬ 
uals of the previously excluded sex to 
apply for admission to such institu¬ 
tion. Such steps shall include institut¬ 
ing recruitment programs which em¬ 
phasize the institution’s commitment 
to enrolling students of the sex previ¬ 
ously excluded. 

Subpart C—Discrimination on tho Basis of Sox 
in Admission and Recruitment Prohibited 

§ 15&.21 Admission. 

(a) General No person shall, on the 
basis of sex, be denied admission, or be 
subjected to discrimination in admis¬ 
sion, by any recipient to which this 
subpart applies, except as provided in 
§§ 15a. 17 and 15a.l8. 

(b) Specific prohibitions . (1) In de¬ 
termining whether a person satisfies 
any policy or criterion for admission, 
or in making any offer of admission, a 
recipient to which this Subpart applies 
shall not: 

(1) Give preference to one person 
over another on the basis of sex, by 
ranking applicants separately on such 
basis, or otherwise, 

(ii) Apply numerical limitations 
upon the number or proportion of per¬ 
sons of either sex who may be ad¬ 
mitted; or 

(iii) Otherwise treat one individual 
differently from another on the basis 
of sex. 

(2) A recipient shall not administer 
or operate any test or other criterion 
for admission which has a dispropor¬ 
tionately adverse effect on persons on 
the basis of sex unless the use of such 
test or criterion is shown to predict 
validly success in the education pro¬ 
gram or activity in question and alter¬ 
native tests or criteria which do not 
have such a disproportionately ad¬ 
verse effect are shown to be unavail¬ 
able. 

(c) Prohibitions relating to marital 
or parental status. In determing 


whether a person satifies any policy or 
criterion for admission, or in making 
any offer of admission, a recipient to 
which this subpart applies: 

(1) Shall not apply any rule concern¬ 
ing the actual or potential parental, 
family, or marital status of a student 
or applicant which treats persons dif¬ 
ferently on the basis of sex; 

(2) Shall not discriminate against or 
exclude any person on the basis of 
pregnancy, childbirth, termination of 
pregnancy, or recovery therefrom, or 
establish or follow any rule or practice 
which so discriminates or excludes; 

(3) Shall treat disabilities related 
pregnancy, childbirth, termination of 
pregnancy, or recovery therefrom in 
the same manner and under the same 
policies as any other temporary dis¬ 
ability or physical condition; and 

(4) Shall not make pre-admission in¬ 
quiry as to the marital status of an ap¬ 
plicant for admission, Including 
whether such applicant is “Miss” or 
“Mrs.” A recipient may make pre-ad¬ 
mission inquiry as to the sex of an ap¬ 
plicant for admission, but only if such 
inquiry is made equally of such appli¬ 
cants of both sexes and if the results 
of such inquiry are not used in connec¬ 
tion with discrimination prohibited by 
this part. 

§ 15a.22 Preference in admission. 

A recipient to which the subpart ap¬ 
plies shall not give preference to appli¬ 
cants for admission, on the basis of at¬ 
tendance at any educational institu¬ 
tion or other school or entity which 
admits as students only or predomi¬ 
nantly members of one sex, if the 
giving of such preference has the 
effect of discriminating on the basis of 
sex in violation of this subpart. 

§ 15a. 23 Recruitment 

(a) Nondiscriminatory recruitment 
A recipient to which this subpart ap¬ 
plies shall not discriminate on the 
basis of sex in the recruitment and ad¬ 
mission of students. A recipient may 
be required to undertake additional re¬ 
cruitment efforts for one sex as reme¬ 
dial action pursuant to § 15a.3(a), and 
may choose to undertake such efforts 
as affirmative action pursuant to 
§ 15a.3(b). 

(b) Recruitment at certain institu¬ 
tions. A recipient to which this sub¬ 
part applies shall not recruit primarily 
or exclusively at education institu¬ 
tions, schools or entities which admit 
as students only or predominantly 
members of one sex, if such actions 
have the effect of discriminating on 
the basis of sex in violation of this 
subpart. 


Subpart D—Discrimination on tho Batii of $ cx 

in Education Programs and Activities Prohib¬ 
ited 

§ 15a.31 Education programs and activi. 
ties. 

(a) General Except as provided else¬ 
where in the part, no person shall, on 
the basis of sex, be excluded from par¬ 
ticipation in, be denied the benefits of, 
or be subjected to discrimination 
under any academic, extracurricular, 
research, occupational training, or 
other education program or activity 
operated by a recipient which receives 
or benefits from Federal financial as¬ 
sistance. This subpart does not apply 
to actions of a recipient in connection 
with admission of its students to an 
education program or activity of (1) a 
recipient to which Subpart C does not 
apply, or (2) an entity, not a recipient, 
to which Subpart C would not apply if 
the entity were a recipient. 

(b) Specific prohibitions, except as 
provided in this subpart, in providing 
any aid, benefit, or service to a stu¬ 
dent, a recipient shall not, on the basis 
of sex: 

(1) Treat one person differently 
from another in determining whether 
such person satisfies any requirement 
or condition for the provision of such 
aid, benefit, or service; 

(2) Provide different aid, benefits, or 
services or provide aid, benefits, or ser¬ 
vices in a different manner, 

(3) Deny any person any such aid, 
benefit, or service; 

(4) Subject any person to separate or 
different rules of behavior, sanctions, 
or other treatment; 

(5) Discriminate against any person 
in the application of any rules of ap¬ 
pearance; 

(6) Apply any rule concerning the 
domicile or residence of a student or 
applicant, including eligibility for in¬ 
state fees and tuition; 

(7) Aid of perpetuate discrimination 
against any person by providing sig¬ 
nificant assistance to any agency, or¬ 
ganization, or person which discrimi¬ 
nates on the basis of sex in providing 
any aid benefit or service to students 
or employees; 

(8) Otherwise limit any person in 
the enjoyment of any right, privilege, 
advantage, or opportunity. 

(c) Assistance administered by a re¬ 
cipient educational institution to 
study at a foreign institution. A recipi¬ 
ent educational institution may ad¬ 
minister or assist in the administra¬ 
tion of scholarships, fellowships, or 
other awards established by foreign or 
domestic wills, trusts, or similar legal 
instruments, or by acts of foreign gov¬ 
ernments and restricted to members of 
one sex, which are designed to provide 
opportunities to study abroad, and 
which are awarded to students who 
are already matriculating at or who 
are graduates of the recipient institu- 
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tion; Provided, a recipient educational 
Institution which administers or as¬ 
sists in the administration of such 
scholarships, fellowship, or other 
awards which are restricted to mem¬ 
bers of one sex provides, or otherwise 
makes available reasonable opportuni¬ 
ties for similar studies for members of 
the other sex. Such opportunities may 
be derived from either domestic or for¬ 
eign sources. 

(d) Programs not operated by recipi¬ 
ent. (1) This paragraph applies to any 
recipient which requires participation 
by any applicant, student, or employee 
in any education program or activity 
not operated wholly by such recipient, 
or which facilitates, permits, or consid¬ 
ers such participation as part of or 
equivalent to an education program or 
activity operated by such recipient, in¬ 
cluding participation in education con¬ 
sortia and cooperative employment 
and student-teaching assignments. 

(2) Such recipient; 

(1) Shall develop and implement a 
procedure designed to assure itself 
that the operator or sponsor of such 
other education program or activity 
takes no action affecting any appli¬ 
cant, student or employee of such re¬ 
cipient which this part would prohibit 
such recipient from taking; and 

(ii) Shall not facilitate, require, 
permit, or consider such participation 
if such action occurs. 

§ 15a.32 Housing. 

(a) General A recipient shall not, on 
the basis of sex. apply different rules 
or regulations, impose different fees or 
requirements, or offer different ser¬ 
vices or benefits related to housing, 
except as provided in this section (in¬ 
cluding housing provided only to mar¬ 
ried students). 

(b) Housing provided by recipient 
(1)A recipient may provide separate 
housing on the basis of sex. 

(2) Housing prQvided by a recipient 
to students of one sex, when compared 
to that provided to students of the 
other sex, shall be as a whole: 

(1) Proportionate in quantity to the 
number of students of that sex apply¬ 
ing for such housing; and 

(ii) Comparable in quantity and cost 
to the student. 

(c) Other housing. (1) A recipient 
shall not on the basis of sex, adminis¬ 
ter different policies or practices con¬ 
cerning occupancy by its students of 
housing other than provided by such 
recipient. 

(2) A recipient which, through solici¬ 
tation, listing, approval of housing, or 
otherwise, assists any agency, organi¬ 
zation, or person in making housing 
available to any of its students, shall 
take such reasonable action as may be 
necessary to assure itself that such 
housing as is provided to students of 
one sex, when compared to that pro¬ 
vided to students of the other sex, is 
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as a whole: (i) Proportionate in quanti¬ 
ty and (ii) comparable in quality and 
cost to the student. A recipient may 
render such assistance to any agency, 
organization, or person which provides 
all or part of such housing to students 
only of one sex. 

§ 15a.33 Comparable facilities. 

A recipient may provide separate 
toilet, locker room, and shower facili¬ 
ties on the basis of sex, but such facili¬ 
ties provided for students of one sex 
shall be comparable to such facilities 
provided for students of the other sex. 

§ 15&.34 Access to course offerings. 

A recipient shall not provide any 
course or otherwise carry out any of 
its education program or activity sepa¬ 
rately on the basis of sex, or require or 
refuse participation therein by any of 
its students on such basis, including 
health, physical education, industrial, 
business, vocational, technical, home 
economics, music and adult education 
courses. 

(a) With respect to classes and activ¬ 
ities in physical education at the ele¬ 
mentary school level, the recipient 
shall comply fully with this section as 
expeditiously as possible but in no 
event later than one year from the ef¬ 
fective date of this regulation. With 
respect to physical education classes 
and activities at the secondary and 
post-secondary levels, the recipient 
shall comply fully with this section as 
expeditiously as possible but in no 
event later than three years from the 
effective date of this regulation. 

(b) this section does not prohibit 
grouping of students in physical edu¬ 
cation classes and activities by ability 
as assessed by objective standards of 
individual performance developed and 
applied without regard to sex. 

(c) This section does not prohibit 
separation of students by sex within 
physical education classes or activities 
during participation in wrestling, 
boxing, rugby, ice hockey, football, 
basketball and other sports the pur¬ 
pose or major activity of which in¬ 
volves bodily contact. 

(d) Where use of a single standard of 
measuring skill or progress in a physi¬ 
cal education class has an adverse 
effect on members of one sex. the re¬ 
cipient shall use appropriate standards 
which do not have such effect. 

(e) Portions of classes in elementary 
and secondary schools which deal ex¬ 
clusively with human sexuality may be 
conducted in separate sessions for 
boys and girls. 

(f) Recipients may make require- * 
ments based on vocal range or quality 
which may result in a chorus or chor¬ 
uses of one or predominantly one sex. 

§ 151a.35 Access to schools operated by 
L.E.A. 8. 

A recipient which is a local educa¬ 
tional agency shall not, on the basis of 
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sex, exclude any person from admis¬ 
sion to: 

(a) Any institution of vocational edu¬ 
cation operated by such recipient; or 

(b) Any other school or educational 
unit operated by such recipient, unless 
such recipient otherwise makes availa¬ 
ble to such person, pursuant to the 
same policies and criteria of admission, 
courses, services, and facilities compa¬ 
rable to each course, service, and fa¬ 
cility offered in or through such 
schools. 

§ 15a.36 Counseling and use of appraisal 
and counseling materials. 

(a) Counseling. A recipient shall not 
discriminate against any person on the 
basis of sex in the counseling or guid¬ 
ance of students or applicants for ad¬ 
mission. 

(b) Use of appraisal and counseling 
materials. A recipient which uses test¬ 
ing or other materials for appraising 
or counseling students shall not use 
different materials for students on the 
basis of their sex or use materials 
which permit or require different 
treatment of students on such basis 
unless such different materials cover 
the same occupations and interest 
areas and the use of such different 
materials is shown to be essential to 
eliminate sex bias. Recipients shall de¬ 
velop and use internal procedures for 
ensuring that such materials do not 
discriminate on the basis of sex. 
Where the use of a counseling test or 
other insturment results in a substan¬ 
tially disproporationate number of 
members of one sex in any particular 
course of study or classification, the 
recipient shall take such action as is • 
necessary to assure itself that such 
disproportion is not the result of dis¬ 
crimination in the instrument or its 
application. 

(c) Disproportion in classes. Where a 
recipient finds that a particular class 
contains a substantially disproportion¬ 
ate number of individuals of one sex, 
the recipient shall take such action as 
is necessary to assure itself that such 
disproportion is not the result of dis¬ 
crimination on the basis of sex in 
counseling or appraisal materials or by 
counselors. 

§ 15a.37 Financial assistance. 

(a) General. Except as provided in 
paragraph (b), (c) and (d) of this sec¬ 
tion, in providing financial assistance 
to any of its students, a recipient shall 
not: (1) On the basis of sex, provide 
different amount of types of such as¬ 
sistance, limit eligibility for such as¬ 
sistance which is of any particular 
type or source, apply different criteria, 
or otherwise discriminate; 

(2) Through solicitation, listing, ap¬ 
proval, provision of facilities or other 
services, assist any foundation, trust, 
agency, organization, or person which 
provides assistance to any of such re- 
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cipient’s students in & manner which 
discriminates on the basis of sex; or 

(3) Apply any rule or assist in appli¬ 
cation of any rule concerning eligibil¬ 
ity for such assistance which treats 
persons of one sex differently from 
persons of the other sex with regard 
to marital or parental status. 

(b) Financial aid established by cer¬ 
tain legal instruments. (1)A recipient 
may administer or assist in the admin¬ 
istration of scholarships, fellowships, 
or other forms of financial assistance 
established pursuant to domestic or 
foreign will, trusts, bequests or similar 
legal insturments or by acts of a for¬ 
eign government which require that 
awards be made to members of a par¬ 
ticular sex specified therein; Provided, 
That the overall effect of the award of 
such sex-restricted scholarships, fel¬ 
lowships and other forms of financial 
assistance does not discriminate on the 
basis of sex. 

(2) To ensure nondiscriminatory 
awards of assistance as required in 
subparagraph (b)(1) of this paragraph, 
recipients shall develop and use proce¬ 
dures under which: 

(1) Students are selected for award of 
financial assistance on the basis of 
nondiscriminatory criteria and not on 
the basis of availability of funds re¬ 
stricted to members of a particular 
sex; 

(ii) An appropriate sex-restricted 
scholarship, fellowship, or other form 
of financial assistance is allocated to 
each student selected under subpara¬ 
graph (b)(2)(i) of this paragraph; and 

(iii) No student is denied the award 
for which he or she was selected under 
subparagraph (b)<2)(i) of this para¬ 
graph because of the absence of a 
scholarship, fellowship, or other form 
of financial assistance designated for a 
member of that student’s sex. 

(c) Athletic scholarships. (1) To the 
extent that a recipient awards athletic 
scholarships or grants-in-aid, it must 
provide reasonable opportunities for 
such awards for members of each sex 
in proportion to the number of stu¬ 
dents of each sex participating in in¬ 
terscholastic or intercollegiate athlet¬ 
ics. 

(2) Separate athletic scholarships or 
grants-in-aid for members of each sex 
may be provided as part of separate 
athletic teams for members of each 
sex to the extent consistent with this 
paragraph and § 15a.41 of this part. 

§ 15a.38 Employment assistance to stu¬ 
dents. 

(a) Assistance by recipient in making 
available outside employment. A re¬ 
cipient which assists any agency, orga¬ 
nization or person In making employ¬ 
ment available to any of its students: 

(1) Shall assure itself that such em¬ 
ployment is made available without 
discrimination on the basis of sex; and 

(2) Shall not render such services to 
any agency, organization, or person 


which discriminates on the basis of sex 
in its employment practices. 

(b) Employment of students by re¬ 
cipients. A recipient which employs 
any of its students shall not do so in a 
manner which violates Subpart E. 

§ 15a. 39 Health and insurance benefit* 
and services. 

In providing a medical, hospital, ac¬ 
cident, or life insurance benefit, serv¬ 
ice, policy, or plan to any of its stu¬ 
dents, a recipient shall not discrimi¬ 
nate on the basis of sex, or provide 
such benefit, service, policy, or plan in 
a manner which would violate Subpart 
E if it were provided to employees of 
the recipient. This section shall not 
prohibit a recipient from providing 
any benefit or service which may be 
used by a different proportion of stu¬ 
dents of one sex than of the other, in¬ 
cluding family planning services. How¬ 
ever, any recipient which provides full 
coverage health service shall provide 
gynecological care. 

§ 15a.40 Marital or parental status. 

(a) Status generally. A recipient 
shall not apply any rule concerning a 
student’s actual or potential parental, 
family, or marital status which treats 
students differently on the basis of 
sex. 

(b) Pregnancy and related condi¬ 
tions. (1) A recipient shall not dis¬ 
criminate against any student, or ex¬ 
clude any student from its education 
program or activity, including any 
class or extracurricular activity, on 
the basis of such student’s pregnancy, 
childbirth, false pregnancy, termina¬ 
tion of pregnancy or recovery there¬ 
from, unless the student requests vol¬ 
untarily to participate in a separate 
portion of the program or activity of 
the recipient. 

(2) A recipient may require such a 
student to obtain the certification of a 
physician that the student is physical¬ 
ly and emotionally able to continue 
participation in the normal education 
program or activity so long as such a 
certification is required of all students 
for other physical or emotional condi¬ 
tions requiring the attention of a phy¬ 
sician. 

(3) A recipient which operates a por¬ 
tion of its education program or activi¬ 
ty separately for pregnant student ad¬ 
mittance to which is completely volun¬ 
tary on the part of the student as pro¬ 
vided in paragraph (b)(1) of this sec¬ 
tion shall ensure that the instruc¬ 
tional program in the separate pro¬ 
gram is comparable to that offered to 
non-pregnant students. 

(4) A recipient shall treat pregnancy, 
childbirth, false pregnancy, termina¬ 
tion of pregnancy and recovery there¬ 
from in the same manner and under 
the same policies as any other tempo¬ 
rary disability with respect to any 
medical or hospital benefit, service. 


plan or policy which such recipient ad¬ 
ministers. operates, offers, or partici¬ 
pates in with respect to students ad¬ 
mitted to the recipient’s educational 
program or activity. 

(5) In the case of a recipient which 
does not maintain a leave policy for its 
students, or in the case of a student 
who does not otherwise qualify for 
leave under such a policy, a recipient 
shall treat pregnancy, childbirth, false 
pregnancy, termination of pregnancy 
and recovery therefrom as a Justifica¬ 
tion for a leave of absence for so long 
a period of time as is deemed medical¬ 
ly necessary by the student's physi¬ 
cian, at the conclusion of which the 
student shall be reinstated to the 
status which she held when the leave 
began. 

§ 15a.41 Athletic*. 

(a) General. No person shall, on the 
basis of sex, be excluded from partici¬ 
pation in. be denied the benefits of, be 
treated differently from another 
person or otherwise be discriminated 
against in any interscholastic, intercol¬ 
legiate, club or intramural athletics of¬ 
fered by recipient, and no recipient 
shall provide any such athletics sepa¬ 
rately on such basis. 

(b) Separate teams. Notwithstanding 
the requirements of paragraph (a) of 
this section, a recipient may operate 
or sponsor separate teams for mem¬ 
bers of each sex where selection for 
such teams is based upon competitive 
skill or the activity involved in a con¬ 
tact sport. However, where a recipient 
operates or sponsors a team in a par¬ 
ticular sport for members of one sex 
but operates or sponsors no such team 
for members of the other sex. and ath¬ 
letic opportunities for members of 
that sex have previously been limited, 
members of the excluded sex must be 
allowed to try-out for the team offered 
unless the sport involved is a contact 
sport, for the purposes of this part, 
contact sports include boxing, wres¬ 
tling, rugby, ice hockey, football, bas¬ 
ketball and other sports the purpose 
of major activity of which involves 
bodily contact. 

(c) Equal opportunity. A recipient 
which operates or sponsors interscho¬ 
lastic, intercollegiate, club or intramu 
ral athletics shall provide equal athlet¬ 
ic opportunity for members of both 
sexes. In determining whether equal 
opportunities are available the Secre¬ 
tary will consider, among other fac¬ 
tors: 

(1) Whether the selection of sports 
and levels of competition effectively 
accommodate the interests and abili¬ 
ties of members of both sexes; 

(2) The provision of equipment and 
supplies; 

(3) Scheduling of games and prac¬ 
tice time; 

(4) Travel and per diem allowance; 

(5) Opportunity to receive coaching 
and academic tutoring; 
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(6) Assignment and compensation of 
coaches and tutors; 

(7) Provision of locker rooms, prac¬ 
tice and competitive facilities; 

(8) Provision of medical and train¬ 
ing facilities and services; 

(9) Provision of housing and dining 
facilities and services; 

(10) Publicity. 

Unequal aggregate expenditures for 
members of each sex or unequal ex¬ 
penditures for male and female teams 
if a recipient operates or sponsors sep¬ 
arate teams will not constitute non- 
compliance with this section, but the 
Secretary may consider the failure to 
provide necessary funds for teams for 
one sex in assessing equality of oppor¬ 
tunity for members of each sex. 

(d) Adjustment period. A recipient 
which operates or sponsors interscho¬ 
lastic, intercollegiate, club or intramu¬ 
ral athletics at the elementary school 
level shall comply fully with the sec¬ 
tion as expeditiously as possible but in 
no event later than one year from the 
effective date of this regulation. A re¬ 
cipient which operates or sponsors in¬ 
terscholastic, intercollegiate, blub or 
intramural athletics at the secondary 
or post-secondary school level shall 
comply fully with this section as expe¬ 
ditiously as possible but in no event 
later than three years from the effec¬ 
tive date of this regulation. 

§ 15a.42 Textbooks and curricular mate¬ 
rial. 

Nothing in this regulation shall be 
interpreted as requiring or prohibiting 
or abridging in any way the use of par¬ 
ticular textbooks or curricular materi¬ 
als. 

Subpart E—Discrimination on fha Basis of Sox 

in Employment in Education Programs and 

Activitios Prohibited 

§ 15a.51 Employment. 

(a) General (1) No person shall on 
the basis of sex, be excluded from par¬ 
ticipation in, be denied the benefits of, 
or be subjected to discrimination in 
employment, or recruitment, consider¬ 
ation, or selection therefor, whether 
full-time or part-time, under any edu¬ 
cation program or activity operated by 
a recipient which receives or benefits 
from Federal financial assistance. 

(2) A recipient shall make all em¬ 
ployment decisions in any education 
program or activity operated by such 
recipient in a nondiscriminatory 
manner and shall not limit, segregate, 
or classify applicants or employees in 
any way which could adversely affect 
any applicant's or employee's employ¬ 
ment opportunities or status because 
of sex. 

(3) A recipient shall not enter into 
any contractual or other relationship 
which directly or indirectly has the 
effect of subjecting employees or stu¬ 
dents to discrimination prohibited by 


this subpart, including relationships 
with employment and referral agen¬ 
cies, with labor unions, and with orga¬ 
nizations providing or administering 
fringe benefits to employees of the re¬ 
cipient. 

(4) A recipient shall not grant pref¬ 
erences to applicants for employment 
on the basis of attendance at any edu¬ 
cational institution or entity which 
admits as students only or predomi¬ 
nantly members of one sex, if the 
giving of such preferences has the 
effect of discriminating on the basis of 
sex in violation of this part. 

(b) Application. The provisions of 
this subpart apply to: 

(1) Recruitment, advertising, and 
the process of application for employ¬ 
ment; 

(2) Hiring, upgrading, promotion, 
consideration for and award of tenure, 
demotion, transfer, layoff, termina¬ 
tion, application of nepotism policies, 
right of return from layoff, and rehir¬ 
ing; 

(3) Rates of pay or any other form 
of compensation, and changes in com¬ 
pensation; 

(4) Job assignments, classifications 
and structure, including position de¬ 
scriptions, lines of progression, and se¬ 
niority lists; 

(5) The terms of any collective bar¬ 
gaining agreement; 

(6) Granting and return from leaves 
of absence, leave for pregnancy, child¬ 
birth, false pregnancy, termination of 
pregnancy, leave for persons of either 
sex to care for children or dependents, 
or any other leave; 

(7) Fringe benefits available by 
virtue of employment, whether or not 
administered by the recipient; 

(8) Selection and financial support 
for training, Including apprenticeship, 
professional meetings, conferences, 
and other related activities, selection 
for tuition assistance, selection for 
sabbaticals and leaves of absence to 
pursue training; 

(9) Employer-sponsored activities, in¬ 
cluding social or recreational pro¬ 
grams; and 

(10) Any other term, condition, or 
privilege of employment. 

§ 15a.52 Employment criteria. 

A recipient shall not administer or 
operate any test or other criterion for 
any employment opportunity which 
has a disproportionately adverse effect 
on persons on the basis of sex unless: 

(a) Use of such test or other crite¬ 
rion Is shown to predict validly suc¬ 
cessful performance In the position in 
question; and 

(b) Alternative tests or criteria for 
such purpose, which do not have such 
disproportionately adverse effect, are 
shown to be unavailable. 

§15a.53 Recruitment 

(a) Nondiscriminatory recruitment 
and hiring. A recipient shall not dis¬ 


criminate on the basis of sex in the re¬ 
cruitment and hiring of employees. 
Where a recipient has been found to 
be presently discriminating on the 
basis of sex in the recruitment or 
hiring of employees, or has been found 
to have in the past so discriminated, 
the recipient shall recruit members of 
the sex present discrimination. 

(b) Recruitment patterns. A recipi¬ 
ent shall not recruit primarily or ex¬ 
clusively at entities which furnish as 
applicants only or predominantly 
members of one sex if such actions 
have the effect of discriminating on 
the basis of sex in violation of this 
subpart. 

§ 15a.54 Compensation. 

A recipient shall not make or en¬ 
force any policy or practice which, on 
the basis of sex: 

(a) Makes distinctions in rates of pay 
or other compensation: 

(b) Results in the payment of wages 
to employees of one sex at a rate less 
than that paid to employees of the op¬ 
posite sex for equal work on jobs the 
performance of which requires equal 
skill, effort, and responsibility, and 
which are performed under similar 
working conditions. 

§ 15a.55 Job classification and structure. 

A recipient shall not: 

(a) Classify a Job as being for males 
or for females: 

(b) Maintain or establish separate 
lines of progression seniority lists, 
career ladders, or tenure systems 
based on sex; or 

(c) Maintain or establish separate 
lines of progression, seniority systems, 
career ladders, or tenure systems for 
similar jobs, position descriptions, or 
job requirements which classify per¬ 
sons on the basis of sex, unless sex is a 
bond-fide occupational qualification 
for the positions in question as set 
forth in § 15a.61. 

§ 15 a. 56 Fringe benefits. 

(a) “Fringe benefits ” defined. For 
purposes of this part, “fringe benefits" 
means: any medical, hospital, accident, 
life insurance or retirement benefit, 
service, policy or plan, any profit-shar¬ 
ing or bonus plan, leave and any other 
benefit or service of employment not 
subject to the provisions of § 15a.54. 

(b) Prohibitions. A recipient shall 
not: 

(1) Discriminate on the basis of sex 
with regard to making fringe benefits 
available to employees or make fringe 
benefits available to spouses, families, 
or dependents of employees different¬ 
ly upon the basis of the employee’s 
sex; 

(2) Administer, operate, offer, or 
participate in a fringe benefit plan 
which does not provide either for 
equal periodic benefits for members of 
each sex or for equal contributions to 
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the plan by such recipient for mem¬ 
bers of each sex; or 

(3) Administer, operate, offer, or 
participate in a pension or retirement 
plan which establishes different op¬ 
tional or compulsory retirement ages 
based on sex or which otherwise dis¬ 
criminates in benefits on the basis of 
sex. 

§ 15a. 57 Marital or parental Hiatus. 

(a) General A recipient shall not 
apply any policy or take any employ¬ 
ment action: 

(1) Concerning the potential marital, 
parental, or family status of an em¬ 
ployee or applicant for employment 
which treats persons differently on 
the basis of sex; or 

(2) Which is based upon whether an 
employee or applicant for employment 
is the head of household or principal 
wage earner in such employee's or ap¬ 
plicant’s family unit. 

(b) Pregnancy. A recipient shall not 
discriminate against or exclude from 
employment any employee or appli¬ 
cant for employment on the . basis of 
pregnancy, childbirth, false pregnan¬ 
cy, termination of pregnancy, or recov¬ 
ery therefrom. 

(c) Pregnancy as a temporary dis¬ 
ability. A recipient shall treat preg¬ 
nancy, childbirth, false pregnancy, ter¬ 
mination of pregnancy, and recovery 
therefrom and any temporary disabil¬ 
ity resulting there form as any other 
temporary disability for all job related 
purposes, including commencement, 
duration and extensions of leave, pay¬ 
ment of disability income, accrual of 
seniority and any other benefit or 
service, and reinstatement, and under 
any fringe benefit offer to employees 
by virtue of employment. 

(d) Pregnancy leave. In the case of a 
recipient which does not maintain a 
leave policy for its employees, or in 
the case of an employee with insuffi¬ 
cient leave or accrued employment 
time to qualify for leave under such a 
policy, a recipient shall treat pregnan¬ 
cy, childbirth, false pregnancy, termi¬ 
nation of pregnancy and recovery 
therefrom as a justification for a leave 
of absence without pay for a reason¬ 
able period of time, at the conclusion 
of which the employee shall be rein¬ 
stated to the status which she held 
when the leave began or to a compara¬ 
ble position, without decrease in rate 
of compensation or loss of promotion¬ 
al opportunities, or any other right or 
privilege of employment. 

§ 15a. 58 Effect of State or local law or 
other requirements. 

(a)‘ Prohibitory requirements. The 
obligation to comply with this subpart 
is not obviated or alleviated by the 
exist- ence of any State or local law or 
other requirement which imposes pror 
hibitions or limits upon employment 
of members of one sex which are not 


imposed upon members of the other 
sex. 

(b) Benefits. A recipient which pro¬ 
vides any compensation service, or 
benefit to members of one sex pursu¬ 
ant to a State or local law or other re¬ 
quirement shall provide the same com¬ 
pensation, service, or benefit to mem¬ 
bers of the other sex. 

§15a.59 Advertising. 

A recipient shall not in any advertis¬ 
ing related to employment indicate 
preference, limitation, specification, or 
discrimination based on sex unless sex 
is a bona-fide occupational qualifica¬ 
tion for the particular Job in question. 

§ 15a.60 Pre-employment inquiries. 

(a) Martial status . A recipient shall 
not make pre-employment inquiry as 
to the martial status of an applicant 
for employment, including whether 
such applicant is “Miss or Mrs." 

(b) Sex. A recipient may make pre¬ 
employment inquiry as to the sex of 
an applicant for employment, but only 
if such inquiry is made equally of such 
applicants of both sexes and if the re¬ 
sults of such inquiry are not used in 
connection with discrimination prohib¬ 
ited by this part. 

§ 15a.61 Sex as a bona-fide occupational 
qualification. 

A recipient may take action other¬ 
wise prohibited by this subpart pro¬ 
vided it is shown that sex is a bona- 
fide occupational qualification for 
that action, such that consideration of 
sex with regard to such action is essen¬ 
tial to successful operation of the em¬ 
ployment function concerned. A recipi¬ 
ent shall not take action pursuant to 
this section which is based upon al¬ 
leged comparative employment char¬ 
acteristics or stereotyped characteriza¬ 
tions of one or the other sex, or upon 
preference based on sex of the recipi¬ 
ent, employees, students, or other per¬ 
sons, but nothing contained in this 
section shall prevent a recipient from 
considering an employee's sex in rela¬ 
tion to employment in a locker room 
or toilet facility used only by members 
of one sex. 

Subpart F—Procedures (Interim) 

§15a.71 Interim procedures. 

For the purposes of implementing 
this part during the period between its 
effective date and the final issuance 
by the Department of a consolidated 
procedural regulation applicable to 
title IX and other civil rights authori¬ 
ties administered by the Department, 
the procedural provisions applicable to 
tiUe VI of the Civil Rights Act of 1964 
are hereby adopted and incorporated 
herein by reference. These procedures 
may be found at 7 CFR 15.5-15.11 and 
7 CFR 15.60 et seq. 

[FR Doc. 78-12766 Filed 5-9-78; 8:45 ami 


[4830-01] 

DEPARTMENT OF THE TREASURY 

Internal Revenue Service 
[26 CFR Parts 1,31, and 32] 
COMBINEO ANNUAL WAGE REPORTING 
Proposed Rulemaking 

AGENCY: Internal Revenue Service, 
Treasury. 

ACTION: Notice of proposed rulemak¬ 
ing. 

SUMMARY: This document contains 
proposed amendments to the Income 
Tax Regulations, Employment Tax 
Regulations, and Temporary Employ¬ 
ment Tax Regulations Under The Tax 
Reform Act of 1969 necessary to im¬ 
plement Com bine d Annual Wage Re¬ 
porting (CAWR). The proposed 
amendments would provide the public 
with guidance in making annual infor¬ 
mation returns under CAWR. 

DATES: Written comments and re¬ 
quests for a public hearing must be de¬ 
livered or mailed by July 7, 1978. The 
amendments are proposed to be effec¬ 
tive after December 31,1977. 

ADDRESS: Send comments and re¬ 
quests for a public hearing to: Com¬ 
missioner of Internal Revenue, Atten¬ 
tion: CC:LR:T. Washington, D.C. 
20224. 

FOR FURTHER INFORMATION 
CONTACT: 

James E. Maule of the Legislation 
and Regulations Division, Office of 
the Chief Counsel. Internal Revenue 
Service, 1111 Constitution Avenue 
NW.. Washington, D.C. 20224, Atten¬ 
tion: CC:LR:T 202-566-3350. 

SUPPLEMENTARY INFORMATION: 

Background 

This document contains amend¬ 
ments to the Income Tax Regulations 
(26 CFR Part 1), Employment Tax 
Regulations (26 CFR Part 31). and 
Temporary Employment Tax Regula¬ 
tions Under The Tax Reform Act of 
1969 (26 CFR Part 32). The CAWR 
system, implemented by the proposed 
regulation amendments, was author¬ 
ized by section 8 of Fhib. L. 94-202 (89 
Stat. 1137). Under CAWR, employers 
will no longer be required to specify 
the employment tax data with respect 
to each employee on Schedule A to 
Forms 941 and 943. This eliminates 
the quarterly reporting of such data 
previously required of most employers. 
Instead, they will set forth necessary 
data on Form W-2, which is to be filed 
with the Social Security Administra¬ 
tion (SSA). Pertinent information will 
be transferred by SSA to the Service 
after processing. 

Changes to the regulations autho¬ 
rize SSA’s collection of Form W-2 (and 
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Form W-2P). require additional infor¬ 
mation to be reported on the forms, 
remove references to Schedule A of 
Forms 941 and 943 and remove the 
limited option of life insurance compa¬ 
nies to file Form 1099 rather than 
Form W-2 for certain salesmen. The 
insurance company option was the 
sole exception to furnishing FICA in¬ 
formation on Form W-2 and under the 
electronic processing procedures of 
SSA its continuation would reduce the 
efficiency of CAWR and unnecessarily 
add to the cost of the system. Newly 
revised Form W-2 will have an appro¬ 
priate entry indicating that the re¬ 
ported FICA information relates to a 
FICA statutory employee and not a 
common law employee subject to 
income tax withholding. This will 
avoid confusion as to the status of the 
salesmen concerned and other similar¬ 
ly situated persons. In addition, cer¬ 
tain administrative functions relating 
to Form W-2 have been shifted to 
SSA, such as granting extensions of 
time for filing the form and using 
magnetic tape in place of paper forms. 

It should be noted that CAWR’s im¬ 
plementation in possessions of the 
United States is being deferred until 
certain administrative details are 
worked out. Meanwhile, the instruc¬ 
tions to the forms will make it clear 
(under the authority of § 31.6011(a)-9) 
that existing reporting requirements 
continue to apply in these jurisdic¬ 
tions. 

These amendments are issued under 
the authority contained in sections 
6051 and 7805 of the Internal Revenue 
Code of 1954 (68A Stat. 747, 26 U.S.C. 
6051; 68A Stat. 917, 26 U.S.C. 7805). 

Comments and Requests for a Public 
Hearing 

Before adopting the proposed regu¬ 
lations, consideration will be given to 
any written comments that are sub¬ 
mitted (preferably six copies) to the 
Commissioner of Internal Revenue. 
All comments will be available for 
public inspection and copying. A 
public hearing will be held upon writ¬ 
ten request to the Commissioner by 
any person who has submitted written 
comments. If a public hearing is held, 
notice of the time and place will be 
published in the Federal Register. 

Proposed Amendments to the 
Regulations 

The proposed amendments to 26 
CFR Parts 1. 31, and 32 are as follows: 

Income Tax Regulations 
(26 CFR Part 1) 

§ 1.6041-1 [Amended] 

Paragraph 1 . Section 1.6041-l(a)(2) 
is amended by deleting the second sen¬ 
tence. 


§1.601-2 [Amended] 

Par. 2. Section 1.6041-2(a) is amend¬ 
ed as follows: 

1. Subparagraph (2) is deleted and 
subparagraphs (3), (4), and (5) are re¬ 
designated as subparagraphs (2), (3), 
and (4), respectively. 

2. Subparagraph (1) ia amended by 
deleting the third sentence and insert¬ 
ing in lieu thereof the following: “All 
other payments of compensation, in¬ 
cluding the cash value of payments 
made in any medium other than cash, 
to an employee by his employer in the 
course of the trade or business of the 
employer must also be reported on 
Form W-2 if the total of such payments 
and the amount of the employee’s 
wages (as defined in section 3401), if 
any, required to be reported on Form 
W-2 aggregates $600 or more in a calen¬ 
dar year.” 

§ 1.9101-1 - [Amended] 

Par. 3. Section 1.9101-1 is amended 
by deleting the words “Form 1087, 
1099, or W-2” and inserting in lieu 
thereof “Form 1087 or 1099”; and by 
deleting the last sentence and insert¬ 
ing in lieu thereof the following: “In 
any case where the use of Form W-2 is 
required for the purpose of making a 
return or reporting information, such 
requirement may be satisfied by sub¬ 
mitting the information required by 
such form on magnetic tape or other 
approved media: Provided, That the 
prior consent of the Commissioner of 
Social Security (or other authorized 
officer or employee thereof) has been 
obtained.” 

Employment Tax Regulations 
(26 CFR Part 31) 

§ 31.6011 (a)— 4 [Amended] 

Par. 4. Section 31.6011(a)-4 is 
amended by deleting paragraph (b) 
and redesignating paragraph (c) as 
paragraph (b). 

Par. 5. Section 31.6011(a)-5(b)<2) is 
amended to read as follows: 

§ 31.601 l(a)-5 Monthly returns. 

• • • • • 

(b) Information returns. * • • 

(2) Information returns on Form W- 
3 and Social Security Administration 
copies of Form W-2. See §31.6051-2 for 
requirements with respect to informa¬ 
tion returns on Form W-3 and Social 
Security Administration copies of 
Form W-2. 

• • • * * 

Par. 6. Section 31.6011(a)-7(b)(2) is 
amended to read as follows: 

§ 31.6011(a)-7 Execution of returns. 

• • • • » 

(b) Use of prescribed forms. * * • 

(2) Permission for use of magnetic 
tape. In any case where the use of 


Form W-2 is required for the purpose 
of making a return or reporting infor¬ 
mation, such requirement may be sat¬ 
isfied by submitting the information 
required by such form on magnetic 
tape or other approved media: Pro¬ 
vided, That the prior consent of the 
Commissioner of Social Security (or 
other authorized officer or employee 
thereof) has been obtained. 

• • • • • 

Par. 7. Section 31.6051-1 is amended 
as follows: 

1. Paragraph (a)(l)(i) is amended by 
deleting the word “and” in inferior 
subdivision (e); deleting the period at 
the end of inferior subdivision (/) and 
inserting in lieu thereof ”, and”; and 
adding, immediately after inferior sub¬ 
division (A new inferior subdivision 
( g ) to read as set forth below. 

2. Paragraph (bXl) is amended by 
deleting the word “and” in subdivision 
(iii); deleting the period at the end of 
subdivision (iv) and inserting in lieu 
thereof ”, and”; and adding, immedi¬ 
ately after subdivision (iv), new subdi¬ 
vision (v) to read as set forth below. 

§ 31.6051 Statements for employees. 

(a) Requirement if wages are subject 
to vnthholding of income tax—il) Gen¬ 
eral rule. (!)••• 

(g) Such information relating to cov¬ 
erage the employee has earned under 
the Federal Insurance Contributions 
Act as may be required by Form W-2 
or its instructions. 

(b) Requirement if wages are not 
subject to withholding of income tax— 
(1) General rule. • • • 

(v) Such information relating to cov¬ 
erage the employee has earned under 
the Federal Insurance Contributions 
Act as may be required by Form W-2 
or its instructions. 

• * • • • 

Par. 8. Section 31.6051-2 (a) and (b) 
are amended to read as follows: 

§31.6051-2 Information returns on Form 
W-3 and Social Security Administra¬ 
tion copies of Forms W-2. 

(a) In general Every employer who 
is required to make a return of tax 
under § 31.6011(a)-1 (relating to re¬ 
turns under the Federal Insurance 
Contributions Act), § 31.6011(a)-4 (re¬ 
lating to returns of income tax with¬ 
held from wages), or § 31.6011(a)-5 (re¬ 
lating to monthly returns) for a calen¬ 
dar year or any period therein shall 
file the Social Security Administration 
copy of each Form W-2 required 
under §31.6051-1 to be furnished by 
the employer with respect to wages 
paid during the calendar year. Each 
Form W-2 and the transmittal Form 
W-3 shall together constitute an infor¬ 
mation return to be filed with the 
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Social Security Administration office 
indicated on the instructions to such 
forms. However, in the case of an em¬ 
ployer who elects to file a composite 
return pursuant to § 31.6011(a)-8, the 
information return required by this 
section shall consist of magnetic tape 
(or other approved media) containing 
all information required to be on the 
employee statement, together with 
transmittal Form 4804. 

(b) Corrected returns. The Social Se¬ 
curity Administration copies of cor¬ 
rected Forms W-2 (or magnetic tape 
or other approved media) for employ¬ 
ees for the calendar year shall be sub¬ 
mitted with Form W-3 (or Form 4804), 
on or before the date on which infor¬ 
mation returns for the period in which 
the correction is made would be due 
under paragraph (a)(3)(ii) of 
§ 31.6071(&)-1, to the Social Security 
Administration office with which 
Forms W-2 are required to be filed. 

# • • ■ • 

§ 31.60SH&M [Amended) 

Par. 9. Section 31.6081(a)-l<a)<3) is 
amended as follows: 

1. By deleting "district director or di¬ 
rector of a service center" and insert¬ 
ing in lieu thereof "director of a Social 
Security Administration data oper¬ 
ations center (or other authorized offi¬ 
cer or employee thereof)". 

2. By deleting "internal revenue 
office" both times it appears and in¬ 
serting in lieu thereof "Social Security 
Administration office". 

Par. 10. Section 31.6091-l(d) is 
amended to read as follows: 

8 31.6091-1 Place for filing returns. 

• • # • * 

(d) Returns filed urith internal reve¬ 
nue service centers or Social Security 
Administration offices. Notwithstand¬ 
ing paragraphs (a), (b), and (c) of this 
section, whenever instructions applica¬ 
ble to such returns provide that the 
returns shall be filed with an internal 
revenue service center or an office of 
the Social Security Administration, 
such returns shall be filed in accord¬ 
ance with such instructions. 

• • + • • 

Temporary Employment Tax Regula¬ 
tions Under the Tax Reform Act of 
1969 (26 CFR Part 32) 

§32.1 [Amended) 

Par. 11. Section 32.1(f)(1) is amend¬ 
ed by deleting the first sentence and 
inserting in lieu thereof the following: 
"Form W-2P is to be used in lieu of 
Form W-2. which is required to be fur¬ 
nished by an employer to an employee 
under §31.6051-2 of this chapter and 
to the Social Security Administration 


under paragraph (a) of §31.6051-2 of 
this chapter, with respect to an annu¬ 
ity subject to withholding under this 
section." 

Jerome Kurtz, 
Comm issione r of 
Internal Revenue . 

[FR Doc. 78-12761 Filed 5-9-78 8:45 am) 


[3410-111 

DEPARTMENT OF AGRICULTURE 

Forest Service 
[36 CFR Fort 223] 

NATIONAL FOREST TIMRER SALES 
Contract Conditions 

AGENCY: Forest Sendee, USDA. 
ACTION: Proposed rule. 

SUMMARY: This proposal would 
revise requirements for payment guar¬ 
antees furnished in lieu of advance 
cash payments on National Forest 
timber sales. At present only corporate 
surety bonds and negotiable securities 
of the United States are accepted as 
payment guarantees. If adopted, it is 
anticipated that irrevocable letters of 
credit, issued by Federally insured 
banks, would also be accepted as pay¬ 
ment guarantees. 

DATES: Comments must be received 
by June 9, 1978. 

ADDRESSES: Submit comments to: 
Chief John R. McGuire, Forest Serv¬ 
ice, Department of Agriculture, P.O. 
Box 2417, Washington, D.C. 20013. All 
written submissions made pursuant to 
this notice will be available for public 
inspection in the offices of the Timber 
Management, Staff, South Agriculture 
Building. Room 3207, Washington, 
D.C., during regular business hours. 

FOR FURTHER INFORMATION 
CONTACT: 

George M. Leonard, Timber Manage¬ 
ment Staff, Forest Service, Depart¬ 
ment of Agriculture, P.O. Box 2417, 
Washington, D.C. 20013, 202-447- 
4051. 

It is proposed to revise 36 CFR 
223.3(e) to read as follows: 

§ 223.3 Contract conditions. 

• • • ♦ • 

(e) Sale contracts shall provide that 
timber and forest products be paid for 
in advance of cutting, unless the con¬ 
tract authorizes the purchaser to fur¬ 
nish a payment guarantee satisfactory 
to the Forest Service. Advance pay¬ 
ments found to be in excess of 
amounts due the United States shall 
be refunded to the original depositors, 
their local representatives, or to suc¬ 
cessors in interest. 


(90 Stat. 2959: 16 U.S.C. 472a.) 

David G. Unger, 

Acting Assistant Secretary for Act¬ 
ing Conservation, Research, and 
Education . 

May 5, 1978. 

[FR Doc. 78-12723 Filed 5-9-78; 8:45 am) 


16560-01] 

ENVIRONMENTAL PROTECTION 
AGENCY 

[40 CFR Fort 65] 

[FRL 892-6) 

STATE AND FEDERAL ADMINISTRATIVE EN¬ 
FORCEMENT OF IMPLEMENTATION FLAN RE¬ 
QUIREMENTS AFTER STATUTORY DEADLINES 

Proposed Disapproval of an Administrative 
Order Issued by the Illinois Pollution Control 
Board to Central Illinois Public Service Co. 

AGENCY: Environmental Protection 
Agency. 

ACTION: Proposed rule. 

SUMMARY: The Environmental Pro¬ 
tection Agency proposes to disapprove 
an admin Is tative order issued by the 
Illinois Pollution Control Board to 
Central Illinois Public Service Co. re¬ 
quiring final compliance with the ap¬ 
plicable requirements of the federally 
approved Illinois State Implementa¬ 
tion Plan (SIP) by November 3, 1979. 
Because the order has been Issued to a 
major source and permits a delay in 
compliance with provisions of the SIP. 
it must be approved by EPA before it 
becomes effective as a delayed compli¬ 
ance order under the Clean Air Act. 
Disapproval of the order is proposed 
because it does not meet certain re¬ 
quirements of the Clean Air Act. If ap¬ 
proved by EPA, the order would con¬ 
stitute an addition to the SIP and 
would alter the rights of persons to 
bring judicial actions against the 
source for violations of the SIP. The 
purpose of this notice is to invite 
public comment on EPA’s proposed 
disapproval of the order as a delayed 
compliance order. 

DATES: Written comments must be 
received on or before June 9, 1978. 

ADDRESSES: Comments should be 
submitted to Director, Enforcement 
Division, U.S. EPA. Region V. 230 
South Dearborn, Chicago. Ill. 60604 
The Illinois Order, supporting materi¬ 
als, and public comments received in 
response to this Notice may be inspect¬ 
ed and copied (for appropriate 
charges) at this address during normal 
business hours. 

FOR FURTHER INFORMATION 
CONTACT: 

Bertram C. Frey. Legal Section En¬ 
forcement Division. U.S. EPA. 
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Region V, 230 South Dearborn, Chi¬ 
cago. Ill. 60604, telephone 312-353- 
2082. 

SUPPLEMENTARY INFORMATION: 
Central Illinois Public Service Compa¬ 
ny commenced operation of Newton 
Unit 1, Newton, Ill. (Jasper County), 
on September 10, 1977, without an 
operational sulfur dioxide removal 
system. The double alkali flue gas de¬ 
sulfurization control system for 
Newton Unit 1 is scheduled for com¬ 
pletion by November 1979. Calculated 
sulfur dioxide emissions, assuming 
Newton Unit 1 is burning coal with a 
heating value of 11,500 Btu per pound 
and a sulfur content of 2.8 percent, are 
16 pounds per million Btu. Both Fed¬ 
eral New Source Performance Stand¬ 
ards (NSPS) and Rule 204(a)(1) of Illi¬ 
nois Air Pollution Regulations, which 
forms a part of the Illinois State Im¬ 
plementation Plan (SIP), require that 
the source meet a 1.2 pounds per mil¬ 
lion Btu sulfur dioxide emission stand¬ 
ard. On August 4, 1977, the U.S. EPA, 
Region V, issued a Notice of Violation 
based on anticipated violations, upon 
start-up then scheduled for December 
1977, of the Illinois SIP and Federal 
NSPS. A conference to discuss these 
violations with the Company was held 
in Chicago on August 24, 1977. 

On September 1, 1977, the Illinois 
Pollution Control Board issued an Ad¬ 
ministrative Opinion and Order in 
Central Illinois Public Service Compa¬ 
ny v. Environmental Protection 
Agency, PCB No. 77145, granting a 
variance that provides for final com¬ 
pliance with the applicable require¬ 
ments of the Illinois State Implemen¬ 
tation Plan by November 3, 1979. This 
date is later than allowed by section 
113(d)(1)(D) of the Clean Air Act as 
amended (42 U.S.C. section 
7413(d)(1)(D)) (hereinafter “Act”). 
The Order also fails to notify Central 
Illinois Public Servioe Co., Newton 
Unit 1, a major source (550 megawatts) 
under construction in Newton, Ill., 
that it would be required to pay a non- 
compliance penalty under Section 120 
of the Act (42 U.S.C. section 7420) in 
the event that the source fails to 
achieve final compliance by July 1, 
1979. This failure constitutes a viola¬ 
tion of section 113(d)(1)(E) of the Act. 
Moreover, the Order fails to require 
compliance with applicable interim re- 
Quirements as provided by paragraphs 
(6) and (7) of section 113(d) and con¬ 
tains no requirement for emission 
monitoring and reporting by the 
source of the Act (42 U.S.C. sections 
7410(a)(2)(F), 7414(a)(1)). This third 
deficiency in the Order is violative of 
section 113(d)(1)(C) of the Act. 

Because the Order has been issued 
to a major source of sulfur dioxide 
emissions and permits a delay in com¬ 
pliance with the applicable Illinois 
regulation, it must be approved by 
L.S. EPA before it becomes effective 


as a delayed compliance order under 
section 113(d) of the Act. U.S. EPA 
must disapprove the Order if it does 
not satisfy the requirements of this 
subsection. Because of the reasons 
mentioned above U.S. EPA is propos¬ 
ing to disapprove the Order. If the 
Order is approved by EPA, compliance 
with its terras would preclude federal 
enforcement action under section 113 
of the Act against the source for viola¬ 
tion of the regulation covered by the 
order during the period the order is in 
effect. Enforcement against the source 
under the citizen suit provision of the 
Act (section 304) would be similarily 
precluded. If approved the order 
would also constitute an addition to 
the Illinois State Implementation Plan 
for the purposes of sections 110 (“Im¬ 
plementation Plans”), 304 (“Citizen 
Suits”), and 307 (“General Provisions 
Relating to Administrative Proceed¬ 
ings and Judicial Review”) of the Act. 

The purpose of this notice is to 
invite public comment on EPA’s pro¬ 
posed disapproval of this Order as a 
delayed compliance order. After the 
public comment period, and after EPA 
has reviewed any comments received 
in response to this notice, the Admin¬ 
istrator of EPA will publish in the 
Federal Register the Agency’s final 
action on the Order in 40 CFR Part 
65. The provisions of 40 CFR Part 65 
will be promulgated by EPA soon, and 
will contain the procedures for EPA’s 
issuance, approval, or disapproval of 
an order under section 113(d) of the 
Act. In addition. Part 65 will contain 
sections summarizing orders issued, 
approved, or disapproved by EPA. A 
prior notice proposing regulations for 
Part 65, published at 40 FR 14876 
(April 2. 1975), will be withdrawn, and 
replaced by a notice promulgating 
these new regulations. 

Dated: April 14, 1978. 

George R. Alexander, Jr. 

Regional Administrator , 
Region V. 

CFR Doc. 78-12634 Filed 5-9-78; 8:45 ami 


[6560-01] 

[40 CFR Port 65] 

[FRL 893-1) 

STATE AND FEDERAL ADMINISTRATIVE EN¬ 
FORCEMENT OF IMPLEMENTATION PLAN RE¬ 
QUIREMENTS AFTER STATUTORY DEADLINES 

Notico of Proposed Approval of o Delayed 
Compliance Order Issued by the State of 
Connecticut Department of Environmental 
Protection to the Turner 4 Seymour Manu¬ 
facturing Co. 

AGENCY: Environmental Protection 

Agency. 

ACTION: Proposed rule. 

SUMMARY: EPA proposes to approve 

an Administrative Order issued by the 


Connecticut Department of Environ¬ 
mental Protection to the Turner <fc 
Seymour Manufacturing Co. The 
order requires the company to bring 
air emissions from Its grey iron cupola 
at Torrington, Conn., into compliance 
with certain provisions of the federal¬ 
ly approved Connecticut State Imple¬ 
mentation Plan (SIP) by August 15. 
1978. Because the order has been 
issued to a major source and permits a 
delay in compliance with provisions of 
the SIP, it must be approved by EPA 
before it becomes effective as a de¬ 
layed compliance order under the 
Clean Air Act. If approved by EPA, 
the order will constitute an addition to 
the SIP and will alter the rights of 
persons to bring judicial actions 
against the source for violations of the 
SIP. The purpose of this notice is to 
invite public comment on EPA’s pro¬ 
posed approval of the order as a de¬ 
layed compliance order. 

DATE: Written comments must be re¬ 
ceived on or before June 9. 1978. 

ADDRESS: Comments should be sub¬ 
mitted in writing to: William R. 
Adams, Jr., Regional Administrator, 
U.S. Environmental Protection 
Agency. Region I Office, JFK Federal 
Building, Boston, Mass. 02203. The 
State order, material supporting the 
order, and public comments received 
in response to this notice may be in¬ 
spected and copied (for appropriate 
charges) at this address during normal 
business hours. 

FOR FURTHER INFORMATION 
CONTACT: 

Mr. Sam Silverman, Attorney, En¬ 
forcement Branch, Enforcement Di¬ 
vision, U.S. Environmental Protec¬ 
tion Agency, Region I Office. JFK 

Federal Building, Boston, Mass. 

02203, 617-223-5600. 

SUPPLEMENTARY INFORMATION: 
Turner & Seymour Manufacturing Co. 
operate® a grey iron foundry at Tor¬ 
rington, Conn. The order under con¬ 
sideration addresses emissions from 
the grey iron cupola operated at the 
facility, which is subject to section 19- 
508-18 of the regulations for the 
abatement of air pollution. The regu¬ 
lation limits the emissions of particu¬ 
late matter, and is part of the federal¬ 
ly approved State Implementation 
Plan. The order requires final compli¬ 
ance with the regulation by August 15, 
1978, through installation of appropri¬ 
ate equipment and control apparatus. 
Turner <te Seymour has already issued 
purchase orders for the necessary con¬ 
trol equipment and will begin installa¬ 
tion this spring. 

Because this order has been issued 
to a major source of particulate emis¬ 
sions and permits a delay in compli¬ 
ance with the applicable regulation, it 
must be approved by EPA before it be¬ 
comes effective as a delayed compli- 
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ance order under section 113(d) of the 
Act. 

The purpose of this notice is to 
invite public comment on EPA’s pro¬ 
posed approval of this order as a DCO. 
If approved, the order would consti¬ 
tute an addition to the Connecticut 
State Implementation Plan for the 
purposes of sections 110 ( ‘Implemen¬ 
tation Plans' ), 304 (‘‘Citizen Suits”), 
and 307 (“General Provisions Relating 
to Administrative Proceedings and Ju¬ 
dicial Review”) of the Act. After the 
public comment period, and after EPA 
has reviewed any comments received 
in response to this notice, the Admin¬ 
istrator of EPA will publish in the 
Federal Register the Agency’s final 
action on the order in 40 CFR part 65. 
The provisions of 40 CFR part 65 will 
be promulgated by EPA soon, and will 
contain the procedures for EPA’s issu¬ 
ance, approval, or disapproval of an 
order under section 113(d) of the Act. 
In addition, part 65 will contain sec¬ 
tions listing or including orders issued, 
approved, or disapproved by EPA. A 
prior notice proposing regulations for 
part 65, published at 40 FR 14876 
(April 2, 1975), will be withdrawn, and 
replaced by a notice promulgating 
these new regulations. EPA may ap¬ 
prove the order only if its satisfies the 
appropriate requirements of this sub¬ 
section. The necessary elements of 
subsection 113(d) have been met: The 
order contains a schedule and timeta¬ 
ble for compliance: the order requires 
compliance with the best practicable 
system of interim emission reduction 
and requires emission monitoring and 
reporting by the source: the order pro¬ 
vides for final compliance with the 
Connecticut Implementation Plan as 
expeditiously as practicable and prior 
to July 1, 1979: the order notifies the 
source that it will be required to pay a 
noncompliance penalty in the event it 
fails to achieve final compliance by 
July 1, 1979; and the order will be 
issued only after notice to the public 
and opportunity for public hearing. 

If the order is approved by EPA, 
compliance with its terms would pre¬ 
clude Federal enforcement action 
under section 113 of the Act against 
the source for violation of the regula¬ 
tion covered by the order during the 
period the order is in effect. Enforce¬ 
ment against the source under the citi¬ 
zen suit provision of the Act (section 
304) would be similarly precluded. 

All interested persons are invited to 
submit WTitten comment on the pro¬ 
posed order. Written comments re¬ 
ceived by the date specified above will 
be considered in determining whether 
EPA may approve the order. Final ap¬ 
proval or disapproval will also be pub¬ 
lished in the Federal Register. 


Dated: April 12, 1978. 

William R. Adams, Jr. 
Regional Administrator, 
Region /. 

(FR Doc. 78-12635 Filed 5-9-78; 8:45 ami 


[6560-01] 

i40 CM Port 2331 

(FRL 892-7) 

MODIFICATION OF SECONDARY TREATMENT 
REQUIREMENTS FOR DISCHARGES INTO 
MARINE WATERS 

Hearings on Proposed Regulations 

AGENCY: United States Environmen¬ 
tal Protection Agency. 

ACTION: Proposed rule. 

SUMMARY: The Environmental Pro¬ 
tection Agency will hold two public 
hearings on June 2 and June 8, 1978, 
in Washington, D.C. and Seattle, 
Wash., respectively, to. receive public 
comment on its April 25. 1978 pro¬ 
posed regulations implementing Sec¬ 
tion 301(h) of the Clean Water Act 
(“Modification of Secondary Treat¬ 
ment Requirements for Discharges 
into Marine Waters”). 

DATES: Hearing dates: June 2, 1978 
and June 8. 1978. 

ADDRESSES: The dates and locations 
of the two hearings are: June 2, 1978: 
EPA Headquarters, Rooms 3906 and 
3908, 401 M Street SW.. Washington, 
D.C. 20460: June 8. 1978: EPA Region 
X, 12th Floor Conference Room, 1200 
Sixth Avenue. Seattle, Wash. 98101. 

Registration for both hearings will 
commence at 9 a.m. and the hearings 
will begin at 9:30 a.m. 

FOR FURTHER INFORMATION 
CONTACT: 

Rebecca J. Sorrells, Office of Gener¬ 
al Counsel (A-131), Environmental 
Protection Agency, 401 M Street 
SW., Washington. D.C. 20460, 202- 
755-0686, or 755-0753 (Washington. 
D.C. or Seattle hearing), or Robert 
Burd, Director. Water Division, EPA 
Region X, 1200 Sixth Avenue, Seat¬ 
tle. Wash. 98101, 206-443-1237 (Seat¬ 
tle hearing only). 

SUPPLEMENTARY INFORMATION: 
Section 301 (h) of the Clean Water 
Act, 33 U.S.C. 13ll(hX“Act“), which 
was added to the Act by amendments 
adopted by Congress in 1977, autho¬ 
rizes EPA to modify the requirements 
of secondary treatment (i.e., EPA ef¬ 
fluent limitations for biochemical 
oxygen demand, suspended solids, and 
pH) for publicly owned treatment 
works (“POTWs”) which discharge 
into certain ocean and estuarine 
waters where the POTW can demon¬ 
strate, by showing compliance with 
eight statutory criteria, that its modi¬ 
fied discharge will not result In any in¬ 


crease In the discharge of toxics or 
otherwise impair the Integrity of re¬ 
ceiving waters. 

On February 22, 1978, EPA held a 
public hearing in San Francisco, Calif, 
to receive suggestions as to how it 
should interpret the statutory criteria 
of Section 301(h) in regulations imple¬ 
menting that section. The purpose of 
the hearings announced today is to 
obtain public comment on proposed 
Section 301(h) regulations which were 
published by EPA on April 25, 1978 (43 
FR 17484). The Agency has outlined in 
Appendix A to this notice the issues 
raised by the proposed regulations on 
which It is particularly Interested in 
receiving comment; most of these 
issues were highlighted In the pream¬ 
ble to the proposed regulations and 
are reprinted here simply for the con¬ 
venience of hearing participants. In 
addition. EPA invites statements on 
any other aspect of the proposed regu¬ 
lations—technical. legal, or other¬ 
wise—as well as the Agency’s general 
regulatory approach to Section 301(h) 
which hearing participants desire to 
address. Participants are reminded, 
however that these hearings are not 
intended to serve as a forum for indi¬ 
vidual communities to present infor¬ 
mation concerning their particular ap¬ 
plication for a modified permit, except 
insofar as such information bears di¬ 
rectly on the proposed regulations or 
the Agency's interpretation of Section 
301(h), and should structure their 
statements accordingly. 

Because of the Complex nature of 
both the proposed Section 301(h) reg¬ 
ulations and the issues under consider¬ 
ation, and in order to insure a mean¬ 
ingful dialogue at these hearings. EPA 
requests that, if possible: 

(1) If hearing participants are sub¬ 
mitting written comments on the pro¬ 
posed regulations, they submit these 
comments to EPA before May 26. 
1978, so that they can be reviewed by 
EPA staff and the hearing panel prior 
to the hearing; 

(2) Participants submit a copy of 
their written hearing statement prior 
to the date of the hearing at which 
they desire to participate; 

(3) Participants bring with them to 
the hearing any technical nr other 
staff who assisted them in the prepa¬ 
ration of statements to respond to 
questions which may be posed by the 
hearing panel; and 

(4) Criticism of the regulations be 
accompanied by specific constructive 
suggestions as to how the regulations 
should be modified, considering any 
technical, legal, practical or other con¬ 
straints. 

Comments received at the June 1 
and June 8, 1978 hearings will be con¬ 
sidered in developing final Section 
301(h) regulations, now scheduled for 
promulgation in early July. 1978. 
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Dated: May 3. 1978. 

Thomas C. Jorling, 
Assistant Administrator for 
Water and Hazardous Materials . 

Appendix A 

ISSUES FOR PUBLIC COMMENT AT JUNE 2 

AND JUNE 8, 1978 HEARING ON SECTION 
301(h) REGULATIONS 

(1) Should small dischargers or dis¬ 
chargers which have no known or sus¬ 
pected sources of toxic pollutants be 
treated differently than large dis¬ 
chargers with significant industrial 
and nonindustrial sources of toxic sub¬ 
stances in terms of either the extent 
or nature of the information which 
they are required to submit to EPA to 
obtain a modified permit under Sec¬ 
tion 301(h)? If so, how should the cat¬ 
egories be defined and what informa¬ 
tion should be required for permit 
modification from small dischargers or 
dischargers of domestic wastes? 

(2) Under the proposed regulations, 
many small villages in the Pacific 
Trust Territories, Puerto Rico and 
Alaska would not be eligible for a 
modified permit due to their lack of 
existing collection and treatment sys¬ 
tems. Does Section 301(h) authorize 
EPA to develop special regulatory cri¬ 
teria for these communities? 

(3) In light of the plain language of 
the statute and its legislative history, 
can Section 301(h) be construed to 
allow EPA to issue a modified NPDES 
permit based on modifications which 
will be made in an applicant’s dis¬ 
charge after September 24, 1978? 

(A) If so, what type of modification 
should be permitted? Upgrading of 
treatment? Relocation of the outfall? 
Modifications in the diffuser system? 
Should EPA be required to consider 
applications from POTWs which now 
discharge into inland waters but are 
considering constructing, or now have 
under construction, an ocean or es¬ 
tuarine outfall? 

(B) How can EPA make an Accurate 
predictive judgment as to whether a 
non-existent discharge will meet the 
stringent water quality, biological, 
chemical and physical criteria con¬ 
tained in Subpart B of the proposed 
regulations? What additional informa¬ 
tion should the applicant provide EPA 
if its application is based on a non-ex¬ 
istent discharge? Should such an ap¬ 
plicant bear a heavier burden of proof 
than one who seeks a modified permit 
based on an existing discharge? 

<C) It has been suggested that in 
making the physical, chemical and bio¬ 
logical assessments required under 
§ 233.14 of the proposed regulations, as 
well as assuring that the discharge will 
comply with State water quality stand¬ 
ards under § 233.22(b), consideration 
should be given to the effect of Feder¬ 


al pretreatment and nonindustrial 
source control programs which are 
scheduled to be operative at some time 
in the future. How can an accurate 
predictive judgment be made concern¬ 
ing the effect of such programs on the 
chemical composition or the environ¬ 
mental impact of the applicant’s dis¬ 
charge when (a) Federal pretreatment 
standards for most industries will not 
be promulgated for several years; (b) 
the complete list of toxic pollutants to 
be regulated by such standards has 
not yet been determined; (c) the pre- 
treatment standards promulgated will 
assume at least secondary treatment 
by the POTW; and (d) nonindustrial 
source control programs will not be in 
place until some time in the future? 

(D) When should EPA require that 
any necessary modifications to the ap¬ 
plicant’s discharge be completed? 

(E) What action should be taken by 
EPA if the modifications are not com¬ 
pleted on time, if the actual impact of 
the modified discharge is more severe 
than that predicted by the applicant, 
if pretreatment programs are not in 
place on the date specified, or if up¬ 
graded treatment does not provide the 
degree of pollutant reduction antici¬ 
pated? Specifically, should the modi¬ 
fied permit be revoked and the permit¬ 
tee be required to go forward with sec¬ 
ondary treatment? 

(4) How should increased volumes of 
wastewater and pollutant loadings be 
dealt with under §233.20 of the pro¬ 
posed regulations in light of the re¬ 


strictions on volume and emission in¬ 
creases imposed under Section 
301(hX7) of the Act and Congress’s di¬ 
rective that Section 301(h) not be uti¬ 
lized to relax the Act’s overall objec¬ 
tive of achieving recycle/reuse of 
water and confined disposal of pollut¬ 
ants? 

[FR Doc. 78-12652 Filed 5-9-78; 8:45 ami 


[6560-01] 

[40 CFR Part 2331 

[FRL 893-8] 

MODIFICATION OF SECONDARY TREATMENT 
REQUIREMENTS FOR DISCHARGES INTO 
MARINE WATERS 

Proposed Criteria and Procedures; Correction 

AGENCY: United States Environmen¬ 
tal Protection Agency (“EPA”). 

ACTION: Correction. 

SUMMARY: EPA issues a correction 
document for a proposed rule pub¬ 
lished on April 25, 1978, at 43 FR 
17484; because of a number of typo¬ 
graphical errors which affect the sub¬ 
stantive content of the regulations 
proposed. 

FOR FURTHER INFORMATION 
CONTACT. 

Thomas P. O’Farrell, 202-426-8970. 


F.R. Doc. 78-11140. published on April 25, 1978 (43 FR 17484-17508) con¬ 
tained a number of typographical errors which affect the substantive content of 
the regulations proposed in that document. Those errors should be corrected as 
follows: 


Page 

Error 

Change to read 

Page 17486. column 3, lines 59-60 

Page 17488, column 2, line 15 . 

• February 22, 1977**.., 

.. '•oolliitlon*' 

...... "February 22, 1978". 

Page 17491, column 1, lines 21-22 .. 


Page 17491. column 3. lines 13-14 _ 

Page 17490. $ 233.1(h), line 9..„ . 

2*. ’ 1". 

.. . “in the modified permit, "in the modified permit. 

because". Because". 

Page 17494, { 233.11(a)(2): 

ifne 9. 

••(ur 

— "(A)". 

line 16. 


"(B)". 

"(UV 

Page 17495, 5 233.14(d)<2X11 KD). Une 3. 

. M b or intertidal" . W44 

..... “sub* or Intertidal". 

Page 17497. $ 233.18(c)(3). line 3 . 

. "action"., w.i 

— "section". 

"5 233 36" 

Page 17500. g 233.35(c)(5). line 2 . 


Page 17506, column 3. line 42 .. 

. “ATTACHMENT P 

"ATTACHMENT F. 
SECTION 1". 

Page 17507, column 2: 

SECTION 2". 

lfn-Mr 57-M -- m . 

. "sections 403 8(b) (1) 

"sections 403.8(c)(1) and 

(2)". 

"sections 403.8<cXl) and 
(2)". 

lines 64-65. 

and (2)". 

,,,,,,, . "sections 403.8(1) and 


(2)". 


Dated: May 3,1978. 


Thomas C. Jorling. 

Assistant Administrator for Water and Hazardous Materials. 


[FR Doc. 78-12653 Filed 5-9-78; 8:45 am] 
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[67301 

FEDERAL MARITIME COMMISSION 
[46 CfR Port 5121 

[Docket No. 78-51 

CAPITAUZATION Of INTEREST DURING 
CONSTRUCTION 

Notice ol Proposed Rulemaking 

AGENCY: Federal Maritime Commis¬ 
sion. 

ACTION: Enlargement of time to file 
comments. 

SUMMARY: Upon request of an inter¬ 
ested party, and good cause appearing, 
time within which comments may be 
filed to the notice of proposed rule- 
making in this proceeding relating to 
capitalization of interest during con¬ 
struction (43 FR 12345; March 24, 
1978) is extended. 

DATES: Comments on or before May 
15, 1978. Hearing Counsel s reply shaU 
be filed on or before June 5, 1978. An¬ 
swers to Hearing Counsel shall be filed 
on or before June 23, 1978. 

ADDRESS: Comments to: Secretary. 
Federal Maritime Commission, Room 
11101. 1100 L Street NW.. Washington. 
D.C. 20573. 

FOR FURTHER INFORMATION 
CONTACT: 

Francis C. Hurney. Secretary. Feder¬ 
al Maritime Commission. Room 
11101, 1100 L Street NW.. Washing¬ 
ton, D.C. 20573 202-523-5725. 

SUPPLEMENTARY INFORMATION: 
None. 

Francis C. Hurney, 
Secretary. 

(FR Doc. 78-12636 Filed 5-9-78; 8:45 am] 


[6712-01] 

FEDERAL COMMUNICATIONS 
COMMISSION 

[47 CFR Part 81] 

[SS Docket No. 78-145; FCC 78-292] 

PUBLIC COAST STATIONS 

Proposal Requiring Applicants To Moot Certain 
Financial Qualifications 

AGENCY: Federal Communications 
Commission. 

ACTION: Proposed rulemaking. 

SUMMARY: This document proposes 
an amendment to require applicants 
for public coast stations to meet cer¬ 
tain financial qualifications. In the 
past, the Commission has required ap¬ 
plicants to demonstrate their financial 
qualifications. This proposal would In¬ 
corporate the standard used into the 
rules. 


DATES: Comments must be'received 
on or before June 12, 1978, and reply 
comments must be received on or 
before June 22, 1978. 

ADDRESS: Federal Communications 
Commission, Washington. D.C. 20554. 

FOR FURTHER INFORMATION 
CONTACT: 

John C. K. Hays, Safety and Special 
Radio Services Bureau. 202-632- 
7197. 

SUPPLEMENTARY INFORMATION: 
Adopted: April 26, 1978. 

Released: May 9, 1978. 

In the matter of amendment of part 
81 of the Commission’s rules to re¬ 
quire applicants for public coast sta¬ 
tions to meet certain financial qualifi¬ 
cations, SS Docket No. 78-145. 

1. Notice of proposed rulemaking is 
hereby given in the above-entitled 
matter. 

2. The Commission is proposing to 
amend its rules to require an applicant 
for a new public coast station to dem¬ 
onstrate his financial ability to con¬ 
struct the station, and to operate the 
station for 1 year. The financial ability 
to construct a station and to operate it 
for a reasonable period of time with¬ 
out expected normal revenues is an 
important factor to be decided in 
granting a station license. In compara¬ 
tive hearings to determine which mu¬ 
tually exclusive application should be 
granted, It is considered a basic factor, 
not a comparative one. and all appli¬ 
cants must qualify. Whether one ap¬ 
plicant has more money than another 
applicant is not a deciding factor in 
granting the station license. 

3. The standard being proposed in 
this rulemaking has been applied to 
past applicants for public coast sta¬ 
tions to determine their financial 
qualifications and, in effect, has 
become Commission policy. This rule- 
making would incorporate this stand¬ 
ard into the rules. 

4. In addition, the rulemaking would 
require applicants to submit certain 
information with their applications to 
enable the Commission to properly 
evaluate their financial ability to meet 
the standard. The information re¬ 
quired would be similar to that pres¬ 
ently submitted under 5 21.17 of the 
Commission’s rules by applicants for 
stations in the domestic public land 
mobile radio service, but modified to 
reflect the Commission s experience in 
granting public coast station licenses. 
As under §21.17, large carriers, most 
of which are closely regulated tele¬ 
phone or telegraph companies, would 
be exempt from these Information re¬ 
quirements if they can demonstrate 
that: (1) They produce annual rev¬ 
enues in excess of $1,000,090; (2) they 
file annual (or monthly) reports under 


part 43; and (3) they maintain a good 
credit rating. This will relieve the ad¬ 
ministrative burden of filing reports 
with each station application where 
the station would require a relatively 
small investment compared to the 
overall financial resources of the carri¬ 
er. 

5. The proposed amendments to the 
rules as set forth below are issued pur¬ 
suant to the authority contained in 
sections 4(i) and 303(r) of the Commu¬ 
nications Act of 1934, as amended. 

6. Pursuant to applicable procedures 
set forth In section 1.415 of the Com¬ 
mission’s rules, interested persons may 
file comments on or before June 12. 
1978. and reply comments on or before 
June 22, 1978. All relevant and timely 
comments and reply comments will be 
considered by the Commission before 
final action is taken in this proceed¬ 
ing. In reaching its decision in this 
proceeding, the Commission may also 
take into account other relevant Infor¬ 
mation before it. in addition to the 
specific comments invited by this 
notice. 

7. In accordance with the provisions 
of section 1.419 of the Commission’s 
rules, an original and five copies of all 
statements, briefs, or comments filed 
shall be furnished to the Commission. 
Responses will be available for public 
Inspection during regular business 
hours in the Commission s Public Ref¬ 
erence Room at its headquarters in 
Washington, D.C. 

Federal Communications 
Commission 
William J. Tricafico. 

Secretary. 

Part 81 of Chapter I of Title 47 of 
the Code of Federal Regulations is 
amended as follows: 

PART 81—STATIONS ON LAND IN THE MARI¬ 
TIME SERVICES AND ALASKA PUBLIC FIXED 

STATIONS. 

1. In subpart B, applications, a new 
§ 81.50 is added to read as follows: 

§81.50 Financial qualifications for public 
coast stations. 

(a) Each application for a new public 
coast station shall demonstrate the ap¬ 
plicant’s financial ability to meet the 
realistic and prudent: 

(1) Estimated costs of proposed con¬ 
struction and other initial expenses 
necessary to place the station in oper¬ 
ation, and 

(2) Estimated operating expenses for 
one year after commencement of oper¬ 
ations. 

(b) Each application shall demon¬ 
strate the applicant’s financial ability 
under paragraph (a) of this section by 
indicating: 

(1) A statement of proposed con¬ 
struction and other initial expenses. 
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(2) A statement of projected rev¬ 
enues and expenses for the first year 
of operation. 

(3) A balance sheet as of and an 
annual income statement ending on 
the last day of the most recent quarter 
before the application is filed. 

(4) The details of any loan or other 
form of credit arrangement intended 
to be utilized to finance the proposed 
construction, acquisition, or operation 
of the station including the identity of 
the creditor (or creditors), letters of 
commitment, and terms of the trans¬ 
action. 

(5) The details of any sale or place¬ 
ment of any equity or other form of 
ownership interest intended to be uti¬ 
lized to finance the proposed construc¬ 
tion, acquisition or operation of the 
station. 

(6) Any other information requested 
by the Commission and necessary to 
determine the financial ability of the 
applicant. 

(c) An applicant need not submit the 
financial information required by 
paragraphs (b) (3), (4), and (5) of this 
section if the requirements concerning 
applicant’s financial ability set forth 
in paragraph (a) of this section can be 
satisfied by an exhibit demonstrating 
that the applicant: 

(1) Produced operating revenues of 
$1 million or more for the previous op¬ 
erating year, 

(2) Piles annual (or monthly) reports 
under part 43 of this chapter, and 

(3) Maintains as of the date of the 
application a credit rating equivalent 


to. or better than, either a Standard & 
Poor’s rating of “BBB” or a Moody’s 
bond rating of “Baa”. 

[FR Doc. 78-12660 Filed 5-9-78; 8:45 ami 


[3510-22] 

DEPARTMENT OF COMMERCE 

National Ocoanic and Atmospheric 
Administration 
[50 CFR Port 285] 

ATLANTIC TUNA FISHERIES 
Rluofin Tuna; extension of Commont Period 

AGENCY: National Oceanic and At¬ 
mospheric Administration/Commerce. 

ACTION: Notice of extension of com¬ 
ment period on proposed rulemaking. 

SUMMARY: The National Marine 
Fisheries Service is extending the com¬ 
ment period on proposed amendments 
to regulations on fishing for Atlantic 
bluefin tuna (43 FR 10592, March 14, 
1978) until May 19, 1978. These pro¬ 
posed regulations modify Atlantic 
tuna fisheries requirements on annual 
catch quotas, seasons, reporting re¬ 
quirements, and inspection require¬ 
ments for United States vessels. These 
regulations are intended to implement 
the recommendations of the Interna¬ 
tional Convention for the Conserva¬ 
tion of Atlantic Tunas (ICCAT). 

DATES: Written comments may be 
submitted on or before May 19, 1978. 
No additional public hearings have 
been scheduled. 


ADDRESS: Written comments may be 
submitted to the Regional Director, 
Northeast Region, National Marine 
Fisheries Service, 14 Elm Street, Glou¬ 
cester, Mass. 01930. 

FOR FURTHER INFORMATION 
AND INSPECTION OF COMMENTS 
RECEIVED CONTACT: 

Mr. William Gordon, Regional Di¬ 
rector, National Marine Fisheries 
Service, 14 Elm Street, Gloucester, 
Mass. 01930, telephone 617-281-3600. 

SUPPLEMENTARY INFORMATION: 

In view of the public interest ex¬ 
pressed in these proposed regulations 
as reflected by the large number of 
comments received, the National 
Marine Fisheries Service (NMFS) has 
decided to extend the comment period 
to assure that any interested party 
will have ample opportunity to com¬ 
ment on the proposed regulations and 
to respond to comments received by 
NMFS. Among the comments included 
in the public file are those received at 
the April 26, 1978 open meeting of the 
advisory Committee to the U.S. Sec¬ 
tion, International Commission for the 
Conservation of Atlantic Tunas, 43 FR 
15510, April 13, 1978. 

Signed this 4th day of May. 1978, at 
Washington. D.C. 

Winfred H. Meibohm. 

Associate Director ; 
National Marine Fisheries Service. 

(FR Doc. 78-12730 Filed 5-9-78; 8:45 am] 
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investigations, committee meetings, agency decisions and rulings, delegations of authority, filing of petitions and applications and agency statements of 
organization and functions are examples of documents appearing in this section. 


[3410-02] 

DEPARTMENT OF AGRICULTURE 

Agricultural Marketing Service 

FLUE-CURED TOBACCO ADVISORY 
COMMITTEE 

Notice of Meeting 

The Flue-Cured Tobacco Advisory 
Committee will meet in the Tobacco 
Division, Agricultural Marketing Serv¬ 
ice, United States Department of Agri¬ 
culture, laboratory, Room 223 Flue- 
Cured Tobacco Cooperative Stabiliza¬ 
tion Corporation, 1306 Annapolis 
Drive, Raleigh, N.C. 27605, at 1 p.m., 
on Thursday, May 25, 1978. 

The purpose of the meeting is to 
advise and counsel the Secretary of 
Agriculture regarding an equitable ap¬ 
portionment of the available tobacco 
inspectors amongst the markets he 
has designated pursuant to the Tobac¬ 
co Inspection Act. 7 U.S.C. 511-511q. 

Matters to be discussed include the 
estimated quantity of tobacco ready 
for market in each marketing area and 
other matters as specified in 7 CFR, 
Part 29. Subpart G. § 29.9404. In addi¬ 
tion. organization structures will be 
discussed to seek overall committee ef¬ 
fectiveness and officers will be elected. 

The meeting is open to the public 
but space and facilities are limited. 
Public participation will be limited to 
written statements submitted before 
or at the meeting unless their partici¬ 
pation Is otherwise requested by the 
Committee Chairman. Persons, other 
than members, who wish to address 
the Committee at the meeting should 
contact Mr. Leonard J. Ford, Acting 
Director, Tobacco Division, Agricultur¬ 
al Marketing Service, 300—12th Street 
SW., United States Department of Ag¬ 
riculture, Washington, D.C. 20250, 
202-447-7235. 

Dated: May 5, 1978. 

William T. Manley. 

Deputy Administrator, 
Marketing Program Operations. 

[FR Doc. 78-12744 Filed 5-9-78: 8:45 ami 


[3410-11] 

Forest Service 

PRAIRIE DOG MANAGEMENT PLAN FOR 
LANDS ADMINISTERED BY THE SUPERVISOR 
OF THE NEBRASKA NATIONAL FOREST 

Availability of Final Environmental Statement 

Pursuant to section 102(2X0 of the 
National Environmental Policy Act of 
1969, the Forest Service, Department 
of Agriculture, has prepared a final 
environmental statement for the Prai¬ 
rie Dog management plan for lands 
administered by the Supervisor of the 
Nebraska National Forest. The Forest 
Service report number is USDA-FS- 
R2-FES(Adm) FY-77-04. 

The environmental statement con¬ 
cerns a proposal to manage prairie 
dogs on lands administered by the Su¬ 
pervisor of the Nebraska National 
Forest. 

The draft environmental statement 
was transmitted to CEQ on June 28, 

1977. 

This final environmental statement 
was transmitted to EPA on May 2, 

1978. 

Copies are available for inspection 
during regular working hours at the 
following locations: 

USDA. Forest Service, South Agriculture 
Building, Room 3230, 12th Street and In¬ 
dependence Avenue SW.. Washington, 
D.C. 20250. 

USDA. Forest Service. 11177 West 8th 
Avenue, P.O. Box 25127, Denver, Colo. 
80225. 

USDA. Forest Service, Nebraska National 
Forest. 270 Pine Street. Chadron. Nebr. 
69337. 

A limited number of single copies 
are available upon request to Law¬ 
rence C. Sutton, Forest Supervisor, 
Chadron, Nebr. 69337. 

Copies of the environmental state¬ 
ment have been sent to various Feder¬ 
al. State, and local agencies as out¬ 
lined in the EPA guidelines. 

Lawrence C. Sutton, 
Forest Supervisor. 

May 2. 1978. 

CFR Doc. 78-12658 Filed 5-9-78: 8:45 am] 


[6320-01] 

CIVIL AERONAUTICS BOARD 

[Dockets 32486 and 32487] 

KODIAK-WESTERN ALASKA AIRLINES 
Acquisition Proceeding; Prehearing Conference 

Notice is hereby given that a pre- 
hearing conference in the above-enti¬ 
tled matter is assigned to be held on 
May 23, 1978, at 10 a.m. (local time), in 
Room 1003, Hearing Room C, Univer¬ 
sal North Building. 1875 Connecticut 
Avenue NW., Washington, D.C., before 
the undersigned administrative law 
judge. 

In order to facilitate the conduct of 
the conference, parties are instructed 
to submit one copy to each party and 
four copies to the judge of (1) pro¬ 
posed statements of issues: (2) pro¬ 
posed stipulations: (3) requests for in¬ 
formation; (4) requests for evidence: 
(5) statements of position: and (6) pro¬ 
posed procedural dates. The Bureau of 
Pricing and Domestic Aviation will cir¬ 
culate its material on or before May 
12, 1978, and all other parties on or 
before May 19, 1978. The submissions 
of ‘Other parties shall be limited to 
points on which they differ with the 
Bureau and shall follow the number¬ 
ing and lettering used by the Bureau 
to facilitate cross-referencing. 

Dated at Washington, D.C., May 4. 
1978. 

Thomas P. Sheehan. 

Administrative Law Judge. 

[FR Doc. 78-12763 Filed 5-9-78: 8:45 ami 


[3510-13] 

DEPARTMENT OF COMMERCE 

National Buroau of Standards 
FOOTWEAR TECHNOLOGY SYMPOSIUM 

The Department of Commerce will 
sponsor a Footwear Technology Sym¬ 
posium as part of an on-going 3-year 
Department of Commerce program to 
help restore the growth and vitality of 
the domestic footwear industry. The 
symposium will be held in the Green 
Auditorium of the Administration 
Building, National Bureau of Stand¬ 
ards, Gaithersburg, Md.. on Thursday 
and Friday, June 1 and June 2, 1978. 
Each day’s proceedings will begin at 9 
a.m. 

The objectives of the symposium are 
to (a) assess manufacturing technol- 
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ogies which may be adapted or devel¬ 
oped to provide a competitive advan¬ 
tage for the U.S. footwear industry 
and (b) develop a specific plan for ac¬ 
tivities that would be appropriate for 
government and industry cooperation. 

Attendees at the symposium will in¬ 
clude representatives from all seg¬ 
ments of industry, including material, 
machinery and component suppliers, 
manufacturers, retailers, and consult¬ 
ing organizations. All interested par¬ 
ties are cordially invited to attend this 
meeting. 

Questions concerning this sympo¬ 
sium or how to register should be di¬ 
rected to Ms. Margery King. Room 
A402, Administration Building, Na¬ 
tional Bureau of Standards, Washing¬ 
ton, D.C. 20234, telephone 301-921- 
3815. 

Dated: May 5, 1978. 

Ernest Ambler, 
Director . 

[FR Doc. 78-12731 Filed 5-9-78; 8:45 am] 


[3510-22] 

National Oceanic and Atmospheric 
Administration 

DONALD B. SINIFF 
Receipt of Application for Permit 

Notice is hereby given that an Appli¬ 
cant has applied in due form for a 
Permit to take and import marine 
mammals as authorized by the Marine 
Mammal Protection Act of 1972 (16 
U.S.C. 1361-1407), and the Regulations 
Governing the Taking and Importing 
of Marine Mammals (50 CFR Part 
216). 

1. Applicant: 

a. Name: Dr. Donald B. Siniff (5D), 
Professor, Department of Ecology and 
Behavioral Biology, University of Min¬ 
nesota. 

b. Address: 108 Zoology Building, 
Minneapolis, Minn. 55455. 

2. Type of permit: Scientific Re¬ 
search. 

3. Name and number of animals: 

Crabeater seals ( Lobodon carcinopha - 

9 u $)—520 per year. 

Leopard seals ( Hydrurga leoptonyx )— 

520 per year. 

Weddell seals ( Leptonychotes wed - 

deZZi)—810 per year. 

Ross seals ( Ommatophoca rosst)—105 

per year. 

4. Type of take: 500 crabeater, 500 
leopard, 800 Weddell, and 100 Ross 
seals will be captured, tagged, 
weighed, measured, toenail removed, 
vaginal smears when appropriate, and 
released on an annual basis. 20 cra¬ 
beater, 20 Leopard, 10 Weddell, and 5 
Ross seals will be sacrificed on an 
annual basis. The project is part of an 
on-going research project on Antarctic 
seals. 


5. Location of activity: Antarctic 
Peninsula and its off-shore islands and 
McMurdo Station. 

6. Period of activity: 3 years. 
Concurrent with the publication of 

this notice in the Federal Register 
the Secretary of Commerce is forward¬ 
ing copies of this application to the 
Marine Mammal Commission and the 
Committee of Scientific Advisors. 

Written data or views, or requests 
for a public hearing on this applica¬ 
tion should be submitted to the Assist¬ 
ant Administrator for Fisheries. Na¬ 
tional Marine Fisheries Service, De¬ 
partment of Commerce, Washington, 
D.C. 20235, on or before June 9. 1978. 
Those individuals requesting a hearing 
should set forth the specific reasons 
why a hearing on this particular appli¬ 
cation would be appropriate. The 
holding of such hearing is at the dis¬ 
cretion of the Assistant Administrator 
for Fisheries. 

All statements and opinions con¬ 
tained in this application are summar¬ 
ies of those of the Applicant and do 
not necessarily reflect the view's of the 
National Marine Fisheries Service. 

Documents submitted in connection 
w T ith the above application are availa¬ 
ble for review in the following offices: 

Assistant Administrator for Fisheries, Na¬ 
tional Marine Fisheries Service, 3300 Whi¬ 
tehaven Street NW., Washington, D.C., 
and 

Regional Director, National Marine Fisher¬ 
ies Service, Northeast Region, Federal 
Building, 14 Elm Street. Gloucester, Mass. 
01930. 

Dated: April 27, 1978. 

Roland Finch, 

Acting Deputy Assistant Director 
or Fisheries Management 

[FR Doc. 78-12728 Filed 5-9-78; 8:45 am) 


[3510-22] 

GULF OF MEXICO FISHERY MANAGEMENT 
COUNCIL 

Mooting Cancellation 

Notice is hereby given that the 
meeting as published in the Federal 
Register, Friday. April 28, 1978, Vol. 
43. No. 83, page 18231, of the Gulf of 
Mexico Fishery Management Council 
scheduled for May 18, 1978, in Tampa, 
Fla., has been canceled. 

Dated: May 4, 1978. 

Winfred H. Meibohm, 
Associate Director, 

National Marine Fisheries Service. 

[FR Doc. 78-12656 Filed 5-9-78; 8:45 am] 


[3510-22] 

GULF OF MEXICO FISHERY MANAGEMENT 
COUNCIL 

Public Mooting With Partially Clotod Session 

Notice is hereby given of a meeting 
of the Gulf of Mexico Fishery Man¬ 
agement Council established by sec¬ 
tion 302 of the Fishery Conservation 
and Management Act of 1976 (Pub. L. 
94-265). 

The meeting will be held Tuesday, 
Wednesday, and Thursday. June 6, 7, 
and 8. 1978. in meeting room 250 of 
the Holiday Inn—Dowmtown, 225 
Church Street, Mobile. Ala. The meet¬ 
ing will convene at 1:30 p.m. On June 6 
and adjourn at about noon on June 8, 
1978. The daily sessions will start at 
8:30 a.m. and adjourn at 5 p.m. except 
as otherwise noted. The meeting may 
be extended or shortened depending 
on progress on the agenda. 

Proposed agenda.—June 6: (1) Man¬ 
agement plans; (2) personnel and ad¬ 
ministrative categories; (3) review of 
foreign fishing applications, if any. 
June 7: (1) Closed session to discuss 
proposals by potential contractors in a 
negotiated procurement for the prepa¬ 
ration of a draft fishery management 
plan; (2) other fishery management 
business. June 8: (1) Other fishery 
management business. 

With the exception of the first 
agenda item on June 7, the meeting is 
open to the public. For Information on 
seating arrangements, changes to the 
agenda, and/or written comments, 
contact: Mr. Wayne E. Swingle, Execu¬ 
tive Director, Gulf of Mexico Fishery 
Management Council, Lincoln Center, 
Suite 881, 5401 West Kennedy Boule¬ 
vard, Tampa, Fla. 33609, telephone 
813-228-2815. 

The closed session is planned for 
8:30 a.m. until 12 noon, but may con¬ 
tinue into the afternoon of June 7, 
1978, to discuss proposals by potential 
contractors in a negotiated procure¬ 
ment for the preparation of a draft 
fishery management plan. 

The Assistant Secretary for Admin¬ 
istration of the Department of Com¬ 
merce, with the concurrence of the 
General Counsel, formally determined 
on May 4, 1978, pursuant to section 
10(d) of Federal Advisory Committee 
Act, that the agenda item covered in 
the closed session may be exempt from 
the provisions of the act relating to 
open meetings and public participa¬ 
tion therein because these items will 
be concerned with matters that are 
within the purview of 5 U.S.C. 552b(c) 
(4), (6), and (9)(B). A copy of the de¬ 
termination is available for public in¬ 
spection and copying in the Public 
Reading Room, Central Reference and 
Record Inspection Facility, Room 
5317, Department of Commerce. 

Dated: May 5. 1978. 

Winfred H. Meibohm, 
Associate Director , 

National Marine Fisheries Service. 

[FR Doc. 78-12657 Filed 5-9-78; 8:45 am] 
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[3510-22] 

NORTH PACIFIC FISHERY MANAGEMENT 

COUNCIL AND ITS SCIENTIFIC AND STATISTI¬ 
CAL COMMITTEE AND ADVISORY PANEL 

Public Mooting With Partially Closod Section 

Pursuant to section 10(a)(2) of the 
Federal Advisory Committee Act. 5 
U.S.C., Appendix, as amended, notice 
is hereby given of: (l)a joint meeting 
of the North Pacific Fishery Manage¬ 
ment Council established by section 
302(a) of the Fishery Conservation 
and Management Act of 1976 (Pub. L. 
94-265), and its Scientific and Statisti¬ 
cal Committee (SSC), and Advisory 
Panel (AP), both established under 
section 302(g) of the act. (2) separate 
meetings of the SSC and AP. 

The SSC and AP will meet separate¬ 
ly on May 24. 1978. The SSC will meet 
in the Council offices. Suite 32. 333 
West 4th Avenue, Post Office Mall 
Building, Anchorage, Alaska, begin¬ 
ning at 9 a.m., to discuss and review 
their report to the Council. 

The AP will meet in the Kenai-Aleu¬ 
tian Room of the Anchorage, West¬ 
ward/Hilton Hotel, 3rd and E Streets, 
Anchorage, Alaska, beginning at 9 
a.m., to discuss and prepare their 
report to the Council. 

The Council and its SSC and AP will 
meet jointly on Thursday and Friday, 
May 25-26, 1978. in the Anchorage/ 
Westward/Hilton Hotel, 3rd and E 
Streets. Anchorage, Alaska. The meet¬ 
ing will convene at 8:30 a.m., and ad¬ 
journ at approximately 5 p.m. The 
meetings may be extended or short¬ 
ened depending upon progress on the 
agenda. The proposed agenda is as fol¬ 
lows: 

May 25 

(1) Executive director's report and 
other Council administrative business; 

(2) reports from Scientific and Statis¬ 
tical Committee and Advisory Panel; 

(3) progress report and update from 
Council’s drafting management plan¬ 
ning teams; (4) closed session to dis¬ 
cuss classified material on prepara¬ 
tions for and actual negotiations in 
connection with the International 
North Pacific Fisheries Commission 
(INPFC). and the International Pacif¬ 
ic Halibut Commission (IPHC) and 
continuing negotiations with the Ca¬ 
nadians; (5) period for public com¬ 
ment; (6) review of foreign fishing ac¬ 
tivities. 


May 26 

(1) Discussions of management 
plans: Tanner crab off Alaska 1978; 
Gulf of Alaska groundfish fishery 
during 1978; commercial troll fisheries 
off the coast of Alaska; Bering Sea 
clam fishery; king crab; and Bering 
Sea groundfish fishery; (2) other 
Council business. 

The SSC and AP meetings will be 
open to the public, as will all but the 
early afternoon of the first day of the 
Council meeting. For information on 
seating arrangements, changes to the 
agenda, and/or written comments, 
contact: Mr. Jim H. Branson, Execu¬ 
tive Director, North Pacific Fishery 
Management Council, P.O. Box 
3136DT, Anchorage, Alaska 99510, 
telephone 907-274-4563. 

A closed session of the Council is 
planned for the early afternoon of the 
first day. May 25, 1978, from 1:30 p.m. 
to 3:30 pjn. to hear and discuss De¬ 
partment of State security classified 
reports concerning preparations and 
actual negotiations in connection with 
the International North Pacific Fish¬ 
eries Commission, the International 
Pacific Halibut Commission, and con¬ 
tinuing negotiations with the Canadi¬ 
ans. 

Only those Councils members and 
staff having security clearances will be 
allowed to attend this closed session. 

The Assistant Secretary for Admin¬ 
istration of the Department of Com¬ 
merce, with the concurrence of its 
General Counsel, formally determined 
on May 4, 1978, pursuant to section 
10(d) of the Federal Advisory Commit¬ 
tee Act. that the agenda items covered 
in the closed session may be exempt 
from the provisions of the act relating 
to open meetings and public participa¬ 
tion therein because these items will 
be concerned with matters that are 
within the purview of 5 U.S.C. 
552b(c)(l) as information which is 
properly classified pursuant to Execu¬ 
tive Order 11652. A copy of the deter¬ 
mination is available for public inspec¬ 
tion and copying in the Public Read¬ 
ing Room, Central Reference and 
Record Inspection Facility. Room 
5317, Department of Commerce. 

Dated: May 5. 1978. 

Winfred H. Meibohm, 
Associate Director , 

National Marine Fisheries Service. 

[FR Doc. 78-12655 Filed 5-9-78: 8:45 ami 


[6315-01] 

COMMUNITY SERVICES 
ADMINISTRATION 

EMERGENCY ENERGY ASSISTANCE PROGRAM 
Funding Declarations 

The Director of the Community Ser¬ 
vices Administration (CSA) has found, 
based on criteria indicated in column* 
(5) of appendix A that Energy Related 
Emergencies have existed since the 
dates indicated in column (3). 

Therefore, eligible grantees who 
cover those areas indicated in column 
(2) will proceed as follows: 

Grantees who receive funds by 
Better of Credit may withdraw and 
expend funds in the amount approved 
in column (4) or that portion of that 
amount which have been granted to 
them under Program Account 80. 
Emergency Energy Assistance pro¬ 
gram; or 

Grantees who normally receive 
checks are being informed that their 
checks are being forwarded by the 
Treasury Department for the total 
amount of the EEAP grant. However, 
these grantees immediately may begin 
obligating funds against this grant in 
the amount appropriated in column 

(4) and from the date indicated in 
column (3). 

Column (3) contains the earliest 
date to our knowledge which provided 
the basis for a finding by the Director 
of CSA that an Energy Related Emer¬ 
gency existed. However, any eligible 
grantee within those areas covered in 
column (2) may submit evidence to 
support the existence of Energy Relat¬ 
ed Emergencies which existed between 
December 31, 1977. and the date given 
in column (3) for a finding by the Di¬ 
rector of CSA. (See CSA Notice 6143- 
7, section 4 or § 1061.51-3 in the Feder¬ 
al Register (43 FR 9476). 

Request for supplemental (addition¬ 
al) funds shall be made in accordance 
with the provisions of section ll.c. of 
CSA Notice 6143-7. 

William W. Allison. 

Director. 


•All references to “column*' refer to ap¬ 
pendix A to this Notice. 


Appendix 


State<s> declared 
( 1 ) 


Areas covered 

( 2 ) 


Emergency declaration date Approved 

allocation 1 

(3) (4) 


Region II: Puerto Rico... 

Region IV: 

Florida 


Municipality of San Juan.— .. Apr. 10. 1978.......——. — 

Commonwealth of Puerto Rico......do.~..~.... 

Counties of: Bay Liberty, Citrus, Franklin. Gilchrist, Apr. 1,1978...— 

Gulf. Jefferson. Lee, Levy. Marion, Sarasota. 

Taylor, and Wakulla. 

Counties of: Collier. Desota. Glades. Hardee. Hendry.do-....... 

Charlotte. Highlands, and Osceola. 


$140,000 

491,000 

81.992 

22,625 


Basis for determination* 
<5) 

4.b.<2Xb) and 4.b.(2Xa>. 
4.b.(2Xd> and 4.b.(2Mc). 

4.b.(2)(a>. 

4.b.<2Xa>. 
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Appendix 


States) declared 

(1) 

Areas covered 

(2) 

Emergency declaration date 

cat 

Approved 
allocation 1 

(4) 

Basis for determination* 

(5) 


Pasco County... 

.. Mar. 22, 1978.. 

7.428 

15,794 

11.132 

9.591 

710.000 

1.005.000 

Ain Ann 

4.b.(2Xa). 

4.b.(2Xa>. 

A h [OVo1 


Broward County. 

.. Apr. 24. 1978....... 


Orange County. 

Apr 26 1978 


Counties of; Holmes. Walton, and Washington. 

.. Apr. 13. 1978. 

i.o.uAaj. 

4.b.(2)ta) and 4.b.(2Xb). 
4b.(2Xa>. 

4.b.(2Xa). 4.b.(2Xc), and 

4.b.(2Xd>. 

A h /*>\j m\ 

Georgia.. 

Entire state. 

Feb 1 1978 

North Carolina...... 

.do...... 

.. Apr 18 1978 

South Carolina. 

.do. 

Apr 28 1978 

Region VIII: 

Colorado.. 

Adams County.... 

Apr 24 1978 

30.000 

84.441 

100.000 

(\c\n 

4.b.(2Xa). 

4.b.(2Xa). 

4.b.(2Xa). 

A h M t anH A K/OUak 


Boulder County...... 

.do....******** 


Pueblo County. 

„ .do. 

Montana........... 

Entire state.. 

Jan. 01 1978 

Region IX; Nevada.—..... 

Washoe County. 

„ Mar 16 1977 

o IU.UUU 

37.500 

i.o.i 11 ana 

4.b.(2X&). 



•For area covered. 

•References CSA notice 6143-7. sec. 1; FR 1061.51-3<b). 

[FR Doc. 78-12561 Filed 5-9-78 8:45 ami 


[6355-01] 

CONSUMER PRODUCT SAFETY 
COMMISSION 

[CPSC Docket No. 78-13 

SPARE PARTS, ET AL 
Prehearing Conference 

In the matter of Spare Parts, a cor¬ 
poration also trading as “Mr. Marty,” 
or under any other name or names 
and Stuart M. Weiser, individually and 
as an officer of the corporation. Flam¬ 
mable Fabrics Act Enforcement Pro¬ 
ceeding. 

On March 27, 1978, the Commission 
authorized the issuance of a complaint 
charging Respondents with having 
manufactured, sold, and delivered in 
commerce, on or before October 30, 
1976, certain girl's sweatshirts under 
the trade names of “Spare Parts” and 
“Mr. Marty,” which failed the accept¬ 
ance criterion of the Standard for the 
Flammability of Clothing Textiles (16 
CFR Part 1610) in violation of section 
3(a) of the Flammable Fabrics Act (15 
U.S.C. 1191, 1192). Respondents were 
also charged with having issued false 
guaranties with respect to the subject 
sweatshirts. Relief was requested in 
the form of an order to cease and 
desist from manufacturing, selling, im¬ 
porting or delivering in commerce said 
sweatshirts and, in addition, that cus¬ 
tomers be notified that these articles 
do not comply with the Standard, may 
be dangerously flammable, and that 
such customers may return the sweat¬ 
shirts to Respondents for replacement 
or a complete refund of the purchase 
price at Respondents' option. On 
March 22. 1978. Respondents filed an 
answer in effect generally denying the 
Principal allegations in the complaint. 

Issue having been joined, a prehear¬ 
ing conference by telephone will be 
neld on Thursday, May 18, 1978, at 
2:30 p.m. (EDST) (11:30 PDST) Involv¬ 


ing the following persons: Gwendolyn 
Crockett, Esq., Complaint Counsel. 
301-492-6632; Lionel Sobel, Esq., 
Counsel for Respondents, 213-272- 
1185; and Paul N. Pfeiffer, Administra¬ 
tive Law Judge. 202-634-7171. 

The agenda for the conference will 
Include a discussion of: 

(1) The scope of issues to be heard; 

(2) Whether there is a need for fur¬ 
ther discovery; 

(3) The names of the witnesses and 
the approximate length of presenta¬ 
tions at the hearing; and 

(4) The time, place, and date of 
public hearing. 

Dated: May 4, 1978. 

Paul N. Pfeiffer, 
Administrative Law Judge . 

[FR Doc. 78-12698 Filed 5-9-78; 8:45 am] 


[3810-70] 

DEPARTMENT OF DEFENSE 

Offlc# of Mit Secretary 

DEFENSE SCIENCE BOARD TASK FORCE ON 
SOVIET MISSILE DEFENSE 

Advisory Committee Meeting 

The Defense Science Board Task 
Force on Soviet Missile Defense will 
meet In closed session May 23, 24, and 
25, 1978 at the Offices of the Institute 
for Defense Analyses, Arlington, Va. 

The mission of the Defense Science 
Board is to advise the Secretary of De¬ 
fense and the Under Secretary of De¬ 
fense for Research and Engineering on 
overall research and engineering 
policy and to provide long-range guid¬ 
ance to the Department of Defense in 
these areas. 

The Task Force will review Soviet 
activities in ballistic missile defense 
and related subjects and will provide 
recommendations for appropriate U.S. 
responses. 


In accordance with section KKd) of 
Appendix I, Title 5. United States 
Code, it has been determined that this 
Task Force meeting concerns matters 
listed in section 552b<c) of Title 5, of 
the United States Code, specifically 
subparagraph (1) thereof, and that ac¬ 
cordingly this meeting will be closed to 
the public. 

Maurice W. Roche, 
Director , Correspondence and 
Directives, DOD/WHS. 

May 5, 1978. 

(FR Doc. 78-12702 Filed 5-9-78; 8:45 ami 


[6740-02] 

DEPARTMENT OF ENERGY 

Federal Energy Regulatory Committion 

[Docket Nos. ER-77-551 and ER-77-485] 

CAROLINA POWER A LIGHT CO. 

Order Denying Jelnt Motion Te Sever 
Proceedings 

May 1,1978. 

On October 1, 1977, pursuant to the 
provisions of the Department of 
Energy Organization Act (DOE Act), 
Pub. L. 95-91, 91 Stat. 565 (Aug. 4, 
1977) and Executive Order No. 12009, 
42 FR 46267 (Sept. 15. 1977), the Fed¬ 
eral Power Commission ceased to exist 
and its functions and regulatory re- 
ponsibilities were transferred to the 
Secretary and the Federal Energy 
Regulatory Commission (FERC) 
which, as an independent commission 
within the Department of Energy, was 
activated on October 1,1977. 

The “saving provisions” of section 
705(b) of the DOE Act provide that 
proceedings pending before the FPC 
on the date the DOE Act takes effect 
shall not be affected and that orders 
shall be issued In such proceedings as 
if the DOE Act had not been enacted. 
All such proceedings shall be contin- 
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ued and further actions shall be taken 
by the appropriate component of DOE 
now responsible for the function 
under the DOE Act and regulations 
promulgated thereunder. The func¬ 
tions which are the subject of these 
proceedings were specifically trans¬ 
ferred to the FERC by section 
402(a)(2) of the DOE Act. 

The joint regulation adopted on Oc¬ 
tober 1. 1977 by the Secretary and the 
FERC entitled “Transfer of Proceed¬ 
ings to the Se creta ry of Energy and 

the FERC.*' 10 CFR-. provided that 

this proceeding would be continued 
before the FERC. The FERC takes 
action in this proceeding in accordance 
with the above-mentioned authorities. 

On January 30, 1978, the Carolina 
Power & Light Co. and the City of 
Fayetteville, N.C., filed a Joint Motion 
of Carolina Power & Light Company 
and the City of Fayetteville, North 
Carolina to Sever Proceedings. The 
above designated dockets were consoli¬ 
dated for hearing in an order issued 
January 19, 1978, by this Commission. 
The filing by Carolina Power & Light 
Co. (CP&L), concerns a filing made 
here on June 29. 1977 for proposed in¬ 
creased rates and charges for jurisdic¬ 
tional sales to 18 REA cooperatives, 24 
municipals and 2 privately-owned cus¬ 
tomers. The filing would increase 
CP&L’s revenues by $1,418,214 or 7.5% 
based upon the 12-month period 
ending December 31, 1977. Pursuant to 
this Commission's order issued on July 
19, 1977, the proposed increased rates 
and charges were suspended and use 
thereof deferred until December 29. 
1977, when they were to become effec¬ 
tive subject to refund. On July 12, 
1977, this Commission granted inter¬ 
vention to North Carolina Electric 
Membership Corp., Four County Elec¬ 
tric Membership Corp., Electricities of 
North Carolina, and the Cities of Ben- 
nettsville. and Camden. S.C. The City 
of Fayetteville, N.C. (Fayetteville) is 
receiving energy from CP&L under 
the filing in Docket No. ER77-485. 

On August 3, 1977, CP&L tendered 
for filing an amendment to Rate 
Schedule FPC No. 102 and at the same 
time filed a Notice of Cancellation of 
its Rate Schedule FTC No. 93. Rate 
Schedule No. 102 provides that Fay¬ 
etteville will receive partial require¬ 
ments service as opposed to firm serv¬ 
ice heretofore provided by CP&L. This 
change was proposed to accomodate 
the operation of Fayetteville’s five 
new combustion turbines. The amend¬ 
ed schedule further provides for back¬ 
up service by CP&L for emergency 
contingencies and for the purchase by 
SP&L of available capacity from the 
City. This filing was designated 
Docket No. ER77-551. 

In the Commission's order of Janu¬ 
ary 19, 1978, the filing in Docket No. 
ER77-551 was accepted as of June 19, 
1977, and suspended for one day to 


become effective, subject to refund, on 
June 20, 1977. The order also provided 
that Docket Nos. ER77-485 and ER77- 
551 should be consolidated for hearing 
and determination puposes. Procedur- 
ally, several pre-hearing conferences 
have been held and the hearing is now 
set to commence on June 5, 1978, in 
the consolidated proceedings. The 
Company has filed testimony. Staff is 
due to file testimony on May 1, 1978, 
and the Intervenors must file testimo¬ 
ny on May 11, 1978. 

The Joint Motion filed by CP&L and 
Fayetteville for severance of these two 
dockets asserts that the Commission 
was in error in its order of January 19, 
1978, in finding that there were 
common questions of law and fact in 
these two dockets. The joint petition¬ 
ers suggest that no commonality 
exists. They contend that the proceed¬ 
ing in ER77-485 is a general rate in¬ 
crease filing applicable to jurisdiction¬ 
al sales to the CP&L’s 44 wholesale 
customers including Fayetteville. They 
believe that the issues are much 
broader than those contained in 
Docket No. F2177-551. For example, 
they note that questions involving rate 
of return, working capital, rate design, 
and depreciation are Involved. 

CP&L and Fayetteville submit that 
the only issue raised in Docket No. 
ER77-551 is the reserve obligation of 
Fayetteville. This concerns the use of 
Fayetteville’s five generating units 
and those other units which are 
planned for the purpose of reliable 
peak shaving capacity. They contend 
that early resolution of the proceeding 
in Docket No. ER77-551 is essential. 
They note that Fayetteville now has 5 
oil fired gas turbine generating units 
and is installing a sixth unit at this 
time. It also has on order two addition¬ 
al units. They believe that the Com¬ 
mission’s decision on the issue of 
Fayetteville’s reserve obligation in 
Docket No. ER77-551. if tied to the 
general rate increase litigation in 
ER77-485 for a prolonged period of 
time, will present Fayetteville with 
tw'o unattractive alternatives concern¬ 
ing its construction program. The City 
can hold its plans in abeyance with a 
result that its proposed construction 
will be considerably behind schedule if 
the Commission ultimately approves 
the required reserve obligation in 
Docket No. ER77-551. On the other 
hand, Fayetteville can move ahead 
with the additional construction and 
risk an adverse Commission determi¬ 
nation on the reserve capacity issue in 
the combined proceeding. They believe 
that the Commission’s decision on the 
issue in Docket No. F2177-551 should 
be made in advance of the resolution 
of the general rate increase sought in 
ER77-485. Consequently, they seek 
severance of the two proceedings. 

A response in Opposition To The 
Joint Motion was filed by the North 


Carolina Membership Corp. (NCMC) 
and Four County Electric Membership 
Corp. (Four County EMC). These Coo¬ 
peratives based their opposition to the 
motion to sever upon two arguments. 
First, they believe that the rates filed 
by CP&L in Docket No. ER77-485 
apply to Fayetteville except as altered 
by section 3 of Amendment To Service 
Agreement Between City of Fayette¬ 
ville and Carolina Power & Light Co. 
which is a part of the filing in Docket 
No. ER77-551. They contend that to 
determine proper allocation of rate 
base, demand, energy, and other cost 
of service items in the jurisdictional 
rate case, it is necessary to determine 
how section 3 of the Amendment in 
Docket No. ER77-551 impacts upon 
those items. They argue that the only 
way to establish a proper record is to 
have all of the Fayetteville informa¬ 
tion available as part of Docket No. 
ER77-485, and the most expeditious 
way of accomodating this, is to hear 
the consolidated proceeding. 

Secondly, the Cooperatives have an 
interest in the Commission’s determi¬ 
nation of power reserve levels for Fay¬ 
etteville inasmuch as it has an impact 
upon demand and other cost of service 
allocations in Docket No. ER77-485. 

Examination of section 3 of the 
Amendment to Rate Schedule FPC 
No. 102 concerning Fayetteville indi¬ 
cates that the City’s demand and 
energy determination calculated under 
the proposed rate in Docket No. ER77- 
485 could be affected when its new 
units are implemented to produce 
peak shavings. The City appears to be 
changing from a full requirements cus¬ 
tomer to a partial requirements cus¬ 
tomer. The matter should be deter 
mined in conjunction with the full 
gambit of rate issues raised in Docket 
No. ER77-485. 

Moreover, the plea by CP&L and 
Fayetteville on the urgency for decid¬ 
ing the issues in Docket No. ER77-551 
because of construction plans does not 
coincide with the realities of the pro¬ 
cedural time span now set in this con¬ 
solidated proceeding. The hearing is to 
commence on June 5. 1978. All dates 
for the filing of testimony are set. It 
appears that should ER77-551 be sev¬ 
ered and set for separate hearing, an 
unreasonable delay would be forth¬ 
coming. Severance would require that 
Docket No. ER77-551 be heard some¬ 
time after the consolidated proceeding 
would commence. We see no value in 
delaying a hearing in order to ostensi¬ 
bly decide the issues earlier. 

The Presiding Administrative Law 
Judge shall hear the issues in the con¬ 
solidated proceeding. If, after testimo¬ 
ny is completed he believes that an im¬ 
mediate initial decision solely on the 
issues in Docket No. ER77-551 are in 
the public interest, he may do so. fol¬ 
lowed by his initial decision on the 
balance of the issues raised in Docket 
No. ER77-485. 
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The Commission finds: Good cause 
exists to deny the Joint Motion to 
sever the consolidated proceedings in 
Docket Nos. ER77-485 and ER77-551, 

The Commission orders: (A) The 
Joint Motion of Carolina Power & 
Light Co. and the City of Fayetteville 
to Sever Proceedings is hereby denied. 

(B) The Secretary shall cause 
prompt publication of this order to be 
made in the Federal Register. 

By the Commission. 

Lois D. Cashell. 

Acting Secretary. 

[FR Doc. 78-12670 Filed 5-9-78; 8:45 ami 


[6740-02] 

[Docket No. ER78-3271 

CENTRAL HUDSON GAS & ELECTRIC CORP. 
Notice of Roto Filing 

May 1. 1978. 

Take notice that on April 24, 1978. 
Central Hudson Gas <fe Electric Corp. 
(Central Hudson) tendered for filing 
its development of actual costs for 
1977 related to substation service pro¬ 
vided to Consolidated Edison Co. of 
New York, Inc. (Con Edison) in ac¬ 
cordance with the Provisions of its 
Rate Schedule FERC No. 43. 

Central Hudson indicates that the 
actual cost for 1977 amounted to 
$294,417 and will be the basis on 
which estimated charges for 1978 will 
be billed. 

Central Hudson requests waiver of 
the notice requirements set forth in 18 
CFR 35.11 of the Regulations to 
permit charges to become effective 
January 1 . 1978. as agreed by the par¬ 
ties. 

Central Hudson states that a copy of 
its filing was served on Con Edison. 

Any person desiring to be heard or 
to protest said application should file 
a petition to intervene or protest with 
the Federal Energy Regulatory Com¬ 
mission. 825 North Capitol Street, 
Northeast, Washington. D.C. 20426. in 
accordance with 18 CFR 1.8 and 1.10. 
Ail such petitions or protests should 
^ filed on or before May 15. 1978. 
Protests will be considered by the 
Commission in determining the appro¬ 
priate action to be taken, but will not 
serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this filing are on 
file with the Commission and are 
available for public inspection. 

Kenneth F. Plumb. 

Secretary. 

(FR Doc. 78-12677 Filed 5-9-78; 8:45 ami 


[6740-02] 

_ [Docket No. CP73-329] 

CHATTANOOGA GAS CO. 

Propotad PGA Raft Adjustment 

May 1. 1978. 

Take notice that on April 24. 1978. 
Chattanooga Gas Co., a division of Ju¬ 
piter Industries, Inc. (Chattanooga), 
tendered for filing proposed changes 
to Original Volume No. 1 of its FERC 
Gas Tariff to be effective on May 1, 
1978, consisting of the following re¬ 
vised tariff sheets: 

Twenty-Eighth Revised Sheet No. 6 

Chattanooga states that the sole 
purpose of this Revised Tariff Sheet is 
to adjust Chattanooga's LNG rates 
pursuant to the PGA Provision in Sec¬ 
tion 5 of the General Terms and Con¬ 
ditions of its Gas Tariff to reflect the 
underlying PGA rate changes filed for 
by East Tennessee Natural Gas Co. 
(East Tennessee) in Docket No. RP78- 
12 and Southern Natural Gas Co. 
(Southern) in Docket No. RP73-64. 

The Twenty-Eighth Revised Tariff 
Sheet reflects a current increase tn the 
LNG rates of 2.8 cents per MMBtu 
and a cumulative increase of $1,243 
per MMBtu. 

Chattanooga requests that its 
Twenty-Eighth Revised Sheet No. 6 be 
made effective on May 1. 1978, the 
proposed effective date of the underly¬ 
ing Increase by East Tennessee. 

Southern Natural filed revised PGA 
rates which have been accepted by 
FERC and permitted to become effec¬ 
tive on January 2. 1978. Southern Nat¬ 
ural originally placed Into effect a 
PGA rate with an effective date of 
January 1. 1978. This original filing 
was accepted by FERC conditioned 
upon Southern Natural's filing revised 
tariff sheets to reflect reductions in 
the rates of United and Sea Robin. 
Southern Natural's revised rates effec¬ 
tive January 12. 1978 are included in 
this filing. The Commission did not 
take any action on the one-day rate of 
January 1, 1978. Chattanooga states 
that it has not made any sales of LNG 
during the period of time that South¬ 
ern Natural's original January 1, 1978. 
rates have been in effect and therefore 
no refunds are due to its customers. 

Chattanooga states that copies of 
the filing have been mailed to all of its 
jurisdictional customers. 

Any person desiring to be heard or 
to protest said filing should file a peti¬ 
tion to intervene or protest with the 
Federal Energy Regulatory Commis¬ 
sion, 825 North Capitol Street NE. f 
Washington, D.C. 20426, in accordance 
with sections 1.8 and 1.10 of the Com¬ 
mission's Rules of Practice and Proce¬ 
dure (18 CFR 1.8, 1.10). All such peti¬ 
tions or protests should be filed on or 
before May 15, 1978. Protests will be 


considered by the Commission in de¬ 
termining the appropriate action to be 
taken, but will not serve to make prot¬ 
estants parties to the proceeding. Any 
person wishing to become a party 
must file a petition to intervene. 
Copies of this filing are on file with 
the Commission and are available for 
public inspection. 

Kenneth F. Plumb, 
Secretary. 

CFR Doc. 78-12678 Filed 5-9-78; 8:45 aral 


[6740-02] 

(Docket No. CP76-3791 
COLORADO INTERSTATE GAS CO. 

Petition To Amand 

May 1. 1978. 

On October 1, 1977, pursuant to the 
provisions of the Department of 
Energy Organization Act (DOE Act), 
Pub. L. 95-91, 91 Slat. 565 (August 4. 
1977), and Executive Order No. .12009, 
42 FR 46267 (September 15. 1977), the 
Federal Power Commission (FPC) 
ceased to exist and its functions and 
regulatory responsibilities were trans¬ 
ferred to the Secretary of Energy and 
the Federal Energy Regulatory Com¬ 
mission (FERC) which, as an inde¬ 
pendent commission within the De¬ 
partment of Energy, was activated on 
October 1. 1977. The functions which 
are the subject of this proceeding were 
specifically transferred to the FERC 
by Section 402(a)(1) or 402(a)(2) of the 
DOE Act. 

Take notice that on April 24, 1978, 
Colorado Interstate Gas Co. (Petition¬ 
er), P.O. Box 1087, Colorado Springs. 
Colo. 80944, filed in Docket No CP76- 
379 a petition to amend the order of 
the FTC in said docket issuing a certif¬ 
icate of public convenience and neces¬ 
sity pursuant to section 7(c) of the 
Natural Gas Act by further authoriz¬ 
ing Petitioner to construct and operate 
a tail gas cleanup facility at Petition¬ 
er’s Table Rock sweetening plant in 
Sweetwater County, Wyo., all as more 
fully set forth in the petition to 
amend on file with the Commission 
and open to public inspection. 

By order of February 28, 1977, in the 
instant docket Petitioner was author¬ 
ized to construct and operate, inter 
alia, the Table Rock sweetening plant. 
In the instant petition Petitioner 
states that at the time the certificate 
application was filed with the FPC, 
Petitioner understood that review of 
‘Prevention of Significant Deteriora¬ 
tion of Air Quality and Permits for 
Construction of New Source Facilities" 
was under the jurisdiction of the state 
of Wyoming. Department of Environ¬ 
mental Quality and that on August 25, 
1976, Petitioner received a permit 
from that body authorizing the con¬ 
struction and operation of the sweet- 
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ening plant. Petitioner states further 
that it has since been advised that the 
Environmental Protection Agency 
(EPA) had retained jurisdiction over 
sulfur recovery plants pursuant to 40 
CFR 52.2630 and that Petitioner 
should have applied to and received a 
permit from the EPA prior to con¬ 
struction of the facility. 

Petitioner states that the EPA has 
granted Petitioner conditional approv¬ 
al for construction and operation of 
the sweetening plant provided that Pe¬ 
titioner take action to comply with 
EPA’s final determination of “Best 
Available Control Technology” which 
limits sulfur dioxide emission levels to 
1,350 parts per million by volume, dry 
and oxygen-free. Accordingly. Peti¬ 
tioner now requests the Commission to 
amend the order issuing a certificate 
of public convenience and necessity by 
authorizing the construction and oper¬ 
ation of a tail gas cleanup facility, in¬ 
cluding mandated monitoring instru¬ 
mentation, at the sweetening plant to 
limit the sulfur dioxide emission level, 
which presently exceeds the level pre¬ 
scribed by the EPA, to that found to 
be required by the EPA. The addition¬ 
al facilities are estimated to cost 
$2,821,000. 

Any person desiring to be heard or 
to make any protest with reference to 
said petition to amend should on or 
before May 22, 1978. file with the Fed¬ 
eral Energy Regulatory Commission, 
Washington, D.C. 20426. a petition to 
intervene or a protest in accordance 
with the requirements of the Commis¬ 
sion’s Rules of Practice and Procedure 
(18 CFR 1.8 or 1.10) and the Regula¬ 
tions under the Natural Gas Act (18 
CFR 157.10). All protests filed with 
the Commission will be considered by 
it in determining the appropriate 
action to be taken but will not serve to 
make the protestants parties to the 
proceeding. Any person wishing to 
become a party to a proceeding or to 
participate as a party in any hearing 
therein must file a petition to inter¬ 
vene in accordance with the Commis¬ 
sion’s Rules. 

Kenneth F. Plumb, 
Secretary. 

CFR Doc. 78-12681 Filed 5-9-78; 8:45 am] 


[6740-02] 

(Docket No. CP78-292] 

COLORADO INTERSTATE GAS CO. 

Notic* of AppUcotion 

May 3. 1978. 

Take notice that on April 17, 1978, 
Colorado Interstate Gas Co. (Appli¬ 
cant), P.O. Box 1087, Colorado 
Springs, Colo. 80944, filed in Docket 
No. CP78-292 an application pursuant 
to section 7 of the Natural Gas Act for 
a certificate of public convenience and 
necessity authorizing the construction 


and operation of four 2,700-horsepow¬ 
er gas compressors at its existing Wat¬ 
kins Station located approximately 10 
miles east of Denver, Colo., and for 
permission and approval to abandon 
the existing 1,100-horsepower storage 
injection compressor unit at the Wat¬ 
kins Station, all as more fully set forth 
in the application on file with the 
Commission and open to public inspec¬ 
tion. 

Applicant states that the pattern of 
gas flow on its transmission system 
has traditionally been inward, that is. 
from gas supply sources in Texas, 
Oklahoma, Kansas, Colorado, and Wy¬ 
oming to its major market areas cen¬ 
tered on Denver and other points 
along the Front Range in Colorado. 
Applicant further states that gas pro¬ 
duction from the Texas Panhandle 
Field and other Southern System 
supply areas has declined over recent 
years, and the steady decline is appar¬ 
ently irreversible. On the other hand, 
from the time Applicant’s Wyoming 
Line was constructed in 1956 for the 
initial purpose of making gas pur¬ 
chases from Northwest Pipeline Corp. 
(then El Paso Natural Gas Co.), the 
Wyoming area has steadily increased 
in importance to Applicant as a supply 
source, it is said. As a consequence, the 
volumes available from the Wyoming 
Line at Watkins are projected to 
exceed the local market and storage 
injection requirements in the Denver 
area, particularly during the summer 
months, and gas will have to be back- 
flowed to Applicant’s Southern 
System, it is indicated. 

The application states that the tra¬ 
ditional inward pattern of Applicant’s 
system gas flows terminating at 
Denver delivery points began shifting 
about a dozen years ago with the flow¬ 
ing of volume* south from Watkins 
Junction, near Denver, and that in fol¬ 
lowing years, there wa* no design day 
flow into Denver from the Campo- 
Colorado Springs-Denver Line, and 
that Applicant began transporting gas 
south from Wat kin* to meet the re¬ 
quirements at the New Cherry Creek 
Meter Station in 1967-1968 with a 
peak day design volume of approxi¬ 
mately 90,000 Mcf per day. It is stated 
that since then, design day volumes 
dispatched south from Watkins have 
increased until the normal null point 
(the point at which gas flows from the 
north and south meet) on the Campo- 
Colorado Springs-Denver Line now lies 
somewhere between Colorado Springs 
and Pueblo, varying seasonally. Appli¬ 
cant indicates that it commenced sum¬ 
mertime backflowing of transportation 
and exchange volumes for Panhandle 
Eastern Pipe Line Co. (PEPL) in 1973, 
and that it transports limited volumes 
of Wattenberg Field exchange gas 
southeast from Watkins to its Lakin 
Compressor Station for redelivery to 
PEPL. 


Applicant states that as a result of 
its continuing success in adding new 
gas from Wyoming Line supply 
sources, the continued decline in avail¬ 
ability of gas from Southern System 
sources, and the requirement to back- 
flow transportation volumes. Appli¬ 
cant must add facilities to maintain 
operational flexibility and accommo¬ 
date the continued turnaround from 
the traditional inward flow to the 
backflow situation. 

Applicant Indicates that in order to 
reverse the flow of gas on its Southern 
System it would be necessary to con¬ 
struct, install, and operate four 2,700 
horsepower gas compressors at the ex¬ 
isting Watkins Station. The total esti¬ 
mated cost of the proposed facilities is 
$8,505,000, which cost Applicant would 
finance from funds on hand, funds 
from operations, short-term borrow¬ 
ings, or long-term financing. 

The application states that the Wat¬ 
kins Station, where the proposed gas 
compression is to be located, is situ¬ 
ated at a critical junction on Appli¬ 
cant's transmission system where gas 
is received from the Wyoming main 
line, the Southern System, Northeast 
Colorado, and PEPL, and that normal¬ 
ly, storage volumes are either received 
at Watkins from, or dispatched to, the 
Fort Morgan and Latigo Storage 
Fields. Applicant states that the pro¬ 
posed facilities at Watkins Station are 
an essential step in the continued effi¬ 
cient operation of its system for the 
following reasons: 

1. The quantity of gas available from Wy¬ 
oming Line sources under purchase and 
transportation agreements continues to in¬ 
crease relative to that available from South¬ 
ern System sources. Consequently, signifi¬ 
cant volumes of Wyoming Line gas must be 
compressed at and transported away from 

. Watkins and the Denver area. 

2. Additional compression is required to 
inject gas into the Fort Morgan Storage 
Field. 

3. Higher thermal content gas from Wyo¬ 
ming Line sources must be transported to 
Campo Junction in southeast Colorado so 
that Applicant can meet the Btu require¬ 
ments of its tarLff on the Campo-Colorado 
Springs-Denver Line. 

Applicant also proposes to retire, 
abandon from gas storage injection 
service, and place in stock for future 
use an 1,100-horsepower gas compres¬ 
sor located at Watkins Station. Appli¬ 
cant states that it proposes to abandon 
the gas compressor from service after 
the new compressor units proposed 
herein have been placed in service. It 
is indicated that the existing 1.100- 
horsepower centrifugal compressor 
unit is not adequate to handle expect¬ 
ed storage injection volumes under the 
1979 design conditions, and that the 
operation of the existing unit has not 
been satisfactory. 

Applicant indicates that the pro¬ 
posed gas compression at Watkins ‘sta¬ 
tion would also serve an operational 
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purpose in that high-Btu gas from the 
Wyoming Line must be transported to 
Campo Junction so that the gas which 
flows in the Campo-Pueblo-Colorado 
Springs pipeline would meet the heat 
content requirements of Applicants 
tariff. The ratio of higher Btu Mocane 
Field gas to lower Btu Keyes Field gas 
available at Campo is declining and is 
projected to continue to do so in the 
foreseeable future: thus, the gas com¬ 
pression facilities proposed would 
enable Applicant to deliver additional 
high-Btu gas to Campo in order to 
meet its tariff provisions, it is asserted. 

Applicant states that substantial vol¬ 
umes of gas are expected to be deliv¬ 
ered to Watkins under exchange ar¬ 
rangements with PEPL and Cities 
Service Gas Co. (Cities). 

The application states that several 
of Applicant’s contracts for the pur¬ 
chase of gas from producers in Colora¬ 
do contain provisions which prohibit 
the transportation of such gas in in¬ 
terstate commerce. Such gas pur¬ 
chases are not now purchases in inter¬ 
state commerce, but might become so 
upon commencement of the backflow¬ 
ing operations proposed herein unless 
alternative delivery arrangements are 
made In the interim, it is stated. Appli¬ 
cant states that it is currently negoti¬ 
ating with certain producers to revise 
such contract provisions and is also 
studying alternative means of deliver¬ 
ing such gas to market. 

Any person desiring to be heard or 
to make any protest with reference to 
said application should on or before 
May 23. 1978. file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, a petition to 
intervene or a protest in accordance 
with the requirements of the Commis¬ 
sion’s Rules of Practice and Procedure 
(18 CFR 1.8 or 1.10) and the Regula¬ 
tions under the Natural Gas Act (18 
CFR 157.10). All protests filed with 
the Commission will be considered by 
it in determlng the appropriate action 
to be taken but will not serve to make 
the protestants parties to the proceed¬ 
ing. Any person wishing to become a 
party to a proceeding or to participate 
as a party in any hearing therein must 
file a petition to intervene in accord¬ 
ance with the Commission's Rules. 

Take further notice that, pursuant 
to the authority contained in and sub¬ 
ject to the jurisdiction conferred upon 
the Federal Energy Regulatory Com¬ 
mission by Sections 7 and 15 of the 
Natural Gas Act and the Commission's 
Rules of Practice and Procedure, a 
nearing will be held without further 
notice before the Commission on this 
application if no petition to intervene 
is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate and permission and 
approval for the proposed abandon¬ 
ment are required by the public con¬ 


venience and necessity. If a petition 
for leave to intervene is timely filed, or 
if the Commission on its own motion 
believes that a formal hearing is re¬ 
quired, further notice of such hearing 
will be duly given. 

Under the procedure herein pro¬ 
vided for, unless otherwise advised, it 
will be unnecessary for Applicant to 
appear or be represented at the hear¬ 
ing. 

Kenneth F. Plumb, 
Secretary. 

CFR Doc. 78-12682 Filed 5-9-78; 8:45 am) 


[ 6740 - 02 ] 

[Docket No. RP78-511 

COLORADO INTERSTATE GAS CO. 

Order Accepting for Filing end Suspending 
Proposed Rate Increase, Initiating Hoaring, 
Establishing Procedures, and Granting Inter¬ 
ventions 

May 1, 1978. 

On March 31, 1978, Colorado Inter¬ 
state Gas Co. (CIG) tendered for filing 
in the captioned docket proposed 
changes to its FERC Gas Tariff 1 
which would increase its jurisdictional 
revenues by $12,147,530 based on costs 
and sales volumes for the 12 months 
ended December 31, 1977, as adjusted 
for known and measurable changes 
through September 30, 1978. CIG re¬ 
quests that the proposed changes be 
permitted to become effective on May 
1, 1978. For the reasons stated below, 
the Commission shall accept the pro¬ 
posed rate increase for filing, suspend 
it for five months, and set the matter 
for hearing. 

Public notice of CIG’s filing was 
issued on April 5, 1978, providing for 
protests or petitions to intervene to be 
filed on or before April 24. 1978. 
Timely petitions to intervene were 
filed by Cities Service Gas Co., 
Kansas-Nebraska Natural Gas Co.. 
Inc., Public Service Co. of Colorado, 
Western Slope Gas Co., Cheyenne 
Light, Fuel & Power Co., the city and 
county of Denver, Colo., the city of 
Colorado Springs, Colo., Citizens Utili¬ 
ties Co., and Peoples Natural Gas Divi¬ 
sion of Northern Natural Gas Co. A 
notice of intervention was filed by The 
Public Utilities Commission of the 
State of Colorado. The above-men¬ 
tioned petitioners have demonstrated 
an interest in this proceeding which 
warrants their participation. The peti¬ 
tions to intervene shall therefore be 
granted. 

CIG states that the principal rea¬ 
sons for its proposed rate increase are 
(1) the addition to its gas plant of new 


•Twenty-first Revised Sheet No. 5. 
Twenty-first Revised Sheet No. 6, Second 
Revised Sheet No. 198, and Second Revised 
Sheet No. 262 to Second Revised Volume 
No. 1 of CIG's FERC Gas Tariff. 


facilities, (2) increased labor and oper¬ 
ating costs, and (3) the need for an in¬ 
creased rate of return. CIG claims an 
increased rate of return of 11.04 per¬ 
cent overall, including a 15.75 percent 
return on common equity. 

Based on a review of CIG’s filing 
herein, the Commission finds that the 
proposed higher rates have not been 
shown to be just and reasonable and 
may be unjust, unreasonable, unduly 
discriminatory, or otherwise unlawful. 
Accordingly, the Commission shall 
accept CIG’s proposed rate increase 
for filing, suspend its use for five 
months or until October 1. 1978, when 
it shall be permitted to become effec¬ 
tive, subject to refund, and shall set 
the matter for hearing, as hereinafter 
conditioned. 

Review of CIG’s filing Indicates that 
CIG has included therein costs associ¬ 
ated with certain facilities which have 
not been certificated and placed in 
service at this time. Based on the an¬ 
ticipation that all such facilities will 
be certificated and placed In service by 
September 30, 1978, CIG requests 
waiver of the provisions of section 
154.63(e)(2)(H) of the the Regulations 
to permit the costs associated with the 
uncertificated facilities and services to 
be reflected in this filing. Such waiver 
shall be granted on the condition that 
CIG shall file revised rates and sup¬ 
porting materials reflecting the elimi¬ 
nation of all costs associated with fa¬ 
cilities not placed in service by Octo¬ 
ber 1. 1978, the effective date of the 
rates suspended by this order. 

The Commission finds: It is neces¬ 
sary and proper in the public interest 
and in carrying out the provisions of 
the Natural Gas Act that the Commis¬ 
sion enter upon a hearing concerning 
the lawfulness of the rates proposed 
by CIG and that the same be accepted 
for filing and suspended as hereinafter 
ordered. 

The Commission orders: (A) Pursu¬ 
ant to the authority of the Natural 
Gas Act. particularly sections 4, 5, 8. 
and 15 thereof, and the Commission's 
rules and regulations, a public hearing 
shall be held concerning the lawful¬ 
ness of the increased rates proposed 
by CIG. 

(B) Pending hearing and decision, 
CIG’s proposed rate increase is accept¬ 
ed for filing and suspended until Octo¬ 
ber 1, 1978, when it shall be permitted 
to become effective, subject to refund, 
upon motion filed by CIG in accord¬ 
ance with the provisions of the Natu¬ 
ral Gas Act. 

(C) The provisions of section 
154.63(e)(2)(ii) of the Regulations are 
waived to permit CIG’s filing to reflect 
the Inclusion of costs associated with 
presently uncertificated facilities, on 
the condition that CIG shall file re¬ 
vised tariff sheets on or before Octo¬ 
ber 1, 1978. reflecting the elimination 
of all costs Included in the proposed 
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rates associated with facilities not 
placed in service by October 1. 1978. 
CIG shall also submit supplemental 
cost and revenue data reflecting the 
elimination of such costs from its cost 
of service. 

(D) The Commission Staff shall pre¬ 
pare and serve top sheets on all parties 
on or before September 1, 1978. 

(E) A Presiding Administrative Law 
Judge, to be designated by the Chief 
Administrative Law Judge for that 
purpose (18 CFR 3.5(d)), shall convene 
a settlement conference in this pro¬ 
ceeding to be held within 10 days after 
the service of top sheets by the staff, 
in a hearing or conference room of the 
Federal Energy Regulatory Commis¬ 
sion, 825 North Capitol Street NE., 
Washington, D.C. 20426. The Presid¬ 
ing Administrative Law Judge is au¬ 
thorized to establish such further pro¬ 
cedural dates as may be necessary and 
to rule upon all motions (except mo¬ 
tions to consolidate, sever, or dismiss), 
as provided for in the rules of practice 
and procedure. 

(F) The above noted petitioners to 
intervene are permitted to intervene 
in this proceeding subject to the Com¬ 
mission’s rules and regulations; Pro¬ 
vided, however , That the participation 
of the intervenors shall be limited to 
matters affecting asserted rights and 
interests specifically set forth in the 
petitions to intervene; and Provided, 
further. That the admission of such in¬ 
tervenors shall not be construed as 
recognition that they might be ag¬ 
grieved by any order entered in this 
proceeding. 

(G) The Secretary shall cause 
prompt publication of this order in the 
Federal Register. 

By the Commission. Commissioner 
Holden voted present. 

Lois D. Cashell, 
Acting Secretary . 

[FR Doc. 78-12683 Piled 5-9-78; 8:45 am] 
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[Docket No. CP77-2821 

COLUMBIA GAS TRANSMISSION 

Ordar Amending Order Issuing Certificate of 
Public Convenience and Necessity 

May 2. 1978. 

On October 1, 1977, pursuant to the 
provisions of the Department of 
Energy Organization Act (DOE Act), 
Pub. L. 95-91, 91 Stat. 565 (Aug. 4, 
1977), and Executive Order No. 12009, 
42 FR 46267 (Sept. 15, 1977), the Fed¬ 
eral Power Commission (FPC) ceased 
to exist and its functions and regula¬ 
tory responsibilities were transfered to 
the Secretary of Energy and the Fed¬ 
eral Energy Regulatory Commission 
(FERC) which, as an independent 


commission within the Department of 
Energy, was activated on October 1, 
1977. The functions which are the sub¬ 
ject of this proceeding were specifical¬ 
ly transferred to the FERC by section 
402(a)(1) of the DOE Act. 

On January 6, 1978, Columbia Gas 
Transmission Corp. (Columbia) filed 
in Docket No. CP77-282, a petition to 
amend the order issued July 1, 1977 

(58 FPC-). granting a certificate of 

public convenience and necessity pur¬ 
suant to section 7(c) of the Natural 
Gas Act by authorizing the installa¬ 
tion and operation of a 4,000-horse¬ 
power reciprocating compressor unit 
at its Coco Compressor Station located 
in Kanawha County, W. Va., in lieu of 
a 4,250-horsepower centrifugal com¬ 
pressor unit, all as more fully set forth 
in the petition to amend. 

By order issued July 1, 1977, Colum¬ 
bia was authorized, inter alia, to in¬ 
stall and operate an additional 4,250- 
horsepower centrifugal compressor 
unit at its Coco Compressor Station as 
part of a project designed to enable 
Columbia to increase the annual stor¬ 
age turnover volumes in its Coco stor¬ 
age complex. The existing Coco Com¬ 
pressor Station contains six recipro¬ 
cating compressor units totaling 6,500 
horsepower. Initial compressor station 
design investigations determined that 
the 4,250-horsepower unit would satis¬ 
fy the additional Coco compression re¬ 
quirements at the lowest capital cost. 
When detailed design investigations 
were subsequently conducted during 
1977, it was determined that Colum¬ 
bia's needs could best be met by in¬ 
stalling the proposed 4,000-horsepower 
reciprocating unit. The heavy-duty 
design, relatively high fuel efficiency, 
and wide performance range of the re¬ 
ciprocating compressor will result in 
lower operating and maintenance ex¬ 
pense, less station fuel being required, 
and extended utilization of the exist¬ 
ing compressor units. 

The installation of a 4,000-horsepow¬ 
er reciprocating compressor unit as 
proposed herein would cost an esti¬ 
mated $3,165,000 which cost will be fi¬ 
nanced through funds generated inter¬ 
nally. The cost of the unit proposed 
herein is an increase of approximately 
$1,911,300 over the cost of installation 
of the 4.250-horsepower unit. 

Because the facilities will be in¬ 
stalled in and about an existing struc¬ 
ture, approval of the installation will 
not constitute a major Federal action 
significantly affecting the quality of 
the human environment. 

After due notice by publication in 
the Federal Register on January 31, 
1978 (43 FR 4092), no petition to inter¬ 
vene, notice of intervention, or protest 
to the granting of the petition to 
amend has been filed. 

The Commission finds: It is neces¬ 
sary and appropriate in carrying out 
the provisions of the Natural Gas Act 


and the public convenience and neces¬ 
sity require that the order issued July 
1, 1977,. in Docket No. CP77-282 be 
amended as hereinafter ordered. 

The Commission orders: (A) The 
order in Docket No. CP77-282, issued 
July 1, 1977, is amended so as to au¬ 
thorize the installation and operation 
of a 4,000-horsepower reciprocating 
compressor unit at Columbia’s Coco 
Compressor Station located in Kana¬ 
wha County, W. Va., in lieu of a 4.250- 
horsepower centrifugal compressor 
unit, as hereinbefore described and as 
set forth in the petition to amend in 
this proceeding. In all other respects, 
said order shall remain in full force 
and effect. 

(B) The authorization granted in 
paragraph (A) above and the rights 
granted thereunder are conditioned 
upon Columbia's compliance with all 
applicable Commission Regulations 
under the Natural Gas Act and par¬ 
ticularly the general terms and condi¬ 
tions set forth in paragraphs (a), 
(c)(3), (c)(4), (e), (f), and (g) of section 
157.20 of such Regulations. 

By the Commission. 

Lois D. Cashell, 
Acting Secretary. 

[FR Doc. 78-12679 Filed 5-9-78; 8:45 am] 


[ 6740 - 02 ] 

(Docket No. CP77-636] 

COLUMBIA GAS TRANSMISSION CORP. 

Propoted Changes in FERC Got Tariff 

May 2, 1978. 

Take notice that on April 20, 1978, 
Columbia Gas Transmission Corp. 
(Columbia) tendered for filing t he fo l- 
lowing proposed changes in its FERC 
Gas Tariff, Original Volume No. 1, to 
be effective April 1.1978: 

Fourth Revised Sheet No. 1 

Original Sheet Nos. 16A. 44, 44A. 44B. 

44C, 44D, and 44E 
Fifth Revised Sheet No. 47 
Fourth Revised Sheet No. 47A 
Original Sheet Nos. 72D and 72E 

These sheets, which were filed by 
Columbia in compliance with the Com¬ 
mission’s order issued April 10, 1978 at 
Docket No. CP77-636, reflect the addi¬ 
tion of a new CSS Rate Schedule for 
Crawford Storage Service. Copies of 
the filing were served by Columbia 
upon its jurisdictional customers and 
interested state commissions. 

Any person desiring to be heard or 
protest said filing should file a peti¬ 
tion to intervene or protest with the 
Federal Energy Regulatory Commis¬ 
sion, Union Center Plaza Building, 825 
North Capitol Street NE., Washing¬ 
ton, D.C. 20426, in accordance with 
sections 1.8 and 1.10 of the Commis¬ 
sion's Rules of Practice and Procedure 
(18 CFR 1.8 and 1.10). All such peti- 
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tions or protests should be filed on or 
before May 17, 1978. Protests will be 
considered by the Commission in de¬ 
termining the appropriate action to be 
taken, but will not serve to make prot- 
estants parties to the proceeding. Any 
person wishing to become a party 
must file a petition to intervene. 
Copies of this filing are on file with 
the Commission and are available for 
public inspection. 

Kenneth P. Plumb, 
Secretary. 

[FR Doc. 78-12680 Piled 5-9-78; 8:45 am] 


[ 6740 - 02 ] 

[Docket No. CP77-553] 

EL PASO NATURAL GAS CO. 

Findings and Order After Statutory Hearing Is¬ 
suing Certificate of Public Convenience and 

Necessity 

May 2, 1978. 

On October 1, 1977, pursuant to the 
provisions of the Department of 
Energy Organization Act (DOE Act), 
Pub. L. 95-91, 91 Stat. 565 (Aug. 4, 
1977), and Executive Order No. 12009, 
42 FR 46467 (Sept. 15. 1977), the Fed¬ 
eral Power Commission (FPC) ceased 
to exist and its functions and regula¬ 
tory responsibilities were transferred 
to the Secretary of Energy and the 
Federal Energy Regulatory Commis¬ 
sion (FERC) \*hich, as an independent 
commission within the Department of 
Energy, was activated on October 1, 
1977. 

The “saving provisions'* of section 
705(b) of the DOE Act provided that 
proceedings pending before the FPC 
on the date the DOE Act takes effect 
shall not be affected and that orders 
shall be issued in such proceedings as 
if the DOE Act had not been enacted. 
All such proceedings shall be contin¬ 
ued and further actions shall be taken 
by the appropriate component of DOE 
now responsible for the function 
under the DOE Act and regulations 
promulgated thereunder. The func¬ 
tions which are the subject of this pro¬ 
ceeding were specifically transferred 
to the FERC by section 402(a)(1) of 
the DOE Act. 

The joint regulation adopted on Oc¬ 
tober 1, 1977, by the Secretary and the 
FERC entitled "Transfer of Proceed¬ 
ings to the Secretary of Energy and 

the FERC," 10 CFR -, provided 

that this proceeding would be contin¬ 
ued before the FERC. The FERC 
takes action in this proceeding in ac¬ 
cordance with the above-mentioned 
authorities. 

On August 5, 1977, El Paso Natural 
65 s Co. (Applicant) filed with the 
FPC in Docket No. CP77-553 an appli¬ 
cation, as supplemented November 15, 
*977, and January 25, 1978, for a cer¬ 
tificate of public convenience and ne¬ 


cessity authorizing the retention in 
place and operation of existing loop 
pipeline, meter and dehydration facili¬ 
ties located in Washita County, Okla., 
for use as the need may arise, all as 
more fully set forth in the application, 
as supplemented, in this proceeding. 

On June 16, 1977, pursuant to sec¬ 
tion 157.22(c) of the Regulations 
under the Natural Gas Act (18 CFR 
157.22(c)), Applicant notified the FPC 
that on June 6, 1977, it had completed 
the construction and commenced oper¬ 
ation of approximately 5.83 miles of 
6%-inch pipeline, with appurtenances, 
looping the existing Supply Lateral C- 
6 pipeline, 4Vfe-inch and 6%-inch meter- 
runs located at an existing authorized 
Washita Exchange Point with Natural 
Gas Pipeline Co. of America (Natural), 
and a 20,000-Mcf-per-day capacity cen¬ 
tral dehydration unit. Applicant as¬ 
serts that these facilities were re¬ 
quired to be constructed immediately 
and placed in operation due to the 
emergency condition of fluctuating 
high pressure encountered in drilling 
Applicant's Floyd Niece No. 1 well in 
Washita County. In order to prevent 
the well from blowing out Applicant 
had to flare immediately the gas pro¬ 
duced from the well on an emergency 
basis commencing April 29, 1977. The 
flaring of gas produced from the well 
was terminated by the connection of 
the w r ell into Applicant's existing 
Supply Lateral C-6 pipeline which ne¬ 
cessitated reductions in takes from 
other wells in the area because of the 
C-6 line’s limited capacity. Production 
from the Floyd Niece No. 1 well was 
stabilized and normal gathering oper¬ 
ations through the C-6 line resumed. 
Nevertheless, Applicant completed the 
facilities out of concern that the origi¬ 
nal condition might recur. The geolo¬ 
gy of the area and Applicant’s con¬ 
tinuing drilling activity there for new 
supply are such that that the facilities 
should prove useful in the future. 

The dehydration facilities which Ap¬ 
plicant proposes to retain in place 
were constructed within the contem¬ 
plation of section 2.55(a) of the Com¬ 
mission's Statement of General Policy 
and Interpretations. Section 2.55(a) 
excludes from jurisdictional facilities, 
for the purposes of section 7(c) of the 
Natural Gas Act, auxiliary installa¬ 
tions such as dehydration equipment. 
Accordingly, the authorization herein 
granted does not include authorization 
to retain in place and operate the de¬ 
hydration facilities since they were 
constructed under section 2.55(a) and 
certificate authority is not necessary 
for Applicant to retain in place and 
operate them. 

The subject authorization will 
permit Applicant the additional flexi¬ 
bility initially provided by the installa¬ 
tion of emergency facilities (a) to 
transport volumes of gas which Appli¬ 
cant may develop or purchase in the 


immediate area, (b) to deal with simi¬ 
lar unpredictable production circum¬ 
stances and thereby avoid wasteful 
flaring, and (c) to increase exchange 
deliveries to Natural on a scheduled or 
emergency basis as required, but 
within authorized exchange volumet¬ 
ric limits. 

The total cost of all facilities de¬ 
scribed herein is $530,980. 

The Commission finds that this 
order does not constitute a major Fed¬ 
eral action having any significant 
effect on the human environment. 

After due notice by publication in 
the Federal Register on August 19. 
1977 (42 FR 41884), no petition to in¬ 
tervene, notice of intervention, or pro¬ 
test to the granting of the application 
has been filed. 

At a hearing held on April 26. 1978, 
the Commission on its own motion re¬ 
ceived and made a part of the record 
in this proceeding all evidence, includ¬ 
ing the application, as supplemented, 
and exhibits thereto, submitted in sup¬ 
port of tfie authorization sought 
herein, and upon consideration of the 
record, 

The Commission finds: (1) Appli¬ 
cant, El Paso Natural Gas Co., a Dela¬ 
ware corporation having its principal 
place of business in El Paso. Tex., is a 
“natural-gas company’’ within the 
meaning of the Natural Gas Act, as 
heretofore found by the order of Jan¬ 
uary 11. 1944, in Docket No. G-288 (4 
FPC 486). 

(2) The facilities hereinbefore de¬ 
scribed, as more fully described in the 
application, as supplemented, in this 
proceeding, are to be used in the trans¬ 
portation of natural gas in interstate 
commerce, subject to the jurisdiction 
of the Commission, and the operation 
thereof by Applicant is subject to the 
requirements of subsections (c) and (e) 
of section 7 of the Natural Gas Act. 

(3) Applicant is able and willing 
properly to do the acts and to perform 
the service proposed and to conform to 
the provisions of the Natural Gas Act 
and the requirements, rules, and regu¬ 
lations of the Commission thereunder. 

(4) The retention in place and oper¬ 
ation of the subject facilities by Appli¬ 
cant are required by the public con¬ 
venience and necessity and a certifi¬ 
cate therefor should be issued as here¬ 
inafter ordered and conditioned. 

The Commission orders: (A) A certif¬ 
icate of public convenience and neces¬ 
sity is issued authorizing Applicant, El 
Paso Natural Gas Co., to retain in 
place and operate the subject pipeline 
looping and metering facilities for use 
in transporting gas as the need arises 
as hereinabove described, all as more 
fully described in the application, as 
supplemented, in this proceeding. 

(B) The certificate issued by para¬ 
graph (A) above and the rights grant¬ 
ed thereunder are conditioned upon 
Applicant’s compliance with all appli- 
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cable Commission Regulations under 
the Natural Gas Act and particularly 
the general terms and conditions set 
forth in paragraphs (a), (e), and (f) of 
section 157.20 of such Regulations. 

By the Commission. 

Lois D. Cashell, 
Acting Secretary. 

[FR Doc. 78-12684 Filed 5-9-78; 8:45 am) 


[ 6740 - 02 ] 

Federal Energy Regulatory Commission 

[Docket Nos. CP77-71. CP77-118, CP77-125] 

NATURAL GAS PIPELINE CO. OF AMERICA ET 
AL 

Intent To Act and Deferring Procedural Dates 

April 28, 1978. 

In the matter of Natural Gas Pipe¬ 
line Co. of America, Columbia Gas 
Transmission Corp, Columbia Gulf 
Transmission Co., and Texas Gas 
Transmission Corp. 

On October 1, 1977, pursuant to the 
provisions of the Department of 
Energy Organization Act (DOE Act), 
Pub. L. 95-91, 91 Stat. 565 (Aug. 4, 
1977) and Executive Order No. 12009, 
42 FR 46267 (Sept. 15, 1977), the Fed¬ 
eral Power Commission ceased to exist 
and its functions and regulatory re¬ 
sponsibilities were transferred to the 
Secretary of Energy and the Federal 
Energy Regulatory Commission 
(FERC) which, as an independent 
commission within the Department of 
Energy, was activated on October 1, 
1977. 1 

The "saving provisions" of section 
705(b) of the DOE Act provide that 
proceedings pending before the FPC 
on the date the DOE Act takes effect 
shall not be affected and that orders 
shall be issued in such proceedings as 
if the DOE Act had not been enacted. 
All such proceedings shall be contin¬ 
ued and further actions shall be taken 
by the appropriate component of DOE 
now responsible for the function 
under the DOE Act and regulations 
promulgated thereunder. The func¬ 
tions which are the subject of this pro¬ 
ceeding were specifically transferred 
to the FERC by section 402(a)(1) or 
402(a)(2) of the DOE Act. 

The joint regulation adopted on Oc¬ 
tober 1, 1977 by the Secretary and the 
FERC entitled "Transfer of Proceed¬ 
ings to the Secretary of Energy and 

the FERC," 10 CFR-provided that 

this proceeding would be continued 
before the FERC. The FERC takes 
action in this proceeding in accordance 
with the above mentioned authorities. 

On February 2, 1978, the Presiding 
Administrative Law Judge certified to 


, The •'Commission” when used in the con¬ 
text of an action taken prior to Oct. 1, 1977, 
refers to the FPC; when used otherwise, the 
reference is to the FERC. 


the Commission two questions con¬ 
cerning the intended scope of the 
hearing previously ordered by the 
Commission to be held in the above- 
captioned proceeding. The Commis¬ 
sion hereby gives notice of its intent to 
act on the certified questions. 

On March 31, 1978, the Presiding 
Judge issued an order establishing 
dates for the filing of direct and an¬ 
swering evidence by the parties to this 
proceeding, and for the commence¬ 
ment of hearings. Pursuant to this 
schedule, direct evidence is due to be 
filed on or before May 1. 1978. 

Since the Commission s ruling on 
the certified questions may affect the 
scope of this proceeding and clarify, 
and possibly limit, the issues to be ad¬ 
dressed by the parties in their evi¬ 
dence, it appears no useful purpose 
would be served by the filing of evi¬ 
dence prior to issuance of the Commis¬ 
sion’s ruling. The previously estab¬ 
lished procedural dates are therefore 
deferred pending action by the Com¬ 
mission on the certified questions. 

By direction of the Commission. 

Lois D. Cashell, 
Acting Secretary . 

(FR Doc. 78-12673 Filed 5-9-78; 8:45 ami 


[ 6740 - 02 ] 

[Docket No. RP78-57] 

OKLAHOMA NATURAL GAS GATHERING 
CORP. 

Pro pa ted Changes in FERC Gat Tariff 

May 1. 1978. 

Take notice that Oklahoma Natual 
Gas Gathering Corp. (Gathering 
Corp.), on April 20, 1978, tendered for 
filing proposed changes in its FERC 
Tariff, Original Volume No. 1, consist¬ 
ing of the following tariff sheets: 

Fourteenth Revised Sheet PGA-1 
Fourth Revised Sheet No. 4 
First Revised Sheet No. 58 
Third Revised Sheet No. 59 
First Revised Sheet No. 60 
First Revised Sheet No. 61 
First Revised Sheet No. 62 
First Revised Sheet No. 63 

The proposed changes would in¬ 
crease the level of its jurisdictional 
rates by 1.37 cents per Mcf, which 
would provide an increase in revenues 
from jurisdictional sales of $180,737 
based on the 12-month period ending 
December 31, 1977, as adjusted. Gath¬ 
ering Corp. states that this increase 
amounts to a 1.5 percent increase over 
revenues which would result from 
rates that are in effect at this time. 

Gathering Corp. states that this 
filing is being made in compliance 
with section 154.38(d) of the Commis¬ 
sion's regulations governing the utili¬ 
zation of PGA clauses and does not 
seek to change the 9 percent rate of 
return previously authorized in 


Docket No. RM75-14; only to adjust 
the base sales rate to enable it to earn 
that rate of return. Gathering Corp. 
states that increased cost of service 
(labor, supplies, expenses, and con¬ 
struction) have caused its earned rate 
of return to decline to 5.20 percent. 

Gathering Corp. proposes an effec¬ 
tive date of May 23, 1978, and states 
that copies of this filing were served 
on each of its customers and affected 
State commissions. 

Any person desiring to be heard or 
to protest said filing should file a peti¬ 
tion to intervene or protest with the 
Federal Energy Regulatory Commis¬ 
sion. 825 North Capitol Street. Wash¬ 
ington, D.C. 20426, in accordance with 
section 1.8 and 1.10 of the Commis¬ 
sion’s Rules of Practice and Procedure 
(18 CFR 1.8 and 1.10). All such peti¬ 
tions or protests should be filed on or 
before May 12. 1978. Protests will be 
considered by the Commission in de¬ 
termining the appropriate action to be 
taken, but will not serve to make prot- 
estants parties to the proceeding. Any 
person wishing to become a party 
must file a petition to intervene. 
Copies on this filing are on file with 
the Commission and are available for 
public inspection. 

Kenneth F. Plumb. 

Secretary. 

[FR Doc. 78-12674 Filed 5-9-78; 8:45 am] 


[ 6740 - 02 ] 

[Docket No. ER77-861 

SOUTHERN CO. SERVICES, INC. 

Order Approving Sotflomant Agreement, 
Granting Motion To Filo Commont*, Granting 
Loto Intervention and Donying Mooring 

May 2.1978. 

On October 1, 1977, pursuant to the 
provisions of the Department of 
Energy Organization Act (DOE Act), 
Pub. L. 95-91, 91 Stat. 565 (August 4, 
1977) and Executive Order No. 12009. 
42 FR 46267 (September 15, 1977), the 
Federal Power Commission ceased to 
exist and its functions and regulatory 
responsibilities were transferred to the 
Secretary and the Federal Energy 
Regulatory Commission (FERC) 
which, as an independent commission 
within the Department of Energy, was 
activated on October 1.1977. 

The "savings provisions" of section 
705(b) of the DOE Act provide that 
proceedings pending before the FPC 
on the date the DOE Act takes effect 
shall not be affected and that orders 
shall be issued in such proceedings as 
if the DOE Act had not been enacted. 
All such proceedings shall be contin¬ 
ued and further actions shall be taken 
by the appropriate component of DOE 
not responsible for the function under 
the DOE Act and regulations promul¬ 
gated thereunder. The functions 
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which are the subject of these pro¬ 
ceedings were specifically transferred 
to the FERC by Section 402(a)(1) of 
the DOE Act. 

The joint regulation adopted on Oc¬ 
tober 1.1977, by the Secretary and the 
FERC entitled “Transfer of Proceed¬ 
ings to the Secre tary of Energy and 

the FERC," 10 CFR -, provided 

that this proceedi ng w ould be contin¬ 
ued before the FERC. The FERC 
takes action in this proceeding in ac¬ 
cordance with the above mentioned 
authorities. 

On December 7, 1977, Southern Co. 
Services, Inc. filed with the Federal 
Energy Regulatory Commission a pro¬ 
posed Settlement Agreement in the 
above designated docket. On Decem¬ 
ber 8, 1977, the Presiding Administra¬ 
tive Law Judge certified the proposed 
Settlement to the Commission for its 
consideration and determination. 

The proposed settlement was execut¬ 
ed by Southern Co. Services, Inc. 
(SCSI) acting on its behalf as agent 
for the Mississippi Power Co.. Gulf 
Power Co. and Alabama Power Co.; it 
was only executed by Georgia Power 
Co., the Municipal Electric Authority 
of Georgia (MEAG), and the Water, 
Light and Sinking Fund Commission 
of the City of Dalton, Ga. (City of 
Dalton). The Commission finds that 
the Settlement Agreement is in the 
public interest and accepts it as here¬ 
inafter ordered and conditioned. 

On November 30. 1976. SCSI filed 
the Southern Co. System Intercom¬ 
pany Interchange Contract for 1977 
with the Federal Power Commission. 
The Intercompany Interchange Con¬ 
tract governs the method by which 
the Operating Companies 1 account 
and pay for interchanges of capacity 
and energy between their respective 
systems. 

By order issued December 27, 1976, 
the Federal Power Commission accept¬ 
ed the 1977 Intercompany Interchange 
Contract for filing, suspended the ef¬ 
fectiveness of the Contract for one 
day, until January 2, 1977, and initiat¬ 
ed the proceeding in this docket. Sub¬ 
sequently, MEAG and the City of 
Dalton, parties to the proposed Settle¬ 
ment Agreement were granted leave to 
Intervene. 

After a series of discussions between 
the parties and the Staff the proposed 
Settlement Agreement was reached. 
Notice of the Presiding Judge's certifi¬ 
cation of the Agreement to the Com¬ 
mission was issued on December 22, 
1977, with comments due on or before 
January 20. 1978. On January 23, 1978, 
Staff filed a motion for extension of 
time to respond, together with com¬ 
ments in support of the proposed Set¬ 
tlement Agreement. No party has op- 


The Operating Companies consist of Ala- 
oama Power. Georgia Power. Mississippi 
p °wer, and Gulf Power. 


posed that motion; it will be granted 
and Staffs comments will be consid¬ 
ered. 

Subsequent to the filing of Staffs 
comments the Oglethorpe Electric 
Membership Cooperative (“Ogleth¬ 
orpe" or “Petitioners") filed a petition 
for “Leave to Intervene, Protest and 
Request for Hearing" on January 26, 
1978. Petitioner argues that its rates 
for power purchases under Georgia 
Power Company’s Partial Require¬ 
ments tariffs will be affected by the 
terms of the SCSI Interchange Con¬ 
tract. As justification for its untimely 
petition, Oglethorpe indicates that it 
was not until the parties filed a Pro¬ 
posed Settlement Agreement in this 
Docket on December 7, 1977, and not 
until Petitioner received a copy of that 
Agreement on January 20, 1978, that 
Oglethorpe became aware of the possi¬ 
ble adverse impact upon it of the Set¬ 
tlement Agreement. 

Oglethorpe expresses two concerns 
in its petition. (1) It argues that the 
SCSI Interchange Contract for 1977 
might adversely affect its rates for 
partial requirements purchases. Peti¬ 
tioner concedes however, that there 
would be no adverse effect if the Com¬ 
mission approves the Settlement 
Agreement entered into between Og¬ 
lethorpe. Georgia Power and other 
parties in Docket No. ER76-587. That 
docket involves Georgia Power’s rates 
for partial requirements service to Og¬ 
lethorpe (PR-2). (2) Oglethorpe’s 

second concern is that the proposed 
Settlement Agreement in ER77-86, 
would adversely affect it through the 
impact on partial requirements rates 
proposed in Docket No. ER78-166 
(PR-3). 

In response to Oglethorpe’s petition, 
Staff filed an answer on February 8, 
1978, and SCSI and MEAG filed an¬ 
swers on February 9, 1978. Each of the 
answers stated opposition to the re¬ 
quested intervention. Both Staff and 
MEAG point out that public notice of 
SCSI’s filing in Docket No. ER77-86 
was first issued in December 1976. Set¬ 
tlement conferences began in June 
1977 and continued for the remainder 
of the year. Staff, MEAG and SCSI 
object to Oglethorpe's petition on two 
grounds: (1) It is untimely, being filed 
thirteen months after the deadline for 
such petitions and six days after the 
date for filing comments on the pro¬ 
posed settlement and (2) the Petition¬ 
er’s interests will not be adversely af¬ 
fected by the proposed settlement. 

The proceedings in this docket com¬ 
menced more than one year ago, after 
adequate public notice to potentially 
interested parties had been given. Cer¬ 
tainly the Interests of all concerned 
would have been better served had Og¬ 
lethorpe sought participation at an 
earlier stage, when negotiations were 
still in progress. Nevertheless, the pe¬ 
tition does raise issues conceivably af¬ 


fecting its interests. Since intervention 
will be confined to consideration of Pe¬ 
titioner's arguments solely as they 
relate to the record now before us, no 
delay or inconvenience to other par¬ 
ties will be entailed. Accordingly, we 
will grant Oglethorpe’s petition to in¬ 
tervene. 

Oglethorpe’s contentions that the 
proposed Settlement Agreement in 
this docket will affect its partial re¬ 
quirements rate in Docket No. ER76- 
587 and in Docket No. ER78-166 are 
strongly disputed by the Staff, MEAG 
and SCSI. First. Staff and MEAG note 
that the 1977 Interchange Contract 
rates, effective as of January 2. 1977, 
govern Georgia Power’s sales to and 
purchases from the Southern Co. 
Pool. The Georgia Power partial re¬ 
quirements rates under Docket No. 
ER76-587 were based upon costs for a 
test period ending on December 31, 
1976. The Georgia Power interchange 
rates affecting Docket No. ER76-587 
were based in the 1976 SCSI Inter¬ 
change Agreements and the terms of 
that agreement were modified by a 
settlement approved by the Federal 
Power Commission in Docket No. 
ER76-302 on April 15, 1977. 

Second, Staff and MEAG cite our 
“Order Conditionally Accepting Set¬ 
tlement Agreement". Georgia Power 
Co., Docket No. ER78-587, issued on 
February 6, 1978. As conceded by Og¬ 
lethorpe, approval of the proposed 
Settlement Agreement in Docket No. 
ER76-587 would moot the possibility 
that Docket No. ER77-86 could ad¬ 
versely affect the partial requirements 
rate in Docket No. ER76-587. Both 
Staff and MEAG maintain that if the 
conditionally accepted settlement is 
not withdrawn, Oglethorpe is not ad¬ 
versely affected by the proposed set¬ 
tlement in this docket. 

Third, Staff as well as SCSI reject 
Petitioner's argument that the pro¬ 
posed Settlement Agreement (which 
provides for certain changes to be in¬ 
corporated into the 1978 SCSI Inter¬ 
change Contract) will affect the par¬ 
tial requirements rate filed in Docket 
No. ER78-166. Staff Counsel reasons 
that the PR-3 wholesale rate would be 
based on a Period II test year of Feb¬ 
ruary 28, 1978, to February 28, 1979, 
and that the 1977 Interchange Con¬ 
tract would have no affect on that 
rate. Rather, the new partial require¬ 
ments rate (PR-3) would only be af¬ 
fected by the 1978 SCSI Interchange 
Contract (Docket No. ER78-76). 

Further, MEAG in its answer asserts 
that the ER77-86 Settlement Agree¬ 
ment would not preclude Oglethorpe 
from objecting to the 1978 Intercom¬ 
pany Interchange Contact in the 
ER78-76 proceeding. MEAG points 
out that Oglethorpe is not a signatory 
to the ER77-86 Settlement Agreement 
and therefore could not be bound by 
it. MEAG also alleges that Section V 


FEDERAL REGISTER, VOL 43, NO. 91—WEDNESDAY, MAY 10, 1970 






20040 


NOTICES 


of the Settlement Agreement * in 
ER77-86 to which both it and the 
Water Light and Sinking Fund Com¬ 
mission of the City of Dalton, Georgia 
are signatories does not preclude chal¬ 
lenges to the 1978 Intercompany In¬ 
terchange Contract in Docket No. 
ER78-76. Consequently, MEAG sub¬ 
mits if those parties who are bound by 
the Settlement Agreement in Docket 
No. ER77-86 are still free to challenge 
the 1978 Intercompany Interchange 
Contract in ER78-76 then there is no 
question that Oglethorpe would also 
be free to make its objections in that 
proceeding. 

We have examined the record before 
us, the arguments advanced by Og¬ 
lethorpe, SCSI and MEAG’s answers. 
Staff’s comments and Staff’s response 
to Oglethorpe’s petition to intervene. 
We find that Staff. SCSI and MEAG 
have correctly concluded that the pro¬ 
posed Settlement will have no adverse 
affect upon Oglethorpe. We further 
conclude that the proposed Settle¬ 
ment Agreement is in the public inter¬ 
est and will accept and approve it as 
hereinafter ordered and conditioned. 

With respect to the Petitioner’s con¬ 
tention that approval of the proposed 
Settlement Agreement may adversely 
affect PR-2 rates, we conclude that 
those rates, to the extent they are af¬ 
fected by Georgia Power’s interchange 
transactions with other Southern Co. 
Pool members, are primarily related to 
the 1976 SCSI Interchange Contract. 
The 1977 Contract, i.e., the filing in 
this docket, does establish formulas 
for interchange energy charges. The 
energy charges established in that 
contract and proposed for acceptance 
in the instant Settlement Agreement 
do have some effect upon the monthly 
energy charges to Oglethorpe under 
PR-2. Of course, those energy rates in¬ 
corporated in SCSI’s Docket No. 
ER77-86 filing and the proposed Set¬ 
tlement Agreement merely incorpo¬ 
rate the changes which had been ap¬ 
proved by the Federal Power Commis¬ 
sion as part of a Settlement Agree¬ 
ment in Docket No. ER76-302 on April 
15. 1977. That Agreement covered the 
energy charge formula to be included 
in SCSI’s 1977 Interchange Contract. 
Oglethorpe chose not to seek interven¬ 
tion in the ER76-302 proceeding. Og¬ 
lethorpe is ill-situated to complain, at 
this late date, about matters first 
raised in a proceeding finally settled in 
April of last year. 

Additionally, by letter dated Febru¬ 
ary 15, 1978, Georgia Power Co. in¬ 
formed the Commission that it would 
not contest our February 6, 1978 


‘Section V of the Settlement Agreement 
provides: “That neither [SCSI] nor the Op¬ 
erating Companies will cite approval of this 
offer of settlement as a basis for opposing 
any objections to the 1978 Intercompany In¬ 
terchange Contract for the calendar year 
1978*'. 


Order conditionally accepting the Set¬ 
tlement Agreement in Docket No. 
ER76-587. Georgia Power agreed to 
the modifications outlined in that 
order. In view of Georgia Power’s ac¬ 
tions, the settlement in Docket No. 
ER76-587 3 effectively resolves Ogleth¬ 
orpe’s concerns about the PR-2 rate. 
This point is in fact conceded by Og¬ 
lethorpe in its petition. 

We agree with Staff and MEAG that 
the 1977 Interchange Contract does 
not affect the proposed PR-3 Georgia 
Power rate filing which is based on 
1978-1979 test year data. The 1977 
contract, which is the subject of the 
proposed Settlement in this docket, is 
effective only during calendar year 
1977. The PR-3 rate and the 1978 
SCSI Interchange Contract are the 
subjects of proceedings in Docket Nos. 
ER78-166 and ER78-76. Oglethorpe 
filed petitions in those dockets on Jan¬ 
uary 24 and 26, 1978. Whatever inter¬ 
ests Oglethorpe may have in PR-3 are 
appropriately addressed in those pro¬ 
ceedings. 

The proposed Settlement Agreement 
provides tfiat SCSI agrees to incorpo¬ 
rate in the 1978 Intercompany Inter¬ 
change Contract allocation of steam 
electric reserve capacity in excess of 
reserves for forced outages of hydro¬ 
electric and thermal electric capabili¬ 
ties to the Operating Companies based 
upon their peak load ratios. 

Article II of the settlement is a pro¬ 
vision requested by Southern Services 
and not contested by the other parties. 
It concerns a revised computational 
schedule to be included in the 1978 
Contract amendments which would 
eliminate that component of the 
monthly capacity rate associated with 
reserve margins of the respective Op¬ 
erating Companies. 

Based on Staff’s analysis, the earned 
rate of return for the capacity charges 
under the proposed Settlement Agree¬ 
ment will not exceed Staff’s recom¬ 
mended weighted returns on equity of 
13.25 percent for Georgia, Alabama, 
and Gulf and 13.38 percent for Missis¬ 
sippi. Additionally based on Staff’s 
analysis, the earned rate of return for 
transmission facilities charges under 
the proposed Settlement Agreement 
will not exceed Staff's recommended 
rate of return of 10.80 percent includ¬ 
ing 13.25 percent on common equity 
based on an incremental debt cost pro¬ 
cedure. 

Upon review of the entire record of 
this proceeding, the Commission finds 
that the proposed Settlement Agree¬ 
ment represents a reasonable resolu¬ 
tion of all the issues in this proceed¬ 


*On March 10, 1978, SCSI filed a Motion 
for Consideration of Settlement in Docket 
No. ER77-86, requesting that we approve 
the Settlement Agreement in the instant 
case as a result of the disposition of Docket 
No. ER77-587. 


ing. 4 Accordingly, the proposed Settle¬ 
ment Agreement shall be incorporated 
herein by reference and shall be ap¬ 
proved and adopted. 

The Commission finds: (1) The Set¬ 
tlement Agreement certified to the 
Commission on December 8, 1977, 
should be approved and made effective 
as hereinafter ordered. 

(2) The Commission finds the par¬ 
ticipation of Oglethrope in this pro¬ 
ceeding may be in the public interest. 

(3) Oglethorpe’s request for hearing 
should be denied. 

(4) Staff’s motion for leave to file 
comments should be granted. 

The Commission orders: (A) The Set¬ 
tlement Agreement certified to the 
Commission on December 8, 1977, in 
this proceeding is hereby accepted, in¬ 
corporated herein by reference and ap¬ 
proved subject to the following condi¬ 
tions. 

(B) Docket No. ER77-86 is hereby 
terminated. 

(C) This order is without prejudice 
to any findings or orders which have 
been made or which will hereafter be 
made by the Commission, and is with¬ 
out prejudice to any claims or conten¬ 
tions which may be made by the Com¬ 
mission, its Staff, or any party or 
person affected by this order, in any 
proceeding now pending or hereinafter 
instituted by or against SCSI or any 
person or party. 

(D) Oglethorpe is hereby permitted 
to intervene in this proceeding subject 
to the Rules and Regulations of the 
Commission: Provided, however , that 
intervention will be confined to consid¬ 
eration of Oglethorpe’s arguments 
solely as they relate to the present 
record and that the untimely interven¬ 
tion granted to Oglethorpe shall not 
be the basis for any delay in imple¬ 
mentation of the Settlement Agree¬ 
ment approved herein; and Provided 
further , That the admission of such in- 
tervenor shall not be construed as rec¬ 
ognition by the Commission that it 
might be aggreived because of any 
orders of the Commission entered in 
this proceeding. 

(E) Oglethorpe's request for a hear¬ 
ing is hereby denied. 

(F) Staff’s motion for leave to file 
comments is hereby granted. 

(G) The Secretary shall cause 
prompt publication of this order to be 
made in the Federal Register. 


4 The Settlement Agreement provides that 
the amount associated with Account 281, 
Accelerated Amortization, is reflected in the 
Operating Companies’ capitalization at zero 
cost. In future filings, the Operating Com- 
panies should reflect the amount associated 
with Account 281 as a deduction to rate base 
consistent with the Commission’s Opinion 
No. 12, Minnesota Power Sc Light Company, 
issued April 14, 1978. 
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By the Commission. 

Lois D. Cashell, 
Acting Secretary. 
IFK Doc. 78-12675 Filed 5-9-78: 8:45 am] 


[6740-02] 

Federal Energy Regulatory Commlttion 

DON A. BEADLE AND MACERO MINERALS, 
INC, ET AL 

[Docket Nos. CS71-844, etc.] 

Applications for "Smell Producer** Certificates ‘ 

April 27. 1978. 

Take notice that each of the Appli¬ 
cants listed herein has filed an appli¬ 
cation pursuant to section 7(c) of the 
Natural Gas Act and § 157.40 of the 
regulations thereunder for a “small 
producer’* certificate of public conven- 


'This notice does not provide for consoli¬ 
dation for hearing of the several matters 
covered herein. 


ience and necessity authorizing the 
sale for resale and delivery of natural 
gas in interstate commerce, all as more 
fully set forth in the applications 
which are on file with the Commission 
and open to public inspection. 

Any person desiring to be heard or 
to make any protest with reference to 
said applications should on or before 
May 24, 1978, file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, petitions to 
intervene or protests in accordance 
with the requirements of the Commis¬ 
sion's rules of practice and procedure 
(18 CFR 1.8 or 1.10). All protests filed 
with the Commission will be consid¬ 
ered by it in determining the appropri¬ 
ate action to be taken but will not 
serve to make the protestants parties 
to the proceeding. Persons wishing to 
become parties to a proceeding or to 
participate as a party in any hearing 
therein must file petitions to intervene 
in accordance with the Commission's 
rules. 

Take further notice that, pursuant 


to the authority contained in and sub¬ 
ject to the Jurisdiction conferred upon 
the Federal Energy Regulatory Com¬ 
mission by sections 7 and 15 of the 
Natural Gas Act and the Commission's 
rules of practice and procedure, a 
hearing will be held without further 
notice before the Commission on all 
applications in which no petition to in¬ 
tervene Is filed within the time re¬ 
quired herein if the Commission on its 
own review of the matter believes that 
a grant of the certificates is required 
by the public convenience and necessi¬ 
ty. Where a petition for leave to Inter¬ 
vene is timely filed, or where the Com¬ 
mission on its own motion believes 
that a formal hearing is required, fur¬ 
ther notice of such hearing will be 
duly given. 

Under the procedure herein pro¬ 
vided for, unless otherwise advised, it 
will be unnecessary for Applicants to 
appear or be represented at the hear¬ 
ing. 

Kenneth F. Plumb, 
Secretary. 


Docket No. 


Date filed 


Applicant 


CS71-B44 


CS74-198... 


C878 377... 


CS7S-378_ 

CS78-379. 

CS78 380_ 

CS78-381 _ 

CS78-382_ 

CS78-383_ 

CS78-384. 

CS78-385. 

C878-386_ 

CS78-387_ 

CS78-388.. 

C878-389_ 

CS78-390_ 

CS78-391. ... 

CS78 393_. 

CS7A-393__ 

CS78-394.. 

CS78-395..... 

CS78-396_| 

CS78-397_ 

CS78-398_ 

CS78-W9_ 

CS78-400_ 

CS78-401 .. 

CS78-402... 


— . Apr. 2.1978----- Don A. Beadle and Macero Minerals, Inc.. * the 600 Bldg., Corpus Christ!. 

Tex. 78401. 

-- Apr. 17, 1978...„_-—— Stelbar Oil Corp.. Inc., and Jerry E. Shawver. * 200 West Douglas. Suite 

950. Wichita. Kans. 67202. 

.-. Apr. 10. 1978.. SPO Operating Co. (operator), et aL. 7700 Commerce Park Dr.. 8uite 141. 

Houston. Tex. 77036. 

-- Apr. 11.1978-Liberty Oil 8c Gas Corp.. P.O. Drawer 43P. Livonia. La. 70755. 

- Apr. 12. 1978..... HASADA. Industries. P.O. Box 1532. Liberal. Kans. 67901. 

. Apr. 11, 1978..Roye Realty Sc Developing, Inc., P.O. Box 148, Staler, Okla. 74462. 

-- —do...William S. Evans, 1700 Beck Bldg., Shreveport. La. 71101. 

-- Apr. 13,1978.. W. B Dansflell. 1300 the 600 Bldg., Corpus Chrteti. Tex. 78473. 

.....do.... Dansflell Oil Sc Gas Corp.. 1300 the 600 Bldg.. Corpus Christi, Tex. 78473. 

--..-do.. Agoil Inc.. P.O. Box 4707. Victoria. Tex. 77901. 

. Apr. 14. 1978.. Stanley B. Archibald. Jr.. 4221 First International Bldg.. Dallas. Tex. 

75270. 

-- Apr. 10. 1878.. Michel T. Halbouty, 5100 Westheimer. Suite 500. Houston. Tex. 77056. 

---- Apr. 14. 1978... Canadian American Resources Fund Inc.. 1973 (1 partnership). 2500 Fort 

Worth National Bank Bldg., Fort Worth. Tex. 76102. 

..—-- Apr. 17. 1978.. Keisling Farms. Inc., 1001 Avenue Q. Sunray, Tex. 79086. 

..do..—.—, Rowan Petroleum Inc., 1900 Post Oak Tower, 5051 Westheimer, Houston, 

Tex. 77056. 

-- —do....Douglas B. Blckerstaff. P.O. Box 548. Billings, Mont. 59103. 

--—.-.do... Bobby W. Whittington. Box 668. Portland. Tex. 78374. 

..——...♦— .do.—..— Canadian American Resources Fund Inc., 1973 (2 partnership). 2500 Fort 

Worth National Bank Bldg.. Fort Worth. Tex. 76102. 

— - Apr. 18. 1978.. Moleo Gas Corp. (operator), et aL. 211 North Colorado. 8uite 201. Mid¬ 

land, Tex. 79701. 

...— —do----- Pete Caldwell Drilling Co.. Inc.. P.O. Box 4165. Monroe. La. 71203. 

......-.— —do---..-— Calvin Myers. P.O. Box 4165. Monroe. La. 71203. 

..-.—.do.....— Criswell White, P.O. Box 4165, Monroe, La. 71203. 

--—~----— do---— Navidad Gas Gathering Co.. Inc.. 9000 Southwest Freeway. Suite 212. 

Houston. Tex. 77074. 

.-.-.—.—do---— Hoe Energy. Inc., 900 Hlllcest Dr.. Spencer. W. Va. 25276. 

-—-do.—.....NFC Petroleum Corp., 3535 Northwest 58th St.. Suite 920, Oklahoma 

City. Okla. 73112. 

- Apr. 20. 1978..CEFGO Co.. Box 55. Tylersburg. Pa 16361. 

- Apr. 21.1978..United Co M Suite 507. Texas Commerce Bank Bldg.. Lubbock. Tex. 7940L 

— .—•••——■• —-do.....—. Charlotte A. Sutliff. Box 368, Princeton. Ind. 47670. 


Being noticed to include both Don A. Beadle and Macero Minerals, Inc. 
'Being noticed to include Jerry E. Shawver. 


IFR Doc. 78-12520 Filed 5-9-78; 8:45 am] 
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[ 6740 - 02 ] 

(Docket No. ER78-328] 

CENTRAL HUDSON GAS * ELECTRIC CORE. 

Rata Filing 

May 1,1978. 

Take notice that on April 24. 1978. 
Central Hudson Gas Si Electric Corp. 
(Central Hudson) tendered for filing 
its development of actual costs for 
1977 related to transmission service 
provided from the Roseton Generat¬ 
ing Plant to Consolidated Edison Co. 
of New York, Inc. (Con Edison) and 
Niagara Mohawk Power Corp. (Niag¬ 
ara Mohawk) in accordance with the 
provisions of its Rate Schedule 
F.E.R.C. No. 42. 

Central Hudson states that the 
actual cost for 1977 amounted to 
$1.1264 per Mw-day to Con Edison and 
$3.7692 per Mw-day to Niagara 
Mohawk and is the basis on which es¬ 
timated charges for 1978 have been 
billed. 

Central Hudson requests waiver on 
the notice requirements set forth in 18 
CFR 35.11 of the Regulations to 
permit charges to become effective 
January 1, 1978 as agreed by the par¬ 
ties. 

Central Hudson states that a copy of 
its filing was served on Con Edison. Ni¬ 
agara Mohawk and the State of New 
York Public Service Commission. 

Any person desiring to be heard or 
to protest said application should file 
a petition to intervene or protest with 
the Federal Energy Regulatory Com¬ 
mission, 825 North Capitol Street. 
Northeast, Washington, D.C. 20426, in 
accordance with 18 CFR 1.8 and 1.10. 
All such petitions or protests should 
be filed on or before May 15, 1978. 
Protests will be considered by the 
Commission in determining the appro¬ 
priate action to be taken, but will not 
serve to make protest&nts parties to 
the proceeding. Any person withing to 
become a party must file a petition to 
intervene. Copies of this filing are on 
file with the Commission and are 
available for public inspection. 

Kenneth F. Plumb, 
Secretary. 

[FR Doc. 78-12665 Filed 5-9-78; 8:45 ami 


16740 - 02 ] 

[Docket No. ER78-329] 

CENTRAL HUDSON GAS * ELECTRIC CO. 
Filing of Rote Schedule 

May 1, 1978. 

Take notice that. Central Hudson 


Gas Si Electric Corp. (Central Hudson) 
on April 24, 1978 tendered for filing a 
supplement to its Rate Schedule 
F.P.C. No. 53 with New York State 
Electric Si Gas Corp. This supplement 
extends the term of the Rate Schedule 
and modifies the service provided 
under the Rate Schedule. The supple¬ 
ment is proposed to become effective 
January 1, 1978, and Central Hudson 
therefore requests waiver of the Com¬ 
mission's notice requirements. 

Copies of the filing by Central 
Hudson were served upon the New 
York State Electric Si Gas Corp. and 
the Public Service Commission of New 
York. 

Any person desiring to be heard or 
to protest said application should file 
a petition to intervene or protest w f ith 
the Federal Energy Regulatory Com¬ 
mission, 825 North Capitol Street NE., 
Washington, D.C. 20426, in accordance 
with the Commission’s rules of prac¬ 
tice and procedure (18 CFR 1.8, 1.10). 
All such petitions or protests should 
be filed on or before May 15, 1978. 
Protests will be considered by the 
Commission in determining the appro¬ 
priate action to be taken, but will not 
serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a petition to 
intervene. Copies of this petition are 
on file with the Commission and are 
available for public inspection. 

Kenneth F. Plumb, 
Secretary. 

(FR Doc. 78-12666 Filed 5-9-78; 8:45 am] 


[ 6740 - 02 ] 

CDocket No. CP78-3031 

CITIES SERVICE GAS CO. 
Application 


May 3, 1978. 

Take notice that on April 19, 1978, 
Cities Service Gas Co. (Applicant), 
P.O. Box 25128, Oklahoma City, Okla. 
73125. filed in Docket No. CP78-303 an 
application pursuant to section 7(c) of 
the Natural Gas Act for a certificate 
of public convenience and necessity 
authorizing the construction and oper¬ 
ation of a pipeline tap. measuring, reg¬ 
ulating and appurtenant facilities to 
enable it to render direct natural gas 
service to one new customer, all as 
more fully set forth in the application 
on file with the Commission and open 
to public inspection. 

Applicant proposes to tap its exist¬ 
ing Dilworth 20-inch transmission 
pipeline in Sumner County, Kans., to 
provide gas service to one customer. 
Forrest G. Butts, for rural domestic 


and irrigation purposes. Applicant 
states that this customer has request¬ 
ed gas service pursuant to the terms of 
a right-of-way easement and agree¬ 
ment, and that the proposed customer 
has relied upon the provisions for nat- 
ural gas service as contained in the 
right-of-way easement and agreement 
as such provision constituted a major 
portion of the consideration given to 
him by Applicant for the voluntary 
grant of such easement. 

It is indicated that the estimated 
cost of the proposed measuring and 
regulating facilities is $960, which cost 
would be paid from treasury cash. It is 
estimated that the annual sales made 
pursuant to this application would 
average approximately 3,000 to 5,000 
Mcf, it is said. 

Any person desiring to be heard or 
to make any protest with reference to 
said application should on or before 
May 24, 1978, file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, a petition to 
intervene or a protest in accordance 
with the requirements of the Commis¬ 
sion's rules of practice and procedure 
(18 CFR 1.8 or 1.10) and the regula¬ 
tions under the Natural Gas Act (18 
CFR 157.10). All protests filed with 
the Commission will be considered by 
it in determining the appropriate 
action to be taken but will not serve to 
make the protestants parties to the 
proceeding. Any person wishing to 
become a party to a proceeding or to 
participate as a party in any hearing 
therein must file a petition to inter¬ 
vene in accordance with the Commis¬ 
sion's rules. 

Take further notice that, pursuant 
to the authority contained in and sub¬ 
ject to the jurisdiction conferred upon 
the Federal Energy Regulatory Com¬ 
mission by sections 7 and 15 of the 
Natural Gas Act and the Commission’s 
rules of practice and procedure, a 
hearing will be held without further 
notice before the Commission on this 
application if no petition to intervene 
is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate is required by the 
public convenience and necessity. If a 
petition for leave to intervene is 
timely filed, or if the Commission on 
its own motion believes that a formal 
hearing is required, further notice of 
such hearing will be duly given. 

Under the procedure herein pro¬ 
vided for, unless otherwise advised, it 
will be unnecessary for Applicant to 
appear or be represented at the hear¬ 
ing. 

Kenneth F. Plumb, 
Secretary. 

[FR Doc. 78-12692 Filed 5-9-78; 8:45 ami 
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! [6740-021 

[Docket No. RP72-122 <PGA78-2a>] 

COLORADO INTERSTATE CAS CO. 
proposed Change in Rates Under Purchased 
Gas Adjustment CJause Provision 

May 1. 1978. 

Take notice that Colorado Interstate 
Gas Co. (CIG). on April 24. 1978. ten¬ 
dered for filing proposed changes in 
its PERC Gas Tariff. Second Revised 
Volume No. 1. The proposed changes 
are in compliance with the March 31. 
1978 letter of the Commission’s Secre¬ 
tary requiring and allowing certain re¬ 
visions to CIG’s Purchased Gas Ad¬ 
justment filing made February 24. 
1978. 

The filing was made to enable CIG 
to reflect in its rates, pursuant to sec¬ 
tion 21 of CIG’s FERC Gas Tariff. 
Second Revised Volume No. 1. net in¬ 
creased purchased gas costs it will ex¬ 
perience as the result of rate filings 
made by Northwest Pipeline Corp., 
Mountain Fuel Supply Co., McCulloch 
Interstate Gas Corp., and Western 
Transmission Corp., which are four of 
CIG’s pipeline suppliers. 

In accordance with the March 31. 
1978, letter of the Commission’s Secre¬ 
tary, CIG requests that the proposed 
tariff changes be made effective April 
i. 1978. and April 2. 1978. 

Copies of the filing have been served 
upon the Company's jurisdictional 
customers and other interested per¬ 
sons, including public bodies. 

Any person desiring to be heard or 
to protest said filing should Hie a peti¬ 
tion to intervene or protest with the 
Federal Energy Regulatory Commis¬ 
sion. 825 North Capitol Street NE. f 
Washington. D.C. 20426. in accordance 
with §§ 1.8 and 1.10 of the Commis- 
sion ’s ru les of practice and procedure 
U8 CFR 1.8, 1.10). All such petitions 
or protests should be filed on or before 
May 10, 1978. Protests will be consid¬ 
ered by the Commission in determin¬ 
es the appropriate action to be taken 
but will not serve to make protestants 
parties to the proceeding. Any person 
wishing to become a party must file a 
petition to intervene. Copies of this 
filing are on file with the Commission 
and are available for public inspection. 

Kenneth F. Plumb. 

Secretary. 

tFR Doc. 78-126 67 Piled 5-9-78; 8:45 ami 

[6740-02] 

[Docket No. RM77-14] 

CONSOLIDATED CAS SUPPLY CORP. 

*opo,*d Change. In FERC 6a. Tariff 

May l. 1978. 

Take notice that Consolidated Gas 


Supply Corp. (Consolidated), on April 
27. 1978. tendered for filing proposed 
changes to its FERC Gas Tariff, Third 
Revised Volume No. 1. The proposed 
changes, made pursuant to ordering 
Paragraph (C) of the Commission's 
Opinion No. 11 reflects, on Third Re¬ 
vised Sheet No. 16, the Gas Research 
Institute Charge Adjustment Provi¬ 
sion of 0.12$ per dekatherm to be ef¬ 
fective June 1, 1978. 

Copies of this filing were served 
upon Consolidated’s jurisdictional cus¬ 
tomers, as well as interested State 
Commissions. 

Any persons desiring to be heard or 
to protest said filing should file a peti¬ 
tion to intervene or protest with the 
Federal Energy Regulatory Commis¬ 
sion, 825 North Capitol Street NE., 
Washington, D.C. 20426, in accordance 
with §§ 1.8 and 1.10 of the Commis¬ 
sion’s rules of practice and procedure 
(18 CFR 1.8, 1.10). All such petitions 
or protests should be filed on or before 
May 22. 1978. Protests will be consid¬ 
ered by the Commission in determin¬ 
ing the appropriate action to be taken, 
but will not serve to make protestants 
parties to the proceeding. Any person 
wishing to become a party must file a 
petition to intervene. Copies of this 
filing are on file with the Commission 
and are available for public inspection. 

Kenneth F. Plumb, 
Secretary. 

[FR Doc. 78-12668 Filed 5-9-78; 8:45 ami 


[ 6740 - 02 ] 

[Docket No. ER76-887] 

DAYTON POWER AND LIGHT CO. 

Certification of Settlement Agreement and 
Record 

May 2. 1978. 

Take notice that on April 18. 1978. 
the Presiding Judge in Docket No. 
ER76-887. Dayton Power and Light 
Co., certified to the Commission a set¬ 
tlement agreement between the par¬ 
ties in that proceeding. In addition to 
the settlement agreement and the par¬ 
ties’ joint motion for certification, the 
four volumes of transcript which con¬ 
stitute the record have also been certi¬ 
fied to the Commission. 

Any person desiring to be heard or 
to protest this settlement agreement 
should file a protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street NE., Washing¬ 
ton, D.C. 20426, in accordance with 
the Commission’s rules of practice and 
procedure (18 CFR 1.8, 1.10). All such 
protests should be filed on or before 
May 22, 1978. Protests will be consid¬ 
ered by the Commission in determin¬ 


ing the appropriate action to be taken, 
but will not serve to make protestants 
parties to the proceeding. Copies of 
this filing are on file with the Commis¬ 
sion and are available for public in¬ 
spection. 

Kenneth F. Plumb, 
Secretary. 

[FR Doc. 78-12689 Filed 5-9-78; 8:45 am] 


[ 6740 - 02 ] 

[Docket Nos. CI77-372; CI77-373; CI77-409) 

ECEE, INC ET Al. 

Ordor Denying Request to Collect Rotes in 

Excess of the Applicoble Notionwide Rote 

Under Temporary Authorization and Grant¬ 
ing Authorization at the Nationwide Rate 

May 2. 1978. 

On January 18. 1978, Ecee, Inc. 
(Ecee) and Pinto, Inc. (Pinto) filed, in 
their respective dockets, requests for 
issuance of tem pora ry authorizations, 
pursuant to 18 CFR 157.28, to initiate 
sales of their gas interests underlying 
West Cameron Block 586, offshore 
Louisiana, at a price of $2.50 Mcf at 
14.73 psia, subject to refund. TBP Off¬ 
shore Co. (TBP) filed in its docket, an 
essentially identical request covering 
its interest in West Cameron 586, on 
January 23, 1978. The three compa¬ 
nies taken together own 6.67 percent 
of the working interest in West Ca¬ 
meron 586. 

On January 27, 1978, the United 
Muncipal Distributors Group (MDG) 
filed a response in opposition to the 
requests of Ecee, Pinto, and TBP. On 
February 10, 1978, TBP. joined by 
Ecee and Pinto, replied in opposition 
to MDG’s January 27, 1978 response 
and again argued for their respective 
requests for temporary authorization 
of the requested $2.50/Mcf rates. 

Ecee and Pinto filed applications for 
permanent certificates and petitions 
for special relief under 18 CFR 
2.56a(g) for their respective interests 
in West Cameron 586 on March 29, 
1977. TBP filed a similar application 
and petition for special relief on April 
14. 1977. All three applicants request¬ 
ed an initial rate of $4.02/Mcf for the 
sale of each company’s respective gas 
to Sea Robin Pipeline Company (Sea 
Robin). By a May 4, 1977 order in the 
instant dockets the Commission con¬ 
solidated these three applications to¬ 
gether with similiar applications and 
petitions for special relief of Pennzoil 
Offshore Gas Operators, Inc. (POGO). 
Docket No. CI76-806, and Mesa Off¬ 
shore Co. (Mesa), Docket No. RI77-13, 
and set the consolidated proceeding 
for a hearing to determine whether 
the proposed rates should be author¬ 
ized as being just and reasonable. 
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NOTICES 


Evidentiary hearings commenced 
before the Presiding Administrative 
Law Judge on September 8. 1977, and 
concluded December 21, 1977. On Oc¬ 
tober 4, 1977, the instant three appli¬ 
cants amended their individual appli¬ 
cations to reflect reduction of their 
initial rate request to $3.74/Mcf. 

Mobil Oil Corp., owning 33% of West 
Cameron 586, applied for a permanent 
certificate at the nation-wide rate in 
Docket No. CI76-464 on April 12, 1976, 
and the Commission granted Mobil a 
permanent certificate by order dated 
February 15, 1977, at the applicable 
Opinion No. 770-A rate. Cities Service 
Co., filed for a temporary and perma¬ 
nent certificate at the nation-rate on 
April 20, 1977 in Docket No. CI77-421. 
for its 10% interest in West Cameron 
586, and the Commission issued Cities 
a temporary certificate at the applica¬ 
ble nationwide rate on May 5, 1977. 
POGO, owning 50 percent of West Ca¬ 
meron 586, filed for a temporary cer¬ 
tificate at the nationwide rate on April 
28. 1977, in Docket No. CI76-806 and 
the Commission granted the tempo¬ 
rary certificate on May 10, 1977, at the 
applicable Opinion No. 770-A rate. 

Deliveries from West Camron 586 
commenced May 4, 1977. The three 
present applicants have been “bank¬ 
ing” their gas pursuant to a balancing 
arrangement with the Blocks' other 
working interest owners. They, indi¬ 
vidually, now request the Commission 
to authorize each of them respectively 
to commence sales under a temporary 
certificate at a rate substantially 
higher than the applicable nationwide 
rate. This we have declined to autho¬ 
rize in the past, 1 and see no reason to 
authorize it here on the facts present¬ 
ed. The Commission authorizes Ecee, 
Pinto and TBP, respectively, to com¬ 
mence sales of their gas to Sea Robin 
under respective temporary certifi¬ 
cates at rates no higher than the ap¬ 
plicable Opinion No. 770—A rate, ef¬ 
fective the date this order is issued. 


‘Marathon Oil Company. Docket No. 
CI78-164, Order Granting Temporary Cer¬ 
tificate Of Public Convenience And Necessi¬ 
ty And Granting Intervention, issued March 
20, 1978. Continental Oil Co., et a!.. Docket 
No. RI76-35, et al. Order Consolidating 
Proceedings , Setting Consolidated Proceed¬ 
ing For Hearing and Granting Interven¬ 
tions, Issued April 28, 1976, mimeo at 3. Ten- 
neco Exploration, Ltd., et aL, Docket No. 
CI76-633, et aL, Order Denying Petition 
And Motion For Waiver of Section 2.75(o) 
And Denying Motions For Authorization To 
Collect Rates Sought In Certificate Applica¬ 
tions Pending Final Commission Action. 
Issued February 22, 1978. Tenneco Explora¬ 
tion. Ltd., et al, Docket No. CI76-633 et al. 
Order Denying Motion For Partial Waiver 
of Section 2.7S(o) And Denying Petition For 
Waiver of Section 157.29(d), issued April 19, 
1977, mimeo 3-4. But see, Coleve, et al. 
Docket No. CI75-438. et al t Order Granting 
Request For Temporary Certificate, issued 
March 29,1976. We decline to extend Coleve 
further to cover the facts herein. 


The language of 18 CFR 2.56a(g) is ex¬ 
plicit. A “seller may not file for any 
rate increase which results in a rate in 
excess of the adjusted national rates 
• • • unless and until the Commission 
grants such petition for special relief.” 
(emphasis added) 

In several orders, 2 the Commission 
has expressed its concern with con¬ 
tractual provisions which shift an in¬ 
creasing amount of production related 
expenses to the pipeline purchasers 
without a concurrent reduction in the 
rate charged by producers for the gas. 
To the extent the contracts involved 
herein contain such provisions, the 
producers and the pipeline purchasers 
are advised that issuance of the certifi¬ 
cates and acceptance of the related 
rate schedules does not constitute ap¬ 
proval of such contractual provisions. 
In the event the purchaser incurs 
costs associated with processing, dehy¬ 
dration, compression or other condi¬ 
tioning of the subject gas and seeks to 
include these costs in its rates, the 
purchaser will be required to prove 
that these costs have not been com¬ 
pensated for in the applicable national 
ceiling rate. The attachment of this 
condition is subject to whatever action 
is taken by the Commission on rehear¬ 
ing in Docket Nos. CI77-412, CP77-558 
and CP77-577. 

The Commission orders: (A) The re¬ 
quests of Ecee, Pinto and TBP, respec¬ 
tively, for temporary authorizations to 
commence sales in these dockets at 
$2.50/Mcf, subject to refund, are 
hereby denied. 

(B) Based upon the allegations pre¬ 
sented in the individual requests of 
Ecee, Pinto, and TBP in the instant 
dockets for temporary authorization 
to initiate sales of natural gas pursu¬ 
ant to 18 CFR 157.28, the Commission 
finds that an emergency exists and a 
temporary certificate is hereby issued 
to each respective applicant, pursuant 
to Section 7 of the Natural Gas Act. 

(C) Each temporary certificate is 
issued subject to the Commission’s 
Opinion No. 770. as amended and any 
further orders issued thereunder, sub¬ 
ject to the following express condi¬ 
tions: 

(1) The initial rate shaU be the lesser of 
the rate or the applicable nationwide rate. 

(2) Within 30 days of the date of initial 
delivery, each applicant shall file 3 copies of 
a revised billing statement (Schedule 0507 
of Form 108) for each subject rate schedule, 
clearly demonstrating the monthly sales 
volumes (Mcf) and the applicability of the 
authorized rates and the components of the 
initial rate. 

(3) Each applicant shall submit a written 
waiver required by 18 CFR 2.56a(i) within 
30 days of the issuance of this order. 


^Orders Issued on December 9, 1977, In 
Phillips Petroleum Co., Docket No. CI77- 
412, and on December 30, 1977, in United 
Gas Pipe Line Co., Docket No. CP77-558 
and Michigan Wisconsin Pipe Line Co., 
Docket No. CP77-577. 


(4) 18 CFR 154.93 is hereby waived only to 
the extent necessary to permit the filing of 
each contract which contains impermissible 
pricing provisions and/or provides excess 
royalty payments. The granting of such 
waiver, however, does not constitute approv¬ 
al of such provisions, and any rate increase 
based upon said pricing provisions to the 
extent it is inconsistent with the provisions 
of 18 CFR 154.93 is subject to rejection. 

(5) If the spirit and intent of 18 CFR 
154.103 is violated In the contracts by the 
buyers not having 5 years to make up defi¬ 
ciencies in volumes paid for but not taken in 
the first 3 years of deliveries, because the 
daily contract quantity is based on 100% of 
deliverability. the applicant shall submit a 
contract amendment within 30 days of this 
order’s issuance whic h co mplies with the 
spirit and intent of 18 CFR 154.103. 

(D) Applicant’s acceptance or rejec¬ 
tion of the temporary certificate 
issued herein shall be filed within 30 
days of this order’s issuance. If accept¬ 
ed, the temporary certificate shall be 
effective upon the date of initial deliv¬ 
ery. Service under the instant tempo¬ 
rary certificates shall commence 
within 30 days of the date this order is 
issued. Such service shall be continued 
unless and until abandonment au¬ 
thorization is granted pursuant to Sec¬ 
tion 7(b) of the Natural Gas Act 
whether the contract has expired or 
not. 

(E) All persons making jurisdictional 
sales pursuant to the authority grant¬ 
ed by this certificate are hereby given 
notice that the contractual obligations 
between the buyer and the seller are 
incorporated into the certificate obli¬ 
gations, and the certificate is further 
conditioned to require that the seller 
shall observe the standard of a pru¬ 
dent operator to develop and maintain 
deliverability from reserves dedicated 
hereunder (Required by Order No. 
539-B, issued July 30, 1976. Docket No. 
RM76-8; 18 CFR 154.71), This provi¬ 
sion is void unless the decision of the 
United States Court of Appeals for the 
Fifth Circuit in Shell Oil Company, et 
al v. F.E.R.C., Nos. 76-3066, et al, de¬ 
cided January 20, 1978, which reversed 
the Commission’s Order No. 539-B is 
vacated upon further judicial review. 

(F) The issuance of the subject tem¬ 
porary certificates and the acceptance 
of the subject rate schedules, are, 
without prejudice to such final dispo¬ 
sition of the applications for perma¬ 
nent certificates and petitions for spe¬ 
cial relief in the consolidated Docket 
CI76-806, et al., as the record may re¬ 
quire. 

(G) Each related rate schedule will 
be considered accepted for filing upon 
compliance with the instant authoriza- 
tion, to be effective on the date of ml* 
tial delivery subject to 18 CFK 
154.94(c) and 154.101 and Opinion No. 
770-A. The rate schedule filings have 
been designated as follows: 
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pocket No. Description Designation 


CI77-J72. Contract dated Ecee, Inc., FERC 

Mar. 1, 1977. gas rate 

schedule No. 2. 

CI77-373..do..—- Pinto, Inc., FERC 

gas rate 
schedule No. 4. 

CITM09. Contract dated TBP Offshore Co. 

Mar. 29. 1977. FERC gas rate 

schedule No. 1. 


Please advise the Commission of the 
date of commencement of deliveries 
under each rate schedule, within 10 
days thereof, referring in your com¬ 
munication to each rate schedule as 
designated above. 

(H) In the event the pipeline pur¬ 
chaser incurs costs associated with 
processing, dehydration, compression 
or other conditioning of the subject 
gas and seeks to include these costs in 
its rates, the pipeline purchaser will be 
required to provide that these costs 
have not been compensated for in the 
applicable national ceiling rate. This 
condition is subject to whatever action 
is taken by the Commission on rehear¬ 
ing in Docket Nos. CI77-412, CP77-558 
and CP77-577. 

By direction of the Commission. 

Lois D. Cashell, 
Acting Secretary. 

[PR Doc. 78-12670 Piled 5-9-78; 8:45 ami 


[ 6740 - 02 ] 

[Docket No. CP78-281] 

II PASO NATURAL OAS CO. 

Application 

May 1. 1978. 

Take notice that on April 17. 1978, 
El Paso Natural Gas Co. (Applicant), 
P.O. Box 1492, El Paso. Tex. 79978, 
filed in Docket No. CP78-291 an appli¬ 
cation pursuant to Section 7(b) of the 
Natural Gas Act for permission and 
approval to abandon certain gas pur¬ 
chase facilities consisting of 8 gas pur¬ 
chase meter stations and approximate¬ 
ly 0.74 mile of pipeline, and certain gas 
sales facilities, consisting of 5 mainline 
right-of-way taps, with associated ap¬ 
purtenances, together with the related 
natural gas services heretofore ren¬ 
dered by means of such facilities from 
Applicant’s interstate transmission 
system, all as more fully set forth in 
the application on file with the Com¬ 
mission and open to public inspection. 

Applicant proposes to abandon the 
following gas purchase facilities: 

(1) EPNG 10%-inch O.D. Ft. Stock- 
ton Meter Station located in Pecos 
County, Tex., authorized in Docket 
N o. G-13374. Applicant states that the 
station is no longer required due to 
the expiration of an associated gas 
Purchase agreement, and that since 
the subject gas purchase agreement 
had expired, no further deliveries of 
residue gas were to be made by Texas 


Oil & Gas Corp. to Applicant, thereby 
obviating the need for Applicant’s 
meter station facilities. Subsequently, 
on February 18, 1977, the idle meter 
station was removed from natural gas 
service by Applicant's operating per¬ 
sonnel inadvertently without requisite 
authorization, it is stated. Applicant 
indicates that the salvageable materi¬ 
als have been placed in stock pending 
a future need thereof. 

(2) Rojo Caballo Purchase Meter 
Station located in Pecos County. Tex., 
authorized in Docket No. CP64-211, et 
al., due to change in delivery point to 
applicant for the Rojo Caballo Field 
gas supplies. 

(3) Phillips-Ector Plant Meter Sta¬ 
tion and Pipeline located in Ector 
County, Tex., authorized at Docket 
No. CP64-68, due to the change in pro¬ 
cessing and delivery points of gas to 
Applicant. 

(4) The Keystone Emperor Purchase 
No. 2 Meter Station located in Winkler 
County, Tex., authorized at Docket 
No. CP70-114. Said meter station is no 
longer required due to the decline in 
deliverability of gas supplies in the 
area. 

(5) The Walker No. 1 Well head 
Meter Station located in Pecos 
County, Tex., authorized at Docket 
No. CP68-86. Said meter station is no 
longer required due to the producer's 
intent to plug the Walker No. 1 well. 

(6) The Gamble No. Wellhead meter 
station located in Pecos County, 
Texas, authorized at Docket No. 
CP68-86. Said meter station is no 
longer required due to the plugging of 
the Gamble No. 1 well. 

(7) The Patterson No. 1 Wellhead 
Meter Station located in Pecos 
County, Tex., authorized at Docket 
No. CP68-86. Said meter station is no 
longer required due to the converson 
of the Patterson No. 1 well into a 
water injection well; and 

(8) The Government 134 No. 1 Meter 
Station and pipeline located in Eddy 
County, New Mexico, authorized at 
Docket No. CP73-82, due to the expi¬ 
ration of the limited-term certificate 
and the producer’s intent to plug such 
well. 

Applicant also proposes to abandon 
the following gas sales facilities: 

(1) The W. A. Dobson tap located In 
Maricopa County, Arizona, installed 
without specific certificate authoriza¬ 
tion, no longer required due to the 
City of Mesa’s accepting this service. 

(2) The Woodman of the World Hall 
tap located in San Juan County, N. 
Mex., authorized in Docket No. G- 
12319, no longer required due to 
Southern Union Company’s construc¬ 
tion of a distribution line from its Far¬ 
mington System to the Woodman of 
the World Hall tap. 

(3) The Robert Draper Tap located 
in Gaines County, Tex., authorized in 
Docket No. CP69-23, no longer re¬ 


quired due to the non-production of 
the water wells which such tap served. 

(4) The Magnolia Pipeline Co. tap lo¬ 
cated in Hockley County, Tex., no 
longer required due to the gas consum¬ 
ers’ switch from natural gas to elec¬ 
tricity as a source of energy; and 

(5) The Shell Pipe Line Corp.- 
Meyers Lease Pump Production tap lo¬ 
cated in Lea County, N. Mex., author¬ 
ized in Docket No. CP69-23, no longer 
required due to Shell Pipe Line Corp.’s 
request that Jal Gas Co., Inc., cancel 
the contract between them. 

Applicant proposes to abandon such 
facilities and thereafter to remove and 
place in stock the salvable materials 
and scrap the non-salvable items, with¬ 
out material change in Applicant's 
average cost of service. Applicant 
states that the total cost of abandon¬ 
ment of the proposed facilities is esti¬ 
mated to be $11,385.70. Applicant fur¬ 
ther states that the abandonment of 
the proposed facilities would not 
result in or cause any interruption, re¬ 
duction or termination of natural gas 
service presently rendered by Appli¬ 
cant to any of its customers, other 
than those services as hereinbefore de¬ 
scribed. 

Any person desiring to be heard or 
to make any protest with reference to 
said application should on or before 
May 22. 1978, file with the Federal 
Energy Regulatory Commission. 
Washington, D.C. 20426, a petition to 
intervene or a protest in accordance 
with the requirements of the Commis¬ 
sion’s rules of practice and procedure 
(18 CFR 1.8 or 1.10) and the Regula¬ 
tions under the Natural Gas Act (18 
CFR 157.10). All protests filed with 
the Commission will be considered by 
it in determining the appropriate 
action to be taken but will not serve to 
make the protest&nts parties to the 
proceeding. Any person wishing to 
become a party to a proceeding or to 
participate as a party in any hearing 
therein must file a petition to inter¬ 
vene in accordance with the Commis¬ 
sion’s rules. 

Take further notice that, pursuant 
to the authority contained in and sub¬ 
ject to the jurisdiction conferred upon 
the Federal Energy Regulatory Com¬ 
mission by Section 7 and 15 of the 
Natural Gas Act and the commission’s 
rules of practice and procedure, a 
hearing will be held without further 
notice before the Commission on this 
application If no petition to intervene 
is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that per¬ 
mission and approval for the proposed 
abandonment are required by the 
public convenience and necessity. If a 
petition for leave to intervene is 
timely filed, or if the Commission on 
its own motion believes that a formal 
hearing is required, further notice of 
such hearing will be duly given. 
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Under the procedure herein pro¬ 
vided for, unless otherwise advised, it 
will be unnecessary for Applicant to 
appear or be represented at the hear¬ 
ing. 

Kenneth F. Plumb, 
Secretary . 

[FR Doc. 78-12685 Filed 5-9-78; 8:45 ami 


[ 6740 - 02 ] 

[Docket No. ER78-2651 

GEORGIA POWER CO. 

Compliance Filing 

May 1, 1978. 

Take notice that Georgia Power Co. 
(Company) on April 19, 1978, tendered 
for filing two R evised Sheets No. 3 to 
Georgia Power's FERC Electric Tariff, 
Original Volume No. 2. Company indi¬ 
cates that this filing is made in compli¬ 
ance with the Commission’s letter 
dated April 13, 1978, in the above- 
noted docket requiring revised sheets 
setting forth the Company’s index of 
purchasers under its partial require¬ 
ments tariff. 

The Company states it served copies 
of the filing on each of its partial re¬ 
quirements customers. 

Any person desiring to be heard or 
to protest said filing should file a pro¬ 
test with the Federal Energy Regula¬ 
tory Commission, 825 North Capitol 
Street NE., Washington, D.C. 20426, in 
accordance with the Commission's 
rules of practice and procedure (18 
CFR 1.8, 1.10). All such protests 
should be filed on or before May 10, 
1978. Protests will be considered by 
the Commission in determining the 
appropriate action to be taken, but 
will not serve to make protestants par¬ 
ties to the proceeding. Copies of this 
filing are on file with the Commission 
and are available for public inspection. 

Kenneth F. Plumb, 
Secretary . 

[FR Doc. 78-12669 Filed 5-9-78; 8:45 am) 


[ 6740 - 02 ] 

[Docket No. CP66-110, etc.) 

GREAT LAKES GAS TRANSMISSION CO. 

Petition to Amend 

May 2, 1978. 

On October 1, 1977, pursuant to the 
provisions of the Department of 
Energy Organization Act (DOE Act), 
Pub. L. 95-91, 91 Stat. 565 (August 4, 
1977), and Executive Order No. 12009, 
42 FR 46267 (September 15, 1977), the 
Federal Power Commission ceased to 
exist and its functions and regulatory 
responsibilities were transferred to the 
Secretary of Energy and the Federal 
Energ y Regulatory Commission 
(FERC) which, as an independent 
commission within the Department of 


Energy, was activated on October 1, 
1977. 

The "savings provisions" of section 
705(b) of the DOE Act provided that 
proceedings pending before the FPC 
on the date the DOE Act takes effect 
shall not be affected and that orders 
shall be issued in such proceedings as 
if the DOE Act had not been enacted. 
All such proceedings shall be contin¬ 
ued and further actions shall be taken 
by the appropriate component of DOE 
now responsible for the function 
under the DOE Act and regulations 
promulgated thereunder. The func¬ 
tions which are the subject of this pro¬ 
ceeding were specifically transferred 
to the FERC by section 402(a)(1) of 
the DOE Act. 

The joint regulation adopted on Oc¬ 
tober 1, 1977, by the Secretary and the 
FERC entitled "Transfer of Proceed¬ 
ings to the Secretary of Energy and 
the FERC," 10 CFR —: Provided, That 
this proceeding would be co ntinued 
before the FERC. The FERC takes 
action in this proceeding in accordance 
with the above mentioned authorities. 

Take notice that on April 20, 1978, 
Great Lakes Gas Transmission Co. 
(Petitioner), 2100 Buhl Building. De¬ 
troit, Mich. 48226, filed in docket No. 
CP66-110 a petition to amend the Fed¬ 
eral Power Commission (FPC) orders 
in the instant docket so as to autho¬ 
rize Petitioner to transport and deliver 
natural gas by displacement to North¬ 
ern Natural Gas Co. (Northern) in 
Minnesota and Michigan, which gas 
Northern has imported from Canada, 
all as more fully set forth in the peti¬ 
tion to amend on file with the Com¬ 
mission and open to public inspection. 

It is indicated that by order of June 
20, 1967, in docket No. CP66-110, et 
al„ Petitioner was authorized, among 
other things, to construction and oper¬ 
ate facilities, to import natural gas 
into the United States from Canada 
and to transport natural gas. It is fur¬ 
ther indicated that this filing is a com¬ 
panion filing to the application filed 
by Northern on March 17, 1978, in 
docket No. CP78-237 in which North¬ 
ern seeks authorization to import gas 
by displacement. Petitioner states that 
Northern proposes to import into the 
United States up to 75,000 Mcf per day 
of gas during the period November 1 
through March 31 of each year for a 
period of 5 years commencing in No¬ 
vember, 1978. 

It is stated that pursuant to a gas 
transportation contract dated Septem¬ 
ber 12, 1967, between Petitioner and 
TransCanada PipeLines Ltd. (Trans- 
Canada). Petitioner is obligated to 
transport up to 815,000 Mcf of natural 
gas per day for TransCanada from the 
Emerson interconnection to the Sault 
Ste. Marie and St. Clair interconnec¬ 
tions of Petitioner's pipeline with 
those of TransCanada. 

It is further stated that pursuant to 
an agreement dated March 15. 1978, 


TransCanada, Northern, and Petition¬ 
er agreed to the deliveries of gas by 
displacement as proposed in North¬ 
ern's application and this petition. 
Such agreement provides for the sale 
and delivery of gas to Northern by dis¬ 
placement of up to 10,000,000 Mcf 
during the winter months in each of 
the 5 contract years beginning Novem¬ 
ber 1, 1978. Petitioner states that it 
would deliver at TransCanada’s direc¬ 
tion such volumes as are nominated 
during the winter months to Northern 
at points of interconnection between 
Petitioner's and Northern’s pipeline 
systems at Carlton, Minn., and by 
mutual agreement of the parties at 
Grand Rapids, Minn., and Wakefield, 
Mich. Petitioner indicates that it 
would reduce its deliveries to Trans¬ 
Canada at St. Clair under the Agree¬ 
ment dated September 12, 1967, by the 
volumes delivered to Northern. 

It is stated that the only change in 
Petitioner's operations would be that a 
part of the transportation gas which 
otherwise would be redelivered to 
TransCanada at existing interconnec¬ 
tions at Sault Ste. Marie and St. Clair. 
Mich., would be delivered at Trans- 
Canada’s direction to Northern. 

The petition states that Petitioner 
and Northern have agreed that vol¬ 
umes delivered by Petitioner to North¬ 
ern at the three delivery points would 
be ascribed first to Petitioners rate 
schedule T-5 volumes, then to any 
other volumes Petitioner has hereto¬ 
fore agreed to deliver to Northern at 
Carlton, and any volumes in excess 
thereof would be considered to be 
under the March 15, 1978, agreement, 
it is stated. Petitioner's rate schedule 
T-5 covers transportation service pres¬ 
ently being provided for Northern, it is 
stated. 

Any person desiring to be heard or 
to make any protest with reference to 
said petition should on or before May 
23, 1978, file with the Federal Energy 
Regulatory Commission, Washington, 
D.C. 20426, a petition to intervene or a 
protest in accordance with the require¬ 
ments of the Commission 's ru les of 
practice and procedure (18 CFR 1.8 or 
1.10) and the regula tions under the 
Natural Gas Act (18 CFR 157.10). All 
protests filed with the Commission 
will be considered by it in determining 
the appropriate action to be taken but 
will not serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a pro¬ 
ceeding or to partricipate as a party in 
any hearing therein must file a petiti- 
ton to intervene in accordance with 
the Commission’s rules. 

Kenneth F. Plumb, 
Secretary . 

[FR Doc. 78-12686 Filed 5-9-78; 8:45 ami 
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[6740-02] 

KANSAS GTY POWER A LIGHT CO. 

Docket No. ER78-330] 

Conciliation 

May 1, 1978. 

Take notice that Kansas City Power 
& Light Co. on April 24. 1978, ten¬ 
dered for filing a Notice of Cancella¬ 
tion of Rate Schedule FPC No. 82 and 
Supplement No. 1 to Rate Schedule 
FPC No. 80, between the Company 
and the City of Armstrong, Mo. The 
Company proposes that the cancella¬ 
tion be effective as of May 24, 1978. 
The Company indicates that this 
Notice of Cancellation has been served 
upon Armstrong. Armstrong has filed 
a certificate of concurrence with this 
filing. 

Any person desiring to be heard or 
to protest said filing should file a peti¬ 
tion to intervene or protest with the 
Federal Energy Regulatory Commis¬ 
sion. 825 North Capitol Street NE., 
Washington, D C. 20426, in accordance 
with §§1.8 and 1.10 of the Commis¬ 
sion’s rules of practice and procedure 
(18 CFR 1.8 and 1.10). All such peti¬ 
tions or protests should be filed on or 
before May 15, 1978. Protests will be 
considered by the Commission in de¬ 
termining the appropriate action to be 
taken, but will not serve to make pro- 
testants parties to the proceeding. Any 
person wishing to become a party 
must file a petition to intervene. 
Copies of this filing are on file with 
the Commission and are available for 
public inspection. 

Kenneth F. Plumb, 
Secretary. 

tPR Doc. 78-12671 Filed 5-9-78; 8:45 ami 


[6740-02] 

(Docket Nos. CI61-1281, etc.] 

MOBIL OIL CORP. (OPERATOR), ET AL 

Findings and Ordar After Statutory Haaring Is- 
suing Certificates of Public Convanfeaca and 
Nscsssrty; Correction 

April 26, 1978. 

TABULATION, page 8. Docket No. 
CI77-468, issued March 6, 1978, Ana - 
darkc Production Company , Under 
column headed “Description and Date 
of Document” change footnote “ ,T ” to 
opposite No. 233. 

INSERT, page 8. Insert "7-1-77’' after 
(Eff. Date)” opposite No. 233. 

FOOTNOTES, page 8. Add footnote 
to read: “Depths limited to the 
Upper Morrow Formation only.” 

Lois D. Cashell, 
Acting Secretary. 
(PH Doc. 78-12672 Filed 5-9-78; 8:45 am] 


[6740 02 ] 

[Docket No. CP78-3061 

MONTANA-DAKOTA UTILITIES CO. 

Application 

May 3, 1978. 

Take notice that on April 24, 1978, 
Montana-Dakota Utilities Co. (Appli¬ 
cant), 400 North Fourth Street, Bis¬ 
marck, N. Dak. 58501, filed in Docket 
No. CP78-306 an application pursuant 
to section 7(c) of the Natural Gas Act 
for a certificate of public convenience 
and necessity authorizing the trans¬ 
portation of natural gas for Wyoming 
Gas Co., all as more fully set forth in 
the application on file with the Com¬ 
mission and open to public inspection. 

The application states that Wyo¬ 
ming Gas Co. has contractd for a 
supply of intrastate gas in the Five 
Mile Field, Big Horn County. Wyo., 
which gas is not available for the in¬ 
terstate market. Applicant indicates 
that it presently has gathering and 
transmission facilities, and that pursu¬ 
ant to a transportation agreement, 
dated April 10, 1978, with Wyoming 
Gas Co., Wyoming Gas Co. would de¬ 
liver the subject gas to Applicant at a 
point on Applicant's gathering system 
in the Five Mile Field of Wyoming, 
and that Applicant would redeliver the 
gas to Wyoming Gas Co. at an existing 
delivery point near Woriand, Wyo. 

It is stated that all facilities required 
to be constructed to effectuate the 
propose transportation of gas would 
be constructed and owned by Wyo¬ 
ming Gas Co. 

The application states that Wyo¬ 
ming Gas Co. estimates that the daily 
volumes tendered for transportation 
hereunder would range between 280 
and 465 Mcf per day with an estimated 
total minimum annual volume of 
102,000 Mcf. 

Applicant states that it would 
charge Wyoming Gas Co. an initial 
transportation rate of 2 86 cents per 
Mcf. 

Any person desiring to be heard or 
to make any protest with reference to 
said application should on or before 
May 24. 1978, file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, a petition to 
intervene or a protest in accordance 
with the requirements of the Commis¬ 
sion’s rules of practice and procedure 
(18 CFR 1.8 or 1.10) and the regula¬ 
tions under the Natural Gas Act (18 
CFR 157.10). All protests filed with 
the Commission will be considered by 
it in determining the appropriate 
action to be taken but will not serve to 
make the protestants parlies to the 
proceeding. Any person wishing to 
become a party to a proceeding or to 
participate as a party in any hearing 
therein must file a petition to inter¬ 
vene in accordance with the Commis¬ 
sion's rules. 


Take further notice that, pursuant 
to the authority contained in and sub¬ 
ject to the jurisdiction conferred upon 
the Federal Energy Regulatory Com¬ 
mission by Sections 7 and 15 of the 
Natural Gas Act and the Commission’s 
Rules of Practice and Procedure, a 
hearing w T ill be held without further 
notice before the Commission on this 
application if no petition to intervene 
is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate is required by the 
public convenience and necessity. If a 
petition for leave to Intervene is 
timely filed, or if the Commission on 
its own motion believes that a formal 
hearing is required, further notice of 
such hearing will be duly given. 

Under the procedure herein pro¬ 
vided for, unless otherwise advised, it 
will be unnecessary for Applicant to 
appear or be represented at the hear¬ 
ing. 

Kenneth F. Plumb, 
Secretary. 

[FR Doc. 78-12693 Filed 5-9-78; 8.45 am] 


[ 6740 - 02 ] 

[Docket No. CP78-297] 

NATIONAL FUEL CAS SUPPLY CORP. 

Application 

May 3. 1978. 

Take notice that on April 19, 1978, 
National Fuel Gas Supply Corp. (Ap¬ 
plicant), Ten Lafayette Square. Buffa¬ 
lo. N.Y. 14240, filed in Docket No. 
CP78-297 an application pursuant to 
section 7(c) of the Natural Gas Act 
and § 157.7(b) of the Regulations 
thereunder (18 CFR 157.7(b)) for a 
certificate of public convenience and 
necessity authorizing the construction, 
during the 12-month period May 1, 
1978, through April 30, 1979, and oper¬ 
ation of facilities to enable Applicant 
to take into its certificated main pipe¬ 
line system natural gas which would 
be purchased from producers or other 
similar sellers thereof, all as more 
fully set forth in the application on 
file with the Commission and open to 
public inspection. 

The stated purpose of this budget- 
type application is to augment Appli¬ 
cant’s ability to act with reasonable 
dispatch in connecting to its pipeline 
system supplies of natural gas which 
may become available from various 
producing areas generally co-extensive 
with its pipeline system or the systems 
of other pipeline companies which 
may be authorized to transport gas for 
the account of or exchange of gas with 
Applicant. 

Applicant states that the total esti¬ 
mated cost of the proposed facilities 
would not exceed $3,195,000, with the 
cost of any single project not to 
exceed $800,000. The cost of the pro- 
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posed facilities would be financed with 
internally generated funds and/or in¬ 
terim short-term bank loans, it is said. 

Any person desiring to be heard or 
to make any protest with reference to 
said application should on or before 
May 23, 1978, file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, a petition to 
intervene or a protest in accordance 
with the requirements of the Commis¬ 
sion’s rules of practice and procedure 
(18 CFR 1.8 or 1.10) and the regula¬ 
tions under the Natural Gas Act (18 
CFR 157.10). All protests filed with 
the Commission will be considered by 
it in determining the appropriate 
action to be taken but will not serve to 
make the protestants parties to the 
proceeding. Any person wishing to 
become a party to a proceeding or to 
participate as a party in any hearing 
therein must file a petition to inter¬ 
vene in accordance with the Commis¬ 
sion’s Rules. 

Take further notice that, pursuant 
to the authority contained in and sub¬ 
ject to the jurisdiction conferred upon 
the Federal Energy Regulatory Com¬ 
mission by Sections 7 and 15 of the 
Natural Gas Act and the Commission’s 
rules of practice and procedure, a 
hearing will be held without further 
notice before the Commission on this 
application if no petition to intervene 
is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate is required by the 
public convenience and necessity. If a 
petition for leave to intervene is 
timely filed, or if the Commission on 
its own motion believes that a formal 
hearing is required, further notice of 
such hearing will be duly given. 

Under the procedure herein pro¬ 
vided for, unless otherwise advised, it 
will be unneccessary for Applicant to 
appear or be represented at the hear¬ 
ing. 

Kenneth F. Plumb, 
Secretary . 

CFR Doc. 78-12694 Filed 5-9-78; 8:45 ami 


[ 6740 - 02 ] 

[Docket No. CP78-289] 

NATURAL GAS PIPELINE COMPANY OF 
AMERICA 

Pipeline Application 

April 27, 1978. 

Take notice that on April 17, 1978, 
Natural Gas Pipeline Company of 
America, 122 South Michigan Avenue, 
Chicago, Ill. 60603; Panhandle Eastern 
Pipe Line Co., 3000 Bissonnet Avenue, 
Houston, Tex. 77005, and 3444 Broad¬ 
way. Kansas City, Mo. 64111, and Con¬ 
solidated Gas Supply Corp., 445 West 
Main Street, Clarksburg, W. Va. 26301 
(Applicants), filed in Docket No. 
CP78-289 a joint application pursuant 


to section 7(c) of the Natural Gas Act 
for a certificate of public convenience 
and necessity authorizing the con¬ 
struction and operation of joint off¬ 
shore gas gathering facilities in the 
Vermilion Area, offshore Louisiana, all 
as more fully set forth in the applica¬ 
tion which is on file with the Commis¬ 
sion and open to public inspection. 

Applicants state that they have the 
right to purchase natural gas reserves 
located in Vermilion Blocks 329, 338. 
339, and 340. Applicants propose to 
construct jointly a gathering line from 
a production platform in Block 329 to 
a sub-sea tie-in Block 340 to a gather¬ 
ing line to be constructed jointly by 
Applicants from a production platform 
in Block 340 to a sub-sea tie-in on the 
Stingray Pipeline Company facility lo¬ 
cated in Block 321. Applicants esti¬ 
mate the total cost of the proposed fa¬ 
cilities will be $10,085,000. Applicants 
state that their respective shares of 
said costs will be financed initially 
through revolving credit arrange¬ 
ments, short-term loans, funds on 
hand, and, in some cases, from funds 
obtained from parent companies. Per¬ 
manent financing will be undertaken 
as part of Applicants’ respective over¬ 
all long-term financing programs at 
later dates. 

Any person desiring to be heard or 
to make any protest with reference to 
said application, on or before May 17, 
1978, should file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, a petition to 
intervene or a protest in accordance 
with the requirements of the Commis¬ 
sion’s rules of practice and procedure 
(18 CFR 1.8 or 1.10). All protests filed 
with the Commission will be consid¬ 
ered by it in determining the appropri¬ 
ate action to be taken, but will not 
serve to make the protestants parties 
to the proceeding. Any person wishing 
to become a party to a proceeding, or 
to participate as a party in any hear¬ 
ing therein, must file a petition to in¬ 
tervene in accordance with the Com¬ 
mission’s rules. 

Take further notice that, pursuant 
to the authority contained in and sub¬ 
ject to the jurisdiction conferred upon 
the Federal Energy Regulatory Com¬ 
mission by sections 7 and 15 of the 
natural Gas Act and the Commission’s 
rules of practice and procedure, a 
hearing will be held without further 
notice before the Commission on this 
application if no petition to intervene 
is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate is required by the 
public convenience and necessity. If a 
petition for leave to intervene is 
timely filed, or if the Commission on 
its own motion believes that a formal 
hearing is required, further notice of 
such hearing will be duly given. 

Under the procedure herein pro¬ 
vided for, unless otherwise advised, it 


will be unnecessary for Applicant to 
appear or be represented at the hear¬ 
ing. 

Kenneth F. Plumb, 
Secretary. 

[FR Doc. 78-12687 Filed 5-9-78; 8:45 am] 


[ 6740 - 02 ] 

[Docket No. CP-2851 

SHENANDOAH GAS CO. 

Application 

April 27, 1978. 

Take notice that on April 14, 1978, 
Shenandoah Gas Co. (Applicant), 1100 
H Street NW., Washington, D.C. 
20080, filed in Docket No. CP78-285 an 
application pursuant to section 7(c) of 
the Natural Gas Act for a certificate 
of public convenience and necessity 
authorizing Applicant to construct and 
operate facilities for the delivery of 
natural gas to ultimate consumers 
thereof, all as more fully set forth in 
the application on file with the Com¬ 
mission and open to public inspection. 

Applicant proposes to construct and 
operate taps along its pipeline system 
described below for the purpose of 
rendering service on a firm basis in 
Virginia and West Virginia to serve 
new high priority residential and small 
commercial customers located in its 
franchise areas in the vicinity of certi¬ 
ficated facilities, which certificated fa¬ 
cilities include: 

1. Applicant’s principal pipeline 
from Middletown, Va., to Martinsburg, 
W. Va., consisting of 36.2 miles of 6%- 
inch, 0.7 mile of 8-inch, and 1.8 miles 
of 12-lnch pipeline authorized by 
orders issued April 30. 1954, in Docket 
No. G-1448 (13 FPC 579, at 593) and 
September 12. 1966, in Docket No. 
CP66-428. The original certificate in 
Docket No. G-1448 included serv ice to 
two industrial customers, M. J. Grove 
Lime Co., near Stephens City, Va., and 
Shenandoah Brick and Tile Co., near 
Winchester. Va. (13 FPC 79, at 382, 
footnote 3). 

2. Applicant’s branch line to serve 
Strasburg, consisting of approximately 
10,000 feet of 2- and 3-inch pipeline ex¬ 
tending from a point of connection 
with Columbia Gas Transmission 
Corp. (Columbia) to a point of connec¬ 
tion with Applicant’s distribution fa¬ 
cilities in Strasburg, Va., and vicinity, 
was authorized by order issued June 
29, 1965, in Docket N0.CP65-287. 

3. Applicant’s branch line to serve 
New Market, consisting of approxi¬ 
mately 7,500 feet of 2-inch pipeline ex¬ 
tending from a point on Columbia s 
24-inch main line to the community of 
New Market, Va.. was authorized by 
order issued September 12. 1966. in 
Docket No. CP66-428. In addition, in 
Docket No. CP66-428, Applicant was 
authorized to continue operation of fa¬ 
cilities for the direct sale of gas to the 
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industrial plants of Continental Clay 
Products Company near Martinsburg, 
W. Va.. C. H. Musselman (Pet Milk 
Co.), Inwood, W. Va., Coming Glass 
Works, Inc., near Inwood, W. Va., and 
Minnesota Mining and Manufacturing 
Co., near Middleway, W. Va. The fa¬ 
cilities installed to serve these four 
customers aggregated approximately 
26.800 feet of 2-, 3-, 4-, and 6-inch pipe¬ 
line. Applicant was also authorized in 
Docket No. CP66-428 to continue oper¬ 
ation of approximately 15,000 feet of 
6-. 8-, and 12-inch pipeline near Ste¬ 
phens City and Middletown, Va., 
which had been installed to replace, 
due to highway construction, 13,802 
feet of 6-inch pipeline of the original 
facilities installed pursuant to authori¬ 
zation in Docket No. G-1448. 

4. Pursuant to authority issued 
March 1, 1967, in Docket No. CP67- 
216. Applicant constructed, to serve a 
new plant of Lockheed Georgia Co., 
aproximately 1,300 feet of 6-inch and 
300 feet of 2-inch pipeline extending 
from the terminus of the lateral pipe¬ 
line described in 3 above now serving 
Corning Glass Works. 

5. In addition, a short branch line of 
approximately 1,050 feet of 2-inch 
pipeline from a tap off of the 24-inch 
pipeline of Columbia, near New 
Market, was constructed to serve 
Howell Metal Co., pursuant to order 
Issued July 31, 1967, in Docket No. 
CP67-352. 

6. Pursuant to authority granted 
September 30, 1968, in Docket No. 
CP68-196, Applicant constructed and 
placed in operation 20 miles of 12-inch 
transmission pipeline extending from 
a new point of connection with Colum¬ 
bia on Columbia's 26-inch main line 
near Nineveh, Va., to a point of con¬ 
nection with Applicant’s existing main 
line near Clearbrook, Va. 

7. Pursuant to authority granted Oc¬ 
tober 20, 1971, in Docket No. CP72-20, 
Applicant constructed and placed into 
operation four taps on existing certifi¬ 
cated facilities as well as accompany¬ 
ing one-half to two-inch distribution 
and sendee lines necessary to serve 
several residential and small commer¬ 
cial customers In Berryvilie and Win¬ 
chester, Va., and in lnwood and Mar¬ 
tinsburg, W. Va. 

Applicant states that it proposes to 
tap, when necessary, the above men¬ 
tioned certificated facilities in order to 
serve more economically at retail 
either present or prospective high-pri¬ 
ority customers seeking gas service. 

It is indicated that the total cost of 
the proposed facilities would not 
exceed $100,000, which cost would be 
financed by Applicant from open ac¬ 
count advances from Washington Gas 
Light Co. 

Any person desiring to be hear or to 
make any protest with reference to 
said application should on or before 
May 18, 1978, file with the Federal 
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Energy Regulatory Commission, 
Washington, D.C. 20426, a petition to 
intervene or a protest in accordance 
with the requirements of the Commis¬ 
sion’s rules of practice and procedure 
(18 CFR 1.8 or 1.10) and the regula¬ 
tions under the Natural Gas Act (18 
CFR 157.10). All protests filed with 
the Commission will be considered by 
it in determining the appropriate 
action to be taken but will not serve to 
make the protestants parties to the 
proceeding. Any person wishing to 
become a party to a proceeding or to 
participate as a party in any hearing 
therein must file a petition to inter¬ 
vene in accordance with the Commis¬ 
sion’s rules. 

Take further notice that, pursuant 
to the authority contained in and sub¬ 
ject to the Jurisdiction conferred upon 
the Federal Energy Regulatory Com¬ 
mission by Sections 7 and 15 of the 
Natural Gas Act and the Commission’s 
rules of practice and procedure, a 
hearing will be held without further 
notice before the Commission on this 
application if no petition to intervene 
is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate is required by the 
public convenience and necessity. If a 
petition for leave to intervene is 
timely filed, or if the Commission on 
its own motion believes that a formal 
hearing is required, further notice of 
such hearing will be duly given. 

Under the procedure herein pro¬ 
vided for, unless otherwise advised, it 
will be unnecessary for Applicant to 
appear or be represented at the hear¬ 
ing. 

Kenneth F. Plumb. 

Secretary . 

[FR Doc. 78-12688 Filed 5-9-78; 8:45 am] 

[ 6740 - 02 ] 

TENNESSEE GAS PIPELINE CO., A DIVISION OF 
TENNECO INC 

[Docket Nos. RP75-35 and RP75-361 

Compliance Filing 

May 3, 1978. 

Take notice that on April 26. 1978, 
Tennessee Gas Pipeline Co., a Division 
of Tcnneco Inc. (Tennessee), tendered 
for filing proposed tariff sheets to its 
FERC Gas Tariff, Ninth Revised 
Volume No. 1, to be effective May 27, 
1978. The proposed tariff sheets con¬ 
sist of the following: 

Original Sheet Nos. 213K1, 213K2. 213K3, 

and 213K4. 

First Revised Sheet Nos. 213E, 213F, and 

2131. 

Second Revised Sheet Nos. 213D. 213G. 

213H. and 213J 213. 

Third Revised Sheet No. 213K. 

Tennessee states that the proposed 
tariff sheets are filed to comply with 
the Commission’s January 26. 1978 


20049 

order in this proceeding. According to 
Tennessee, the tariff sheets expand 
the language of the curtailment plan 
in Article XXIV of the General Terms 
and Conditions of its tariff to explain 
more specifically its curtailment im¬ 
plementation procedures. 

It appears reasonable and consistent 
with the public interest in this pro¬ 
ceeding to prescribe a period shorter 
than 15 days for the filing of protests 
and petitions to intervene. Therefore, 
any person desiring to be heard or to 
protest said filing should file a peti¬ 
tion to intervene or protest with the 
Federal Energy Regulatory Commis¬ 
sion, 825 North Capitol Street NE„ 
Washington, D.C. 20426, in accordance 
with the requirements of §§ 1.8 and 
1.10 of the Commission’s rules of prac¬ 
tice and procedure (18 CFR 1.8 or 
1.10) on or before May 10. 1978. AH 
protests wiU be considered by the 
Commission in determining the appro¬ 
priate action to be taken, but wiU not 
serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party to a proceeding or to 
participate as a party in any hearing 
therein must file a petition to Inter¬ 
vene in accordance with the Commis¬ 
sion’s rules. Persons that have previ¬ 
ously filed a notice or petition for in¬ 
tervention in this proceeding need not 
file additional notices or petitions to 
become parties with respect to the in¬ 
stant filing. This filing which was 
made with the Commission is available 
for public inspection. 

Kenneth F. Plumb, 
Secretary . 

IFR Doc. 78-12695 Filed 5-9-78; 8:45 ami 


[ 6740 - 02 ] 

[Docket No. CP78-295] 

UNITED GAS PIPE LINE CO. 

Pipalina Application 

April 27. 1978. 

Take notice that on April 7, 1978, 
United Gas Pipe Line Co. (United), 
P.O. Box 1478, Houston, Tex. 77001, 
filed an application in Docket No. 
CP78-295. pursuant to section 7(c) of 
the Natural Gas Act, as amended, re¬ 
questing authorization to transport 
gas for Southern Natural Gas Compa¬ 
ny (Southern), all as more fully set 
forth in the application which is on 
file with the Federal Energy Regula¬ 
tory Commission (Commission). 

United states that pursuant to a 
transportation agreement dated April 
7. 1978, between United and Southern, 
Southern will deliver or cause to be de¬ 
livered to United for transportation up 
to 9,400 Mcf per day at a point of re¬ 
ceipt on United’s offshore pipeline 
system in Eugene Island Area, Block 
32. Offshore Louisiana, United will re¬ 
deliver equivalent volumes, less fuel 
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and company-used gas, to Southern at 
various existing and proposed points 
of interconnection between United 
and Southern. 

Any person desiring to be heard or 
to make any protests with reference to 
said application, on or before May 17, 
1978, should file with the Federal 
Energy Regulatory Commission, 
Washington, D.C. 20426, a petition to 
intervene or a protest in accordance 
with the requirements of the Commis¬ 
sion’s rules of practice and procedure 
(18 CFR 1.8 or 1.10). All protests filed 
with the Commission will be consid¬ 
ered by it in determining the appropri¬ 
ate action to be taken, but will not 
serve to make the protestants parties 
to the proceeding. Any person wishing 
to become a party to a proceeding, or 
to participate as a party in any hear¬ 
ing therein, must file a petition to in¬ 
tervene in accordance with the Com¬ 
mission’s rules. 

Take further notice that, pursuant 
to the authority contained in and sub¬ 
ject to the jurisdiction conferred upon 
the Federal Energy Regulatory Com¬ 
mission by sections 7 and 15 of the 
Natural Gas Act and the Commission’s 
rules of practice and procedure, a 
hearing will be held without further 
notice before the Commission on this 
application if no petition to intervene 
is filed within the time required 
herein, if the Commission on its own 
review of the matter finds that a grant 
of the certificate is required by the 
public convenience and necessity. If a 
petition for leave to intervene is 
timely filed, or if the Commission on 
its own motion believes that a formal 
hearing is required, further notice of 
such hearing will be duly given. 

Under the procedure herein pro¬ 
vided for, unless otherwise advised, it 
will be unnecessary for Applicant to 
appear or be represented at the hear¬ 
ing. 

Kenneth F. Plumb, 
Secretary. 

[FR Doc. 78-12690 Filed 5-9-78; 8:45 am] 


[ 6740 - 02 ] 

[Docket No. ER77-3111 

UTAH POWER * LIGHT CO. 

Filing of Sottlomont Agreement 

May 2. 1978. 

Take notice that on April 24. 1978, 
Utah Power & Light Co. (Utah) ten¬ 
dered for filing a proposed settlement 
agreement in the above-referenced 
docket. Utah states that all parties to 
the action or customers who have not 
become party to the proceeding have 
filed either a statement of intent to be 
bound or a statement indicating that 
they do not object to the settlement 
agreement as drafted. 

Any person to be heard or to protest 
said settlement agreement should file 


comments with the Federal Energy 
Regulatory Commission, 825 North 
Capitol Street NE., Washington, D.C. 
20426. on or before May 19. 1978. Com¬ 
ments will be considered by the Com¬ 
mission in determining the appropri¬ 
ate action to be taken. Copies of this 
agreement are on file with the Com¬ 
mission and are available for public in¬ 
spection. 

Kenneth F. Plumb, 
Secretary. 

(FR Doc. 78-12691 Filed 5-9-78; 8:45 am] 


[ 6740 - 02 ] 

[Docket No. ER77-588] 

WASHINGTON WATER POWER CO. 

Certification of Proposed Settlement 
Agreement 

May 4, 1978. 

Take notice that on May 2, 1978, 
Presiding Administrative Law Judge 
Mercogliano certified to the Commis¬ 
sion a proposed Settlement Agreement 
filed by the Washington Water Power 
(WWP) Co. in the above-captioned 
proceeding on April 28. 1978. 

Under the terms of the proposed 
Settlement, WWP agrees to reduce its 
proposed revenue increase to its juris¬ 
dictional customers by $12,650, based 
on the twelve-month test period 
ending June 30, 1977. 

Any person desiring to be heard or 
to protest the Settlement Agreement 
should file comments with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street NE., Washing¬ 
ton, D.C. 20426, on or before May 22, 
1978. Comments will be considered by 
the Commission in determining the 
appropriate action to be taken. Copies 
of the Agreement are on file with the 
Commission and are available for 
public inspection. 

Kenneth F. Plumb, 
Secretary. 

[FR Doc. 78-12696 Filed 5-9-78; 8:45 am] 


[ 6740 - 02 ] 

[Docket No. RP78-55] 

WEST TEXAS GATHERING CO. 

Filing of Revision In Gat Tariff 

May 4, 1978. 

Take notice that on April 19, 1978, 
West Texas Gathering Co. (West 
Texas) tendered for filing certain revi¬ 
sions to its FPC Gas tariff Original 
Volume No. 1. West Texas states that 
its Rate Schedule T-l is a Gas Gather¬ 
ing Agreement with Northern Natural 
Gas Co. which agreement has been 
amended by the parties. These amend¬ 
ments, according to West Texas, re¬ 
quire the present modifications. 

Any person desiring to be heard or 
to protest said filing should file com¬ 


ments with the Federal Energy Regu¬ 
latory Commission, 825 North Capitol 
Street NE., Washington, D.C. 20426, 
on or before May 19, 1978. Comments 
will be considered by the Commission 
in determining the appropriate action 
to be taken. Copies of this filing are on 
file with the Commission and are 
available for public inspection. 

Kenneth F. Plumb, 
Secretary. 

[FR Doc. 78-12697 Filed 5-9-78; 8:45 am] 


[ 6560 - 01 ] 

ENVIRONMENTAL PROTECTION 
AGENCY 

[OPP-180185; FRL 893-6] 

OREGON AND WASHINGTON DEPARTMENTS 
OF AGRICULTURE 

Itsuonce of Specific Exemptions To Use Motri- 

buiin To Control Chootgross on Winter 

Wheat 

The Environmental Protection 
Agency (EPA) has granted specific ex¬ 
emptions to the Oregon and Washing¬ 
ton State Departments of Agriculture 
(hereafter referred to as “Oregon” and 
“Washington”) to use the herbicide 
matribuzin in a single post-emergence 
application for the control of cheat- 
grass on a maximum of 20,000 acres in 
Oregon and 28,000 acres in Washing¬ 
ton. These exemptions were granted in 
accordance with, and are subject to, 
the provisions of 40 CFR Part 166, 
which prescribes requirements for ex¬ 
emption of Federal and State agencies 
for use of pesticides under emergency 
conditions. 

This notice contains a summary of 
certain information required by regu¬ 
lation to be included in the notice. For 
more detailed information, interested 
parties are referred to the application 
on file with the Registration Division 
(WH-567), Office of Pesticide Pro¬ 
grams. EPA. 401 M Street SW., Room 
E-315, Washington, D.C. 20460. 

According to Oregon and Washing¬ 
ton, cheatgrass (downy brorne) is an 
annual grass weed found throughout 
both States; cheatgrass infestation of 
winter wheat is a problem every year, 
but the problem is particularly severe 
this year due to excessive fall and 
winter moisture that has resulted in 
favorable conditions for seed germina¬ 
tion. Oregon and Washington estimat¬ 
ed that wheat loss due to competition 
with cheatgrass might run as much as 
$2,310,000 if an effective herbicide was 
not applied. 

Both Atrazine and Igran are regis¬ 
tered for cheatgrass control in Oregon 
and Washington; however, Atrazine 
should not be applied post-emergence 
and Igran provides only partial control 
of cheatgrass. Atrazine, which is regis¬ 
tered as a fallow treatment, was not 
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applied by most growers last year due 
to drought conditions in the North¬ 
west. In addition, since cheatgrass is 
not normally a severe problem in 
winter wheat, the Atrazine fallow 
treatment is not usually applied for 
control of this past. Finally, although 
Igran is registered for post-emergence 
application to winter wheat, both 
States reported irregular and partial 
control of cheatgrass. 

Therefore, a single post-emergence 
application of metribuzin <4-Amino-6- 
(1,1 -dimethylethly )-3-< methy lthio )- 
l,2,4-triazin-(4H)-one) f distributed 
under the trade names of Sencor and 
Lexone. was requested. A maximum of 
20.000 acres in the following counties 
of eastern Oregon may require treat¬ 
ment: Gilliam, Morrow, Sherman, 
Umatilla, Union, Wasco, and Wallowa. 
A maximum of 28,000 acres in Wash¬ 
ington east of the crest of the Cascade 
Mountains may require treatment. Ap¬ 
plication instructions were to be fur¬ 
nished by the Oregon and Washington 
Departments of Agriculture. Applica¬ 
tion of metribuzin to winter wheat in 
these two States is expected to pose 
minimal hazard to the environment. 

After reviewing the applications and 
other available information, EPA de¬ 
termined that (a) a pest outbreak of 
cheatgrass on winter wheat has oc¬ 
curred: (b) there is no pesticide pres¬ 
ently registered and available for use 
to control cheatgrass in Oregon and 
Washington; (c) there are no alterna¬ 
tive means of control, taking into ac¬ 
count the efficacy and hazard; (d) sig¬ 
nificant economic problems may result 
if the cheatgrass is not controlled; and 
(e) the time available for action to 
mitigate the problems posed is insuffi¬ 
cient for a pesticide to be registered 
for this use. Accordingly, Oregon and 
Washington have been granted specif¬ 
ic exemptions to use the pesticide 
noted above until April 1, 1978, to the 
extent and in the manner set forth in 
the applications. The specific exemp¬ 
tions are also subject to the following 
conditions: 

1. A single post-emergence application of 
Lexone 50WP (EPA Reg. No. 352-375) or 
Sencor 50WP (EPA Reg. No. 3125^277) may 
be made at a rate of 0.25 to 0.50 pound 
active ingredient per acre: 

2. Applications will be made with ground 
or air equipment; 

3. Spray mixture volumes of 10-40 gallons 
per acre will be applied by ground equip¬ 
ment of 5-10 gallons by aircraft; 

4. A maximum of 20.000 acres in Oregon 
and 28.000 acres in Washington may be 
treated; 

5. All applications will be made by quali¬ 
fied growers or by State-licensed commer¬ 
cial applicators. Information on rates and 
timing will be furnished by Oregon State 
University research specialists and exten¬ 
sion agents, and Washington State Universi¬ 
ty extension agents; 

6. Precautions will be taken to avoid spray 
drift to nontarget areas; 

Residue levels of metribuzin and its 
triazinone metabolites are not expected to 


exceed 0.75 ppm in or on wheat grain, 1.0 
ppm in or on wheat straw, and 2.0 ppm in or 
on wheat forage. Wheat grain and straw 
with residues which are not in excess of 
these levels may enter interstate commerce. 
The Pood and Drug Administration, U.S. 
Department of Health, Education, and Wel¬ 
fare, has been advised of this action; 

8. Do not graze treated fields for 14 days 
following application; 

9. All applicable directions, restrictions, 
and precautions on the EPA-reglstered label 
must be followed. 

10. The Oregon and Washington Depart¬ 
ments of Agriculture are responsible for en¬ 
suring that all of the provisions of these 
specific exemptions are met, and must 
submit reports summarizing the results of 
these programs by November 15. 1978. 

11. The EPA shall be Immediately in¬ 
formed of any adverse effects resulting from 
the use of metribuzin in connection with 
these exemptions. 

Statutory Authority: Section 18 of the 
Federal Insecticide, Fungicide, and Rodenti- 
cide Act (FLFRA), as amended (88 Stat. 973; 
89 Stat. 751; 7 U.8.C. 136 et teg.). 

Dated: May 4, 1978. 

Edwin L. Johnson 
Deputy Assistant Administrator 
for Pesticide Programs. 

[FR Doc. 78-12831 Filed 5-9-78: 8:45 ami 


[ 6560 - 01 ] 

CPF-101; FRL 893-33 

PESTICIDE AMD POOD ADDITIVE PETITIONS 
Piling 

Pursuant to the provisions of sec¬ 
tions 408(dXl) and 409(b)(5) of the 
Federal Food, Drug, and Cosmetic Act, 
the Environmental Protection Agency 
(EPA) gives notice that the following 
petitions have been submitted to the 
Agency for considerations. 

PP 8F2073. Fisons Inc., Agricultural Chemi¬ 
cals Division, Two Preston Court, Bedford. 
Mass. 01730. Proposes that 40 CFR 180 be 
amended by the establishment of a toler¬ 
ance for the combined residues of the her¬ 
bicide 2-ethoxy-2,3-dihydro-3,3-dimethyl-5- 
benzofur&nyl methanesulfonate and its 
metabolites in or on the raw agricultural 
commodity grass hay at 0.5 part per mil¬ 
lion (ppm). Proposed analytical method 
for determining residues is by gas liquid 
chromatographic determination process 
using a flame photometric detector in the 
sulphur mode. PM24. (202-755-2197) 

FAP 8H5184. Phostoxln Sales. Inc., Box 469, 
Alhambra, Calif. 98102. Proposes that 21 
CFR 193.20 be amended by establishing a 
regulation permitting direct contact by fu¬ 
migation of the formulation containing 
aluminum phosphide in or on processed 
rice and malt stored In breweries for the 
manufacture of beer with a tolerance limi¬ 
tation of 0.01 ppm. PM11. (202-755-9315) 

Interested persons are invited to 
submit written comments on these pe¬ 
titions to the Federal Register Section. 
Technical Services Division (WH-569), 
Office of Pesticide Programs, EPA, 
Room 401, East Tower, 401 M Street 
SW., Washington, D.C. 20460. Inquir¬ 


ies concerning these petitions may be 
directed to the designated Product 
Manager (PM), Registration Division 
(WH-567), Office of Pesticide Pro¬ 
grams, at the above address, or by tele¬ 
phone at the numbers cited. Written 
comments should bear a notation indi¬ 
cating the petition number to which 
the comments pertain. Comments may 
be made at any time while a petition is 
pending before the Agency. All written 
comments filed pursuant to this notice 
will be available for public inspection 
in the office of the Federal Register 
Section from 8:30 a.m. to 4 p.m. 
Monday through Friday. 

Dated: May 4, 1978. 

Martin H. Rogoff, 
Acting Director, 
Registration Division. 

[FR Doc. 78-12628 Filed 5-9-78; 8:45 am) 


[ 6560 - 01 ] 

[OPP-30147; FRL 893-21 

PESTICIDE PROGRAMS 

Receipt of Application To Register o Pesticide 

Product Containing New Active Ingredients 

Revenge Insect Repellent Corp., 
P.O. Box 1425, Savannah, Ga. 31402, 
has submitted to the Environmental 
Protection Agency (EPA) an applica¬ 
tion to register the pesticide product 
Revenge (EPA file symbol 40195-R). 
containing 16 percent each of the 
active ingredients isopropyl palmitate 
and isopropyl stearate which have not 
been included in any previously regis¬ 
tered pesticide products. The applica¬ 
tion proposes that the product be clas¬ 
sified for general use as a sand gnat re¬ 
pellent. 

Notice of receipt of this application 
does not indicate a decision by the 
Agency on the application. Interested 
persons are invited to submit written 
comments on this application to the 
Federal Register Section, Technical 
Services Division (WH-569), Office of 
Pesticide Programs, EPA, Room 401. 
East Tower, 401 M Street SW„ Wash¬ 
ington, D.C. 20460. The comments 
must be received on or before June 9. 
1978, and should bear a notation indi¬ 
cating the EPA file symbol “40195-R/* 
Comments received within the speci¬ 
fied time period will be considered 
before a final decision is made with re¬ 
spect to the pending application. Com¬ 
ments received after the specified time 
period will be considered only to the 
extent possible without delaying pro¬ 
cessing of the application. Specific 
questions concerning this application 
and the data submitted should be di¬ 
rected to Product Manager (PM) 17, 
Registration Division (WH-567), 
Office of Pesticide Programs, at the 
above address or by telephone at 202- 
426-9425. The label furnished by Re¬ 
venge Insect Repellent Corp., as well 
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as all written comments filed pursuant 
to this notice, will be available for 
public inspection in the office of the 
Federal Register Section from 8:30 
a.m. to 4 p.m. Monday through Friday. 

Notice of approved or denial of this 
application to register Revenge will be 
announced in the Federal Register. 
Except for such material protected by 
section 10 of the Federal Insecticide, 
Fungicide, and Rodenticide Act 
(FIFRA), the test data and other in¬ 
formation submitted in support of reg¬ 
istration as well as other scientific in¬ 
formation deemed relevant to the reg¬ 
istration decision may be made availa¬ 
ble after approval under the provi¬ 
sions of the Freedom of Information 
Act. The procedures for requesting 
such data will be given in the Federal 
Rbgister if an application is approved. 

Dated: May 4. 1978. 

Martin H. Rogoff. 

Acting Director, 
Registration Division. 

(PR Doc. 78-12629 Filed 5-9-78; 8 45 ami 


16560-01J 

[OPP-31015; (FRL 893-7)1 

PESTICIDE PROGRAMS 

Receipt of Application To Register o Pesticide 
Product Entailing a Changed Use Pattern 

M & T Chemicals. Inc., P.O. Box 
1104, Rahway, N.J. 07065, has submit¬ 
ted to the Environmental Protection 
Agency (EPA) an application to regis¬ 
ter the pesticide product Biomet Anti¬ 
fouling Paint (EPA file symbol 5204- 
AN), which contains 15.0 percent of 
the active ingredient triphenyltin flu¬ 
oride. The application received from 
M T Chemicals, Inc., proposes that 
the use pattern of this pesticide be 
changed from technical chemical for 
reformulating into antifouling paints 
to an active ingredient in an antifoul¬ 
ing formulation. The application also 
proposes that the product be classified 
for general use. PM24 

Notice of receipt of this application 
does not indicate a decision by this 
Agency on the application. Interested 
persons are invited to submit written 
comments on this application to the 
Federal Register Section, Technical 
Sendees Division (WH-569). Office of 
Pesticide Programs. EPA, Room 401, 
East Tower, 401 M Street SW, Wash¬ 
ington, D.C. 20460. 

The comments must be received on 
or before June 9, 1978, and should 
bear a notation indicating the EPA file 
symbol “5204-AN.” Comments re¬ 
ceived within the specified time period 
will be considered before a final deci¬ 
sion is made with respect to the pend¬ 
ing application. Comments received 
after the specified time period will be 
considered only to the extent possible 
without delaying processing of the ap¬ 


plication. Specific questions concern¬ 
ing this application should be directed 
to the designated Product Manager 
(PM), Registration Division (WH-567). 
Office of Pesticide Programs, at the 
above address or by telephone at 202- 
755-2196. The label furnished by M & 
T Chemicals, Inc., as well as all writ¬ 
ten comments filed pursuant to this 
notice, will be available for public in¬ 
spection in the office of the Federal 
Register Section from 8:30 a.m. to 4 
p.m., Monday through Friday. 

Notice of approval or denial of this 
application to register Biomet Anti¬ 
fouling Paint will be announced in the 
Federal Register. Except for such 
material protected by Section 10 of 
the Federal Insectici de, F ungicide, and 
Rodenticide Act (FIFRA), the test 
data and other information submitted 
in support of registration as well as 
other scientific information deemed 
relevant to the registration decision 
may be made available after approval 
under the provisions of the Freedom 
of Information Act. The procedures 
for requesting such data will be given 
in the Federal Register if an applica¬ 
tion is approved. 

Dated: May 3, 1978. 

Douglas D. Campt, 
Acting Director\ 
Registration Division. 

[FR Doc. 78-12630 Filed 5-9-78: 8:45 am] 


[6560-01] 

COPP-33000/543 and 544; FRL 893-4] 

PESTICIDE REGISTRATION DATA TO BE 
CONSIDERED IN SUPPORT OF APPLICATIONS 

Recoipt of Application 

On November 19, 1973, the Environ¬ 
mental Protection Agency (EPA) pub¬ 
lished in the Federal Register (39 FR 
31862) its interim policy with repect to 
the administration of section 
3(c)(1)(D) of the Federal Insecticide. 
Fungicide, and Rodenticide Act 
(FIFRA), as amended (“interim policy 
statement”). On January 22, 1976, 
EPA published in the Federal Regis¬ 
ter a document entitled “Registration 
of a Pesticide Product—Consideration 
of Data by the Administrator in Sup¬ 
port of an Application” (41 FR 3339). 
This document described the changes 
in the Agency’s procedures for imple¬ 
menting section 3(c)(lXD) of FIFRA, 
as set out in the interim policy state¬ 
ment which were effected by the en¬ 
actment of the amendments to FIFRA 
on November 28, 1975 (Pub. L. 94-140), 
and the regulations governing the reg¬ 
istration and reregistration of pesti¬ 
cides which became effective on 
August 4. 1975 (40 CFR Part 162). 

Pursuant to the procedures set forth 
in these Federal Register documents, 
EPA hereby gives notice of the appli¬ 
cations for pesticide registration listed 


below. In some cases these applica¬ 
tions have recently been received; ta 
other cases, applications have been 
amended by the submission of addi¬ 
tional supporting data, the election of 
a new method of support, or the sub¬ 
mission of new “offer to pay” state¬ 
ments. 

In the case of all applications, the la¬ 
beling furnished by the applicant for 
the product will be available for in¬ 
spection at the Environmental Protec¬ 
tion Agency, Room 209, East Tower, 
401 M Street SW., Washington. D.C. 
20460. In the case of applications sub¬ 
ject to the section 3 regulations which 
utilize either the 2(a) or 2(b) method 
of support specified in the interim 
policy statement, all data citations 
submitted or referenced by the appli¬ 
cant in support of the application will 
be made available for inspection at the 
above address. This information (pro¬ 
posed labeling and, where applicable, 
data citations) will also be supplied by 
mail, upon request. However, such a 
request should be made only when cir¬ 
cumstances make it inconvenient for 
the Inspection to be made at the 
Agency offices. 

Any person who: (a) is or has been 
an applicant, (b) believes that data he 
developed and submitted to EPA on or 
after January 1, 1970. are being used 
to support an application described in 
this notice, (c) desires to assert a claim 
under section 3(c)(1)(D) for such use 
of his data and wishes to preserve his 
right to have the Administrator deter¬ 
mine the amount of reasonable com¬ 
pensation to which he is entitled for 
such use of the data, or (d) wishes to 
assert confidential status under sec¬ 
tion 10 for his data, must notify the 
Administrator and the applicant 
named in the notice in the Federal 
Register of his claim by certified mail. 
Notification to the Administrator 
should be addressed to the Product 
Control Branch, Registration Division 
(WH-567>, Office of Pesticide Pro¬ 
grams. Environmental Protection 
Agency. 401 M Street SW., Washing¬ 
ton. D.C. 20460. Every such claimant 
must include, at a minimum, the infor¬ 
mation listed in the interim policy 
statement of November 19, 1973. 

Specific questions concerning appli¬ 
cations made to the Agency should be 
addressed to the designated Product 
Manager (PM), Registration Division 
(WH-567), Office of Pesticide Pro¬ 
grams, at the above address, or by tele¬ 
phone as follows: 

PM 11. 12. and 13-202-755-9315. 

PM 15. 16. and 17-202-426-9425. 

PM 21 and 22-202-426-2454. 

PM 23-202-755-1397. 

PM 24-202-755-2196. 

PM 25-202-426-2632. 

PM 31-202-426-2635. 

PM 32-202-426-9486. 

PM 33-202-755-9041. 

PM 34-202-426-9490. 

The Interim policy statement re¬ 
quires that claims for compensation be 
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filed on or before July 10, 1978. EPA 
will not delay any registration pending 
the assertion of claims for compensa¬ 
tion or the determination of reason¬ 
able compensation. Inquiries and as¬ 
sertions that data relied upon are sub¬ 
ject to protection under section 10 of 
FIFRA, as amended, should be made 
on or before June 9. 1978. Registration 
will be delayed pending resolution of 
section 10 claims. 

Dated: May 4, 1978. 

Martin H. Rogoff, 
Acting Director, 
Registration Division. 

Applications Received (OPP-33000/543) 

EPA Reg. No. 100-501. Ciba-Geigy Corp., 
P.O. Box 11422, Greensboro, NC 27409. 
SUPRACIDE 2E. Active Ingredients: 
Methidathion: O.O-dimethyl phosphoro- 
dithioate, S-ester with 4-(mercapto- 
methyl)-2-methoxy- 2-l,3,4-thiadiazolin-5- 
one 24.4 percent, Aromatic petroleum de¬ 
rivative solvent 65.1 percent. Method of 
Support: Application proceeds under 2(b) 
of interim policy. Amendment. PM 12. 

EPA Reg. No. 201-369. Shell Chemical Com¬ 
pany. A Division of Shell Oil Company. 
Agricultural Chemicals, Suite 200, 1025 
Connecticut Ave., N.W., Wash. DC 20036. 
VENDEX 60 WETTABLE POWDER MI- 
TIC IDE. Active Ingredients: Hexakis <2- 
methyl-3-phenylpropyl )-distannoxane 50 
percent. Method of Support: Application 
proceeds under 2(a) of interim policy. Re¬ 
published: Added uses. PM 13. 

EPA File Symbol 271-GR. IMC Chemical 
Group, Inc., 1331 S. First Street, P.O. Box 
207, Terre Haute. IN 47808. BIOBAN CS- 
1135 ATIMICROBIAL AGENT. Active In¬ 
gredients: 4,4-Dimethyloxazoiidine 76 per¬ 
cent, 3,4,4-Trimethyloxazolldine 2 percent. 
Method of Support: Application proceeds 
under 2(a) of interim policy. Republished: 
New offer to pay statement. PM33. 

EPA Reg. No. 352-342. EJL duPont de Ne¬ 
mours Si Co. Inc., Biochemicals Depart¬ 
ment, Wilmington. DE 19898. LANNATE 
INSECTICIDE FOR USE ON BLUEBER¬ 
RIES. Active Ingredients: S-methyl N- 
((methylcar bamoy 1 >oxy I thioacet imidate 
90 percent. Method of Support: Applica¬ 
tion proceeds under 2(b) of Interim policy. 
Republished: Added use. PM12. 

EPA Reg. No. 352-362. E.I. duPont de Ne¬ 
mours Ac Co.. Inc. LANNATE WP INSEC¬ 
TICIDE FOR USE ON BLUEBERRIES. 
Active Ingredients: S-methyl-N- 

K methylcarbamoyl >oxy]thioacetimidate 
25 percent. Method of 8upport: Applica¬ 
tion proceeds under 2(b) of interim policy. 
Republished: Added use. PM 12. 

EPA Reg. No. 352-370. E.I. duPont de Ne¬ 
mours & Co., Inc. LANNATE L INSECTI¬ 
CIDE, Active Ingredients: S-methyl N- 
i( methylcarbamoyl >oxy ] thioacet imidate 
24 percent. Method of Support: Applica¬ 
tion proceeds under 2(b) of the interim 
policy. Republished: Added use. PM12. 

EPA File Symbol 453-ETL. Wood Treating 
Chemicals Dept., Koppers Company. Inc., 
5137 Southwest Avenue, St. Louis, 
MO63110. TRIBUCIDE D 75. Active In¬ 
gredients: Bis(Tri-n-Butyltin) Oxide 0.75 
Percent. Method of 8upport: Application 
proceeds under 2(b) of Interim policy. 
PM22. 

EPA File Symbol 453-ETA. Wood Treating 
Chemicals Dept., Koppers Co.. Inc., TRI¬ 


BUCIDE IL 75. Active Ingredients: 
Bis(Tri-n-Butyltin) Oxide 0.75 percent. 
Method of Support: Application proceeds 
under 2(b) of interim policy PM 22. 

EPA File Symbol 453-ETT. Wood Treating 
Chemicals Dept., Koppers Co., Inc. TRI¬ 
BUCIDE P 75. Active Ingredients: Bis(Trl- 
n-Butyltin) Oxide 0.75 percent. Method of 
Support: Application proceeds under 2(b) 
of interim policy. PM22. 

EPA Reg. No. 524-308. Monsanto Company. 
Agricultural Products. 800 N. Lindbergh 
Blvd., St. Louis. MO 63166. ROUNDUP 
HERBICIDE. Active Ingredients: Isopro¬ 
pylamine salt of Glyphosate 39.9 percent. 
Method of Support: Application proceeds 
under 2(b) of Interim policy. Republished: 
Added use. PM25. 

EPA Reg. No. 707-128. Rohm and Haas. In¬ 
dependence Mall West, Philadelphia, PA 
19105. KATHON WT INDUSTRIAL MI- 
CROBICIDE. Active Ingredients: 5- 
Chloro-2-methyl-4-isothiazolin-3-one 8.6 
percent; 2-Methyl-4-tsothlazolln-3-one 2.6 
percent. Method of Support: Application 
proceeds under 2(b) of interim policy. Re¬ 
published: Added use. PM33. 

EPA Reg. No. 707-129. Rohm and Haas. 
KATHON 886 MW INDUSTRIAL MI 
CROBICIDE. Active Ingredients: 5- 
Chloro-2-methyl-4-isothiazolin-3-one 8.6 
percent, 2-Methyl-4-isothlazolin-3-one 2.6 
percent. Method of Support: Application 
proceeds under 2(b) and Interim policy. 
Republished: Added uses. PM33. 

EPA File Symbol 1021-RGIG. McLaughlin 
Gormley King Co. 8810 Tenth Avenue 
North. Minneapolis, MN 55427. MGK SU- 
MITHRIN 90 PERCENT CONCEN¬ 
TRATE. Active Ingredients: 3-phenoxy- 
benzyl d-cis and trans 2,2-dlmethyl-3-(2- 
methyl-propenzyl) cyclopropanecarbox- 
ylate 86 percent. Method of Support: Ap¬ 
plication proceeds under 2(b) of interim 
policy. PM 17. 

EPA File Symbol 1021-RGIU. McLaughlin 
Gormley King Co. NEO-PYNAMIN 80 
PERCENT CONCENTRATE. Active In¬ 
gredients: N-(hydroxymethyl)-l-cyclohex- 
ene-1, 2-dicarboximide 2,2-dimethyl-3-(2- 
methylpropenyl) cyclopropanecaxboxylate 
80.00 percent. Method of Support: Appli¬ 
cation proceeds under 2(b) of interim 
policy. PM17. 

EPA File Symbol 1021-RGEL McLaughlin 
G ormle y King Co.. MGK MULTICIDE 
INTERMEDIATE 2082. Active Ingredi¬ 
ents: N-(hydroxymethyl)-l-cyclohexeme- 
l,2-dicarboximide 2,2-dimethyl-3-(2-meth- 
ylpropenyl) cyclo-propanecarboxylate 
10.00 percent, 3-Phenoxybenzyl d-cis and 
trans 2,2-dimethyl-3-(2-methyIpropenyl) 
cyclo- propanecarboxylate 4.78 percent. 
Method of Support: Application proceeds 
under 2(b) of Interim policy. PM 17. 

EPA File Symbol 1021-RGLA. McLaughlin 
Gormley King Co. MULTICIDE INTER¬ 
MEDIATE 2086. Active Ingredients: N- 
(hydroxymethyl)-l-cyclohexene-l,2-di- 
carboximide 2,2-dimethyl-3-(2-methylpro- 
penyl) cyclopropanecaxboxylate 8.90 per¬ 
cent, 3-Phenoxybenzyl d-cis and trans 2,2- 
dimethyl-3-(2-methylpropenyl) cyclo- pro¬ 
panecarboxylate 8.51 percent. Method of 
Support: Application proceeds under 2(b) 
of interim policy. PM 17. 

EPA File Symbol 1021-RGIT. McLaughlin 
Gormley King Co. MULTICIDE INTER¬ 
MEDIATE 2084. N-(hydroxymethyl)-l-cy- 
clohexene-1,2-dicarboximide 2,2-dimethyl- 
3-(2-methylpropenyl) cyclopropanecar- 
boxylate 12.50 percent, 3-Phenoxybenzyl 
d-cis and trans 2,2-dimethyl-3-( 2-methyl- 


propenyl) cyclopropanecarboxylate 7.17 
percent. Method of Support: Application 
proceeds under 2(b) of interim policy. 
PM 17. 

EPA Reg. No. 1109-1. Cities Service Co.. 
Copperhill Operations, P.O. Drawer 50360, 
Atlanta. GA 30302. COPPER SULFATE 
LARGE CRYSTALS. Active Ingredients: 
Copper Sulfate (Pentahydrate) 99 per¬ 
cent, copper expressed as metallic 25.2 
percent. Method of Support: Application 
proceeds under 2(b) of interim policy. Re¬ 
published: Added use. PM24. 

EPA Reg. No. 1109-27. Cities Service Co. 
COPPER SULFATE LARGE BRIKS. 
Active Ingredients: Copper Sulfate (Penta¬ 
hydrate) 99 percent, copper expressed as 
metallic 25.2 percent. Method of Support: 
Application proceeds under 2(b) of interim 
policy. Republished: Added use. PM24. 

EPA Reg. No. 1258-842. Olin Chemicals. 
Specialty Products Department, Olin Cor¬ 
poration. 120 Long Ridge Road, Stamford, 
CT 06904. SODIUM OMADINE 
POWDER. Active Ingredients: Sodium 2- 
pyridinethiol-1 -oxide 90 percent. Method 
of Support: Application proceeds under 
2(b) of interim policy. Republished: Added 
uses. PM33. 

EPA Reg. No. 1448-42. Buckman Laborato¬ 
ries. Inc., 1256 North McLean Blvd., Mem¬ 
phis, TN 38108. BUSAN 77. Active Ingredi¬ 
ents: PolyCoxyethylene (dimethylimino) 
ethylene (dimethyliminio) ethylene di- 
chloridel 60.0 percent. Method of Sup¬ 
port: Application proceeds under 2(a) of 
Interim policy. Republished: Added use. 
PM34. 

EPA File Symbol 1706-RUO. Nalco Chemi¬ 
cal Co., 2910 Butterfield Rd., Oak Brook. 
IL 60521. NALCO 6WC-475 MICROOR 
GANISM CONTROL CHEMICAL. Active 
Ingredients: bis tributylin oxide 10 per¬ 
cent. Republished: Change in Method of 
Support: Application proceeds under 2(b) 
of interim policy. PM33. 

EPA Reg. No. 2139-101. Nor-Am Agricultur¬ 
al Products, Inc., 1275 Lake Avenue. 
Woodstock, IL 60098. BET ANAL POST¬ 
EMERGENCE HERBIC IDE FOR CON¬ 
TROL OF WEEDS IN BEETS. Active In¬ 
gredients: Phenmedipham 15.9 percent. 
Method of Support: Application proceeds 
under 2(a) of interim policy. Republished: 
Added use. PM25. 

EPA Reg. No. 2224-44. Mobil Chemical 
Company, P.O. Box 26683, Richmond. VA 
23261. MOCAP EC. Active Ingredients: 
Ethroprop (O-Ethyl 8,8-Dipropyl Phos- 
phorodithloate 70.6 percent. Method of 
Support: Application proceeds under 2(b) 
of Interim policy. Republished: Added use. 
PM16. 

EPA File Symbol 2829-RRT. Ventron Cor¬ 
poration. Chemicals Division, Congress 
Street. Beverly, MA 01915. VINYZENE 
SB-8. Active Ingredients: 2-n-octyl-4-isoth- 
lazolln-3-one 12.5 percent. Method of Sup¬ 
port: Application proceeds under 2(b) of 
interim policy. PM22. 

EPA File Symbol 4581-GO A. Penn wait Cor¬ 
poration. Agchem Division, 900 First 
Avenue. P.O. Box C, King of Prussia. PA 
19406. TOPSIN E TECHNICAL FUNGI¬ 
CIDE. Active Ingredients: Thiophanate 
diethyl 4,4-o-phenylenebis[ 3-thioaUo- 

phanate] 94 percent. Method of Support: 
Application proceeds under 2(a) of interim 
policy. Republished: Added use. PM21. 

EPA File Symbol 8959-RR. Applied Bio¬ 
chemists Inc., 5300 W. Count y Line Rd.. 
Mequon, WI 53092. RICETRINE. Active 
Ingredients: Copper as elemental 7.1 per- 
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cent. Method of Support: Application pro¬ 
ceeds under 2(b) of Interim policy. FM24. 

Applications Received (OPP-33000/544) 

EPA Reg. No. 10148-3. Nationwide Chemical 
Company, Inc., 56 North First Street, 
Brooklyn. NY 11211. NATIONWIDE 
GERMICIDAL CLEANER. Active Ingre¬ 
dients: Soap 14.90 percent, ortho-benzyl- 
para-chlorophenol 7.12 percent. Isopro- 
panal. tetrasodium ethylenediamine 2.38 
percent, Tetra acetate 0.01 percent. 
Method of Support: Application proceeds 
under 2(a) of interim policy. Republished: 
formulation change. PM32. 

EPA File Symbol 41716-R. Charles P. Keith 
Associates. 1761-C McCoba Drive, 
Smyrna, GA 30080. BYASYDE 610. Active 
Ingredients: Polytoxyethylene (dimethyii- 
minio) ethylene (dimethyliminio) ethyl¬ 
ene dichloride] 10.0 percent. Method of 
Support: Application proceeds under 2(b) 
of interim policy. PM34, 

EPA File Symbol 10445-EN. Calgon Corpo¬ 
ration, P.O. Box 1346, Calgon Center, 
Pittsburgh, PA 15230. B-66 MICROBIO¬ 
CIDE. Active Ingredients: n-Dodecylguani- 
dine Hydrochloride 9.5 percent. Method of 
Support: Application proceeds under 2(a) 
of interim policy. PM33. 

EPA File Symbol 10445-ER. Calgon Corpo¬ 
ration. B-33 MICROBIOCIDE. Active In¬ 
gredients: n-Dodecylguanldine Hydrochlo¬ 
ride 9.5 percent. Method of Support: Ap¬ 
plication proceeds under 2(a) of interim 
policy. PM33. 

EPA File Symbol 10581-E. Sonford Prod¬ 
ucts Corp., 100 E. Broadway, St. Paul 
Park. MN 55075. STA-RITE-T. Active In¬ 
gredients: Bis(tri-n-butyltin) oxide 0.75 
percent. Method of Support: Application 
proceeds under 2(b) of interim policy. 
PM22. 

EPA File Symbol 11558-L. Celanese Chemi¬ 
cal Co., 1211 Avenue of the Americas, New 
York, NY 10036. PARAFORMALDE¬ 
HYDE (POWDER). Active Ingredients: 95 
percent Formaldehyde (Minimum). 
Method of Support: Application proceeds 
under 2(a) of interim policy. PM33. 

EPA File Symbol 11558-A. Celanese Chemi¬ 
cal Co.. PARAFORMALDEHYDE 
(FLAKE). Active Ingredients: 91 percent 
Formaldehyde (Minimum). Method of 
Support: Application proceeds under 2(a) 
of interim policy. PM33. 

EPA File Symbol 11558-RR. Celanese 
Chemical Co., FORMALDEHYDE SOLU¬ 
TION. Active Ingredients: 37 percent For¬ 
maldehyde. Method of Support: Applica¬ 
tion proceeds under 2(a) of interim policy. 
PM33. 

EPA File Symbol 16065-R. Clarkson Chemi¬ 
cal Co., Inc., P.O. Box 97, Williamsport, 
PA 17701. CLORO-TOL. Active Ingredi¬ 
ents: Sodium Hypochlorite 12.5 percent. 
Method of Support: Application proceds 
under 2(b) of interim policy. PM34. 

EPA File Symbol 34164-T. American Refin¬ 
ing Mfg. Co.. 2375 N.W. 75th Street, 
Miami. FL 33147. ACTION DISINFEC¬ 
TANT. Active Ingredients: Alkyl (60 per¬ 
cent. C14; 30 percent. C16; 5 percent. C12; 
5 percent. C18) Dimethyl Benzyl Ammoni¬ 
um Chlorides 1.28 percent; Alkyl (68 per¬ 
cent. C12; 32 percent. C14) Dimethyl Eth- 
ylbenzyl Ammonium Chlorides 1.28 per¬ 
cent; Sodium carbonate 2.00 percent. 
Method of Support: Application proceeds 
under 2(b) of Interim policy. Republished: 
Revised offer to pay statement submitted. 
PM31. 

EPA File Symbol 34736-RN. Owens Services 
Corp.. 930 East 80th Street. Minneapolis, 


MN 55420. POOL ALGUARD. Active In¬ 
gredients: Polytoxyethylene (dimethyli- 
mino) ethylene (dimethyliminio) ethylene 
dichloridel 10.0 percent. Method of Sup¬ 
port: Application proceeds under 2(b) of 
interim policy. PM34. 

EPA File Symbol 34892-E. Russall Products 
Co.. Inc., 2253 Light Street. Bronx. NY 
10466. N-GERM. Active Ingredients: n- 
Alkyl (60 percent C14, 30 percent C16, 5 
percent Cl2, 5 percent Cl8) dimethyl 
benzyl ammonium chlorides 2.25; n-Alkyl 
(68 percent C12, 32 percent C14) dimethyl 
ethylbenzyl ammonium chlorides 2.25; 
Sodium Carbonate 3.00 percent Tetraso¬ 
dium ethylenediamine tetraacetate 1.00 
percent. Method of Support: Application 
proceeds under 2(b) of interim policy. 
PM31. 

EPA File Symbol 36795-R. Eastern Crown, 
Inc., P.O. Box 216, Vernon, NY 13476. ECI 
SANITIZING SOLUTION. Active Ingredi¬ 
ents: Sodium Hypochlorite 9.2 percent. 
Method of Support: Application proceeds 
under 2(b) of interim policy. PM34. 

EPA File Symbol 36993-E. Tarson Chemical 
& Supply Co.. 650 Burnet Avenue, Syra¬ 
cuse. NY 13203. CRYSTAL KLEAR. 
Active Ingredients: Sodium Hypochlorite 
12.5 percent. Method of Support: Applica¬ 
tion proceeds under 2(b) of interim policy. 
PM34. 

EPA File Symbol 37621-E. American Bleach 
Mfg. Co., 1706 Portland Avenue, Louis¬ 
ville, KY 40203. CHEMI-CAL. Active In¬ 
gredients: Sodium Hypochlorite 12.5 per¬ 
cent. Method of Support: Application pro¬ 
ceeds under 2(b) of interim policy. PM34. 

EPA File Symbol 37621-G. American Bleach 
Mfg. Co. Active Ingredients: Sodium Hy¬ 
pochlorite 5.25 percent. Method of Sup¬ 
port-: Application proceeds under 2(b) of 
interim policy. PM34. 

EPA File Symbol 38421-R. Hydrotreat Engi¬ 
neering. 6832 Hawthorne Park Dr., In¬ 
dianapolis. IN 46220. BIO-TREAT 12. 
Active Ingredients: Polyioxyethylene (di¬ 
methyliminio) ethylene (dimethyllmino) 
ethylene dichloridel 10.0 percent. Method 
of Support: Application proceeds under 
2(b) of interim policy. PM34 

EPA File Symbol 38518-R. Rule Pool Main¬ 
tenance Co.. 5780 North Federal High¬ 
way, Fort Lauderdale, FL 33308. RULE 
POO LA ID. Active Ingredients: Sodium 
Hypochlorite 9.2 percent. Method of Sup¬ 
port: Application proceeds under 2(b) of 
interim policy. PM34. 

EPA File Symbol 39327-A. Aqua Treat 
Chemicals. Inc., 1166 87th St.. Daly City, 
CA 94015. A-106 ALGAECIDE. Active In- 
gredlents: Polytoxyethylene (dimethyli¬ 
minio) ethylene (dimethyllmino) ethylene 
dichloridel 15 percent. Method of Sup¬ 
port: Application proceeds under 2(b) of 
Interim policy. PM34. 

EPA File Symbol 39327-RU. Aqua Treat 
Chemicals, Inc., A-806 ALGAECIDE. 
Active Ingredients: Polytoxyethylene (di¬ 
methyliminio) ethylene (dimethyllmino) 
ethylene dichloridel 15 percent. Method 
of Support: Application proceeds under 
2(b) of interim policy. PM34. 

EPA File Symbol 39398-T. Sumitomo 
Chemical America, Inc., 345 Park Ave., 
New York, NY 10022. SUMITHION CON- 
CENTRATE. Active Ingredients: O.O-di- 
methyl 0-(4-nitro-m-tolyl) phosphoroth- 
ioate 93.0 percent. Method of Support: Ap¬ 
plication proceeds under 2(b) of interim 
policy. PM16. 

EPA File Symbol 41379-R. Dolphin Pool 
Service, Division of Porpoise Pools, 18789 


S.W. 105th PL, Miami. FL 33157. DOL¬ 
PHIN POOL SERVICE SANITIZER 
Active Ingredients: Sodium Hypochlorite 
9.2 percent. Method of Support: Applica¬ 
tion proceeds under 2(b) of interim policy 
PM34. 

EPA File Symbol 41380-R. Mister Chemical, 
160 N. W. 24 th St., Boca Raton, FL 33422! 
MR. CHEMICAL. Active Ingredients: 
Sodium Hypochlorite 9.2 percent. Method 
of Support: Application proceeds under 
2(b) of interim policy. PM34. 

EPA File Symbol 41381-R. Patrician Pools, 
Inc., 303 N.W. 1st Ave., Boca Raton. FL 
33432. SODIUM HYPOCHLORITE. 
Active Ingredients: Sodium Hypochlorite 
9.2 percent. Method of Support: Applica¬ 
tion proceeds under 2(b) of Interim policy. 
PM34. 

EPA File Symbol 41382-R. Pools By 
Bracken. P.O. Box 7335, 2377 E. Tamiaml 
Trail, Naples. FL 33942. BRACKEN 
SPARKLE. Active Ingredients: Sodium 
Hypochlorite 9.2 percent. Method of Sup¬ 
port: Application proceeds under 2(b) of 
interim policy. PM34. 

EPA File 8ymbol 41404-R. Industrial Equip¬ 
ment As Supplies, Div. of Commodity Con¬ 
trol Corp., 2055 N.W. 7th Ave., Miami. FL 
33127. INDUSTRIAL SODIUM HYPO¬ 
CHLORITE. Active Ingredients: Sodium 
Hypochlorite 9.2 percent. Method of Sup¬ 
port: Application proceeds under 2(b) of 
Interim policy. PM34. 

EPA File Symbol 41577-R. Complete Pool 
Service, 195 Coquina Court, Ormond 
Beach, FL 32074. COMPLETE POOL 
SERVICE (CPS). Active Ingredients: 
Sodium Hypochlorite 9.2 percent. Method 
of Support: Application proceeds under 
2(b) of Interim policy. PM34. 

EPA File Symbol 41678-R Construction 
Specialties. Inc.. P.O. Box 380. Muncy, PA 
17756. ACROVYN HANDRAILS. Active 
Ingredients: 1.00 percent 2.4.4'-Trichloro- 
2'. Hydroxydiphenyl Ether. Method of 
Support: Application proceeds under 2(b) 
of interim policy. PM32. 

EPA File Symbol 41678-E. Construction 
Specialties, Inc., ACROVYN CORNER 
GUARDS. Active Ingredients: 1.00 percent 
2,4.4'-Trichloro-2'. Hydroxydiphenyl 

Ether. Method of Support: Application 
proceeds under 2(b) of Interim policy. 
PM32. 

EPA File Symbol 41678-G. Construction 
Specialties. Inc., ACROVYN BUMPER 
GUARDS. Active Ingredients: 1.00 percent 
2,4.4'-Trichloro-2\ Hydroxydiphenyl 

Ether. Method of Support: Application 
proceeds under 2(b) of interim policy. 
PM32. 

[FR Doc. 78-12633 Filed 5-9-78; 8:45 am] 


[6560-01] 

[FRL 892-8] 

STANDARDS OF PERFORMANCE FOR NEW 
STATIONARY SOURCES AND NATIONAL 
EMISSION STANDARDS FOR HAZARDOUS 
AIR POLLUTANTS 

Additional Delegation of Authority to tho Stott 
of Oregon 

On November 19. 1975, the Regional 
Administrator of EPA Region X dele¬ 
gated to the State of Oregon the au¬ 
thority to implement and enforce the 
Standards of Performance for New 
Stationary Sources (NSPS) and Na- 
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tional Emission Standards for Hazard¬ 
ous Air Pollutants (NESHAPS). A 
notice announcing this delegation was 
published in the Federal Register on 
February 20.1976 (41 FR 7809). 

On November 29, 1977, the Director 
of the Oregon Department of Environ¬ 
mental Quality requested EPA to 
extend the delegation of authority to 
include authority for Federal facili¬ 
ties, which were not included in EPA’s 
November 10, 1975 delegation. 

EPA reviewed the State’s request 
and on April 3, 1978, delegated to the 
State of Oregon authority to imple¬ 
ment and enforce the NSPS and NE¬ 
SHAPS programs for Federal facilities 
as those programs were delegated to 
the State on November 10,1975. 

The April 3. 1978 letter of delegation 
follows: 

Dear Mr. Young: This is in response to 
your letter of November 29, 1977 requesting 
delegation of authority^) carry out the re¬ 
quirements relative to the New Source Per¬ 
formance Standards (NSPS) and National 
Emission Standards for Hazardous Air Pol¬ 
lutants <NESHAPS) for Federal facilities. 
We have reviewed your request and hereby 
grant delegation of the NSPS and NE¬ 
SHAPS for Federal facilities to the State of 
Oregon. 

The delegation applies to the twelve 
NSPS source categories and the three NE¬ 
SHAPS pollutants for which EPA delegated 
authority to the 8tate for non-Federal fa¬ 
cilities by letter of November 10, 1975 (41 
FR 7809-7810. February 20. 1976). For 
NSPS. the sources include fossil fuel-fired 
steam generators, incinerators, portlan 
cement plants, nitric acid plants, sulfuric 
acid plants, asphalt concrete plants, petro¬ 
leum refineries, storage vessels for petro¬ 
leum liquids, secondary lead smelters, sec¬ 
ondary brass and brarize ingot production 
Plants, sewage treatment plants and iron 
and steel plants. For NESHAPS, the pollut¬ 
ants include asbestos, beryllium and mer¬ 
cury. 

This delegation supersedes Condition 5 of 
our original letter of delegation dated No¬ 
vember 10. 1975. Condition 5 exempted Fed¬ 
eral Facilities from complying with State or 
local administrative procedures relating to 
air pollution control. 

Since this delegation is effective immedi¬ 
ately, there is no requirement that the 
State notify EPA of its acceptance. A notice 
announcing this delegation will appear in 
the Federal Register in the near future. 

Sincerely yours. 

Donald. P. Dubois. 

Regional Administrator: 

Authority: Section lll(cXl) of the Clean 
Air Act, as amended (42 U.S.C. 7411c-l). 

Dated: April 26, 1978. 

Donald P. Dubois, 
Administrator . 
tFR Doc. 78-12627 Filed 5-9-78: 8:45 ami 


[6560-01] 

tOPP-180181; FRL 893-5] 

STATES OF MICHIGAN, NEW HAMPSHIRE, 
OREGON, AND WASHINGTON 

Specific Exemptions To Use Triforine To Control 
MoniMnlo Mummyberry on Blueberries 

The Environmental Protection 
Agency (EPA) has granted specific ex¬ 
emptions to the Michigan. New Hamp¬ 
shire, Oregon, and Washington De¬ 
partments of Agriculture (hereafter 
referred to as 14 Applicants”) to use tri¬ 
forine for the control of Monilinia 
mummyberry on blueberries; 2,000 
acres in Michigan. 700 acres in Wash¬ 
ington, 500 acres in Oregon, and 400 
acres in New Hampshire are involved. 
These exemptions were granted in ac¬ 
cordance with, and are subject to, the 
provisions of 40 CFR Part 166, which 
prescribes requirements for exemption 
of Federal and State agencies for use 
of pesticides under emergency condi¬ 
tions. 

This notice contains a summary of 
certain information required by regu¬ 
lation to be included in this notice. 
For more detailed information. Inter¬ 
ested parties are referred to the appli¬ 
cations on file with the Registration 
Division (MH-567), Office of Pesticide 
Programs, EPA. 401 M Street SW.. 
Room E-315, Washington, D.C. 20460. 

Mummyberry is caused by the 
fungus Monilinia vaccinii corymbosi. 
Primary infection by ascospores takes 
place early in the spring Just as the 
leaf and flower buds begin to grow. 
These ascospores are released from 
spore cups that develop from mummi¬ 
fied fruit. Spore cup emergence coin¬ 
cides with the emergence of the young 
susceptible tissues of the plant. Mum¬ 
mies are a result of the disease from 
the previous crop and have overwin¬ 
tered on or near the surface of the soil 
beneath the bushes. Infected blossoms 
and leaves turn brown and wither as a 
result of these primary infections. The 
fungus then produces a second spore 
type on these infected tissues. These 
are blown onto remaining blossoms 
where secondary infection takes place 
on the developing pistil of the flowers. 
These flower infections remain unde¬ 
tected until the fruit begins to enlarge. 
The infected fruit turns off color and 
usually drops to the ground before 
healthy berries mature. These mumi- 
fied fruits persist through the winter 
and act as a source of the fungus for 
the primary Infection the following 
spring. 

Currently there are four fungicides 
registered for the control of primary 
infection stage: Benomyl, Captan, 
Ferbam, and Ziram. The Applicants 
submitted data which indicated that 
these fungicides are relatively ineffec¬ 
tive in controlling primary infections 
of this disease. Cultural practices have 
also not been successful in commercial 


planting. However, triforine (N.N-C1.4- 
piperazinediylbis (2,2,2-trichloroethyli- 
dene)l-bis-[formamidel) appeared to 
be efficacious in suppressing this path¬ 
ogen. Triforine is registered in the 
United States under the trade name 
Funginex EC. 

The Applicants estimated that the 
following acreages would require treat¬ 
ment for Monilinia mumyberry: 2,000 
acres in Michigan, 700 acres in Wash¬ 
ington, 500 acres in Oregon, and 400 
acres in New Hampshire. It was esti¬ 
mated by the Applicants that the eco¬ 
nomic loss from shoot damage and 
fruit loss might be as much as 
$2,800,000, if an effective fungicide 
was not available this growing season. 

The Applicants proposed to use Fun¬ 
ginex EC at a maximum rate of 0.3 
pound active ingredient per acre. 
Three of the requests proposed up to 
five applications; New Hampshire pro¬ 
posed a maximum of three applica¬ 
tions. Applications would be made by 
either air or ground equipment. Appli¬ 
cations would be made by licensed 
commercial applicators or State-certi¬ 
fied private applicators. Based on the 
low toxicity, short half-life, and low 
application rate, no serious hazards to 
fish and wildlife are expected. 

After reviewing the applications and 
other available information, EPA has 
determined that (a) a pest outbreak of 
Monilinia mummyberry is likely to 
occur this year on blueberries in 
Michigan, New Hampshire, Oregon, 
and Washington; (b) there is no pesti¬ 
cide presently registered and available 
for use to control this pest in the four 
States; (c) there are no alternative 
means of control, taking into account 
the efficacy and hazard; (d) significant 
economic problems may result if the 
pest is not controlled; and (e) the time 
available for action to mitigate the 
problems posed is Insufficient for a 
pesticide to be registered for this use. 
Accordingly, the Applicants have been 
granted specific exemptions to use the 
pesticide noted above until July 30, 
1978. to the extent and in the manner 
set forth in the applications. The spe¬ 
cific exemptions are all subject to the 
following conditions: 

1. The product Funginex EC, EPA Reg. 
No. 21137-4, may be applied; 

2. Applications of this pesticide will be 
made by licensed commercial applicators or 
State-certified private applicators. Informa¬ 
tion pertaining to timing, rates, and proce¬ 
dures will be made available to the applica¬ 
tors through the respective University or 
Cooperative Extension Services; 

3. If applied by aircraft, precautions will 
be taken to avoid or minimize spray drift to 
non-target areas; 

4. A triforine residue level not to exceed 
0.1 ppm in or on harvested blueberries has 
been determined to be adequate to protect 
the public health. The Food and Drug Ad¬ 
ministration, U.S. Department of Health, 
Education, and Welfare, has been advised of 
this action; 

5. All applicable directions, restrictions, 
and precautions on the product label must 
be followed; 
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6. The EPA will be Immediately informed 
of any adverse effects resulting from the 
use of triforlne in connection with this ex¬ 
emption; and 

7. The respective State Departments of 
Agriculture are responsible for assuring 
that all of the provisions of these specific 
exemptions are met and must submit a 
report summarizing the results of each pro¬ 
gram by October 30. 1978, except for Michi¬ 
gan. which must submit the report by No¬ 
vember 30. 1978. 

There are additional conditions 
which relate particularly to progress 
in certain States; these conditions are 
listed below. 

Oregon and Washington 

1. The total acreage treated in Oregon will 
not exceed 500 acres. The total acreage 
treated in Washington will not exceed 700 
acres; 

2. Triforine will be applied at a rate of 0.3 
pound active ingredient per acre in suffi¬ 
cient water for coverage by ground. If ap¬ 
plied by air, triforine will be applied at a 
rate of 0.3 pound active ingredient in five 
gallons of water per acre; 

3. A maximum of five applications may be 
made. The first application may be made at 
bud break. Thereafter, application may be 
made at seven to ten day intervals, with the 
last application at full bloom; and 

4. A minimum of 40 days will elapse be¬ 
tween the last application of triforine and 
harvest. 

New Hampshire 

1. The total acreage treated will not 
exceed 400 acres; 

2. Triforine will be applied at a rate of 0.3 
pound active ingredient per acre in 20 to 50 
gallons of water by ground. If applied by 
air. triforine will be applied at a rate of 0.3 
pound active ingredient in five gallons of 
water per acre; 

3. A maximum of three applications may 
be made at seven to ten day intervals. Appli¬ 
cations may begin at bud break and end at 
the pink bud stage; and 

4. A minimum of 60 days wUl elapse be¬ 
tween the last application of triforine and 
harvest. 

Michigan 

1. The total acreage treated will not 
exceed 2,000 acres; 

2. A maximum of five applications may be 
applied at seven to ten day Intervals. Appli¬ 
cations may begin at bud break and end be¬ 
tween full bloom and early petal fall. The 
first four applications will be made at a rate 
of 0.3 pound active Ingredient per acre, and 
the final application will be made at a rate 
of 0.2 pound active ingredient per acre; 

3. Triforine wlU be applied in sufficient 
water for coverage by ground. If applied by 
air. triforine will be applied in at least five 
gallons of water per acre; and 

4. A minimum of 40 days will elapse be¬ 
tween the last application of triforine and 
harvest. 

Authority: Section 18 of the Federal In¬ 
secticide, Fungicide and Rodenticide Act 
(FIFRA), as amended (86 Stat. 973; 89 Stat. 
751; 7 U.S.C. 136 etseq.). 


Dated; May 4, 1978. 

Edwin L. Johnson, 
Deputy Assistant Administrator 
for Pesticide Programs. 
CFR Doc. 78-12632 Filed 5-9-78; 8:45 am] 


[6820-34] 

GENERAL SERVICES 
ADMINISTRATION 

ADVISORY COMMITTEE FOR THE PRESIDENTS 

ADMINISTRATIVE SERVICES REORGANIZA¬ 
TION PROJECT 

Matting of Subcommittee 

Pursuant to the Pub. L. 92-463, 
notice is hereby given of the Real 
Property Subcommittee meeting on 
May 15, 1978, from 10 a.m., to 3 p.m. 
The meeting will be held in Room 
5141A at the GS Building, 18th and F 
Streets NW., Washington, D.C. 20405. 

The subcommittee is a part of the 
Advisory Committee for the Presi¬ 
dent’s Administrative Services Reorga¬ 
nization Project. The purpose of this 
meeting is to discuss in detail effective 
means of organizing and managing 
real property. In order to meet the 
scheduled requirements of the full 
committee it will be necessary to hold 
the meeting on the date scheduled. 
This meeting will be open to the 
public. 

Dated: may 5, 1978. 

Robert T. Griffin, 
Acting Administrator 
of General Services. 

CFR Doc. 78-12826 Filed 5-9-78; 8:45 am] 


16820-34] 

ADVISORY COMMITTEE FOR THE PRESIDENTS 

ADMINISTRATIVE SERVICES REORGANIZA¬ 
TION PROJECT 

Mating 

Pursuant to Pub. L. 92-463, notice is 
hereby given of a meeting of the Advi¬ 
sory Committee for the President's 
Administrative Services Reorganiza¬ 
tion Project on May 23, 1978, from 
9:00 a.m., to 3:30 p.m. The meeting will 
be held in room 5141A at the GS 
Building, 18th and F Streets NW., 
Washington. D.C. 20405. 

The Committee will review and 
make recommendations relating to the 
delivery of administrative services 
within the Federal establishment. 
This meeting will be open to the 
public. 

Dated: May 5, 1978. 

Robert T. Griffin, 
Acting Administrator 
of General Services . 

CFR Doc. 78-12827 Filed 5-9-78; 8:45 am] 


[411-84] 

DEPARTMENT OF HEALTH, 
EDUCATION, AND WELFARE 

Health Service* Administration 

PHS HOSPITALS AD HOC ADVISORY 
COMMITTEE 

Meeting; Amendment 

In FR Doc. 78-9846 appearing at 
page 15781 in the issue for Friday, 
April 14. 1978, the notice of meeting 
for the “PHS Hospitals Ad Hoc Advi¬ 
sory Committee” has been amended as 
follows: 

Name: PHS Hospitals Ad Hoc Advisory 
Committee. 

Date and Time: May 12. 1978, 8:30 a.m. 
(open). 

Place: PHS Carville Hospital. 

Conference Room, Training Building, Car¬ 
ville, La. 70721. 

Date and Time: May 13. 1978. 8:30 a.m. 
(closed). 

Place: PHS New Orleans Hospital. 
Conference Room C, 210 State Street, 
New Orleans, La. 70118. 

Open on May 12, 1978. 

Closed on May 13, 1978. 

Purpose. Agenda items for the open 
portion of the meeting include a 
review of the Committee’s charge and 
development of a work plan, a discus¬ 
sion of methodology and eligibility 
data, and an overview of PHS hospi¬ 
tals. On May 13 the meeting will be 
closed to the public to conduct an in- 
depth examination of each PHS hospi¬ 
tal. The closing is in accordance with 
the provisions set forth in section 
552b(c)(6), Title 5 U.S. Code, and the 
Determination by the Administrator, 
Health Services Administration, pur¬ 
suant to Pub. L. 92-463. 

Anyone wishing to obtain a roster of 
members, minutes of meetings, or 
other relevant information should 
contact Mr. Jordan Popkin, Office of 
the Administrator, Health Services 
Administration. Parklawn Building, 
Room 14-15, 5600 Fishers Lane, Rock¬ 
ville. Md. 20857, telephone 301-443- 
2245. 

Agenda items are subject to change 
as priorities dictate. 

Dated: May 8. 1978. 

W. Harell Little, 

Acting Associate 
Administrator for Managemen t. 

fFR Doc. 78-12835 Filed 5-9-78; 8:45 ami 
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[4110-92] 

Office of Homan Development Service* 

[Program Announcement No. 13637-782] 

TRAINING PROJECTS 

Announcement of Dissertation Program Grants 
for Fiscal Year 1978 

The Administration on Aging 
(AOA), Office of Human Development 
Services (OHDS), announces that ap¬ 
plications will be accepted until June 
16, 1978 from public or non-profit pri¬ 
vate institutions of higher education 
wishing to compete for grants in fiscal 
year 1978 under the Dissertation Pro¬ 
gram authorized by Title IV-Part A of 
the Older Americans Act of 1965. as 
amended (42 U.S.C. 3001. 3031 et seq.). 

All applications received by the clos¬ 
ing date which are complete and con¬ 
form to the requirements of this pro¬ 
gram announcement will be accepted 
for review and consideration for an 
award. 

Regulations applicable to this pro¬ 
gram are published in the Cod e of 
Federal Regulations under 45 CFR 
Part 1320 and 45 CFR Part 1323. 

Scope op This Program 
Announcement 

This program announcement covers 
the Dissertation Training Program. A 
separate program announcement cov¬ 
ering training grants for gerontology 
career training projects has previously 
appeared in the Federal Register. 

a. program purpose and objective 

The purpose of the Administration 
on Aging Dissertation Program is to 
provide one year grants to institutions 
of higher education in support of doc¬ 
toral dissertation projects in social 
gerontology and related areas. The 
program's objective is to enable doc¬ 
toral students to conduct dissertation 
projects on topics relevant to the de¬ 
velopment of programs and policies 
which would improve the circum¬ 
stances of older Americans. 

B. FUNDING PRIORITIES 

The fiscal year 1978 Dissertation 
Program will give funding priority to 
dissertation projects which focus on 
two areas. The first area is research 
related to public and private policies 
which impact on the elderly in such 
areas as employment, retirement, 
income, housing, health care, and com¬ 
munity services. The second area is re¬ 
search related to the development and 
implementation of comprehensive 
community-based long-term care ser¬ 
vices which will enable older persons 
(especially the most vulnerable, chron¬ 
ically ill, socially isolated, impaired, 
and low income) to remain in their 


homes or in the least restrictive set¬ 
ting. 

Consideration will also be given to 
dissertation projects on topics in other 
than the above priority areas such as 
the characteristics, conditions, and 
needs of the elderly; informal support 
systems; and the provision and deliv¬ 
ery of services to the elderly. Topics 
relating to biological and clinical 
issues are not acceptable. 

This program will place special em¬ 
phasis on applications which propose 
studies of national scope to be carried 
out by means of secondary analysis of 
national datasets to the extent availa¬ 
ble. 

a ELIGIBLE APPLICANTS 

Applications for Dissertation Pro¬ 
gram grants may be submitted only by 
institutions of higher education which 
grant doctoral degrees. Doctoral candi¬ 
dates who have or by September 1. 
1978 will have passed all doctoral 
degree qualifications except the disser¬ 
tation are eligible to be Dissertation 
Program trainees. The dissertation 
proposal must be approved by the ap¬ 
propriate faculty advisor and commit¬ 
tee before submission to AOA. Sepa¬ 
rate proposals must be submitted for 
each dissertation project. 

Institutions of higher education are 
encouraged to apply for Dissertation 
Program grants for doctoral candi¬ 
dates belonging to the following mi¬ 
nority groups: Black. Hispanic. Asian, 
and American Indian. 

D. AVAILABLE FUND8 

During Fiscal Year 1978, AOA ex¬ 
pects to award 20 to 30 new Disserta¬ 
tion Program grants totaling between 
$110,000 and $165,000. Twenty grants 
of $5,500 each will be awarded in the 
general competition. Up to ten addi¬ 
tional grants of $5,500 will be awarded 
for projects involving minority doctor¬ 
al candidates. 

E. CONDITIONS OF GRANT AWARD 

Dissertation Program grants are 
made subject to the following condi¬ 
tions: 

(1) The grantee university shall pro¬ 
vide $5,500 to the doctoral candidate 
over the one-year period covered by 
the grant to provide support for the 
student’s research and writing of the 
project outlined in the approved dis¬ 
sertation proposal. 

(2) No supplemental allowances are 
provided for dependents or for other 
expenses such as travel, computer 
time, supplies, and preparation of the 
final dissertation copy. 

(3) No indirect costs or allowances 
for administrative costs to the univer¬ 
sity will be provided. 

(4) Doctoral candidates cannot re¬ 
ceive a grant from another United 
States Government agency during the 


budget period covered by the AOA 
Dissertation grant for the purpose of 
writing the dissertation. 

F. THE APPLICATION PROCESS 

(1) Application Forms and Program 
Guidelines, Additional information 
about this program and the applica¬ 
tion forms are contained in a Guide¬ 
lines document which may be obtained 
by contacting: 

Dissertation Program—Kit. Administra¬ 
tion on Aging. OHDS. DHEW North Build¬ 
ing, Room 4640, 330 Independence Avenue 
SW. Washington. D.C. 20201. 202-245-0004. 

(2) Submission of Applications, A 
signed original and two additional 
copies should be submitted. The origi¬ 
nal and the two additional copies, 
which are for review purposes, are to 
be submitted to the central receiving 
office of the Office of Human Devel¬ 
opment Services. 

(3) Closing Date for Receipt of Appli¬ 
cations, The closing date for receipt of 
applications under this program an¬ 
nouncement is June 16, 1978. Applica¬ 
tions may be mailed or hand delivered 
to: 

Receiving Office. Division of Grants and 
Contracts Management. Office of Human 
Development Services, DHEW. Room 1427. 
Mary E. Switzer Building, 330 C Street SW. 
Washington. D.C. 20201, Attention: AOA 
Dissertation Program. 

Hand delivered applications are ac¬ 
cepted during normal working hours 
of 9 a.m. to 5 p.m.. 

An application will be considered to 
have arrived by the closing date if: 

(a) The application is at the OHDS 
Receiving Office on or before the clos¬ 
ing date, or 

(b) The application is postmarked at 
least two days prior to the closing 
date. 

(4) Late Applications . Late applica¬ 
tions are not accepted and applicants 
are notified accordingly. 

(5) Review of Applications. Applica¬ 
tions which do not conform to this an¬ 
nouncement or are late or are not 
complete are not accepted and appli¬ 
cants are notified accordingly. Other¬ 
wise, all applications which meet the 
requirements for a grant award will be 
considered. All accepted grant applica¬ 
tions are subjected to a comprehensive 
review and evaluation conducted by 
qualified reviewers who are not em¬ 
ployees of the Administration on 
Aging. 

(6) Criteria for Evaluation of Appli¬ 
cations. The reviewers will evaluate 
dissertation grant applications against 
the following criteria: 

1. That the proposed topic is clearly 
defined—10 points. 

2. That the methodology proposed is 
sound and appropriate for use in the 
dissertation project—20 points. 

3. That the proposed project will 
make a significant contribution to 
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knowledge relevant to programs and 
policies for the aging—25points. 

4. That the proposed project ad¬ 
dresses one or more of the priority 
issues identified in this announce¬ 
ment—20 points. 

5. That the proposed project is a 
study of national scope and uses sec¬ 
ondary analysis of national datasets to 
the extent feasible—5 points. 

6. That the project is feasible and 
can be successfully completed on the 
basis of the plan of work submitted— 
15 points. 

7. That the doctoral candidate is 
well qualified by reason of academic 
training and experience including rele¬ 
vant academic and work experience to 
undertake the activities proposed in 
the application. 

Applications will not be funded 
unless they receive a score of at least 
60 points. 

(7) Grant Awards. The Commission¬ 
er on Aging determines the final 
action to be taken with respect to each 
grant application. The results of the 
competitive review supplement and 
assist the Commissioner's considera¬ 
tion. After the Commissioner has 
reached a decision either to disapprove 
or not to fund a competing grant ap¬ 
plication, the unsuccessful applicant is 
notified of that decision. 

The Commissioner makes grant 
awards consistent with the purposes of 
the Act. the regulations, and program 
announcements within the limits of 
Federal funds available for the pur¬ 
pose of supporting dissertation pro¬ 
jects in aging. The official grant award 
document is the Notice of Grant 
Awarded. The Notice of Grant Award¬ 
ed sets forth in writing to the grantee 
the amount of funds granted, the pur¬ 
pose of the grant, the terms and condi¬ 
tions of the grant award, the effective 
date of the award, and the budget 
period for which support is given. 

(Catalog of Federal domestic Assistance 
Program Number: 13.637, Programs for the 
Aging: Grants to Insitutions of Higher Edu¬ 
cation and Training Organizations) 

Dated: April 28. 1978. 

Robert Benedict, 
Commissioner on Aging. 

Dated: May 5. 1978. 

Arabella Martinez, 
Assistant Secretary 
for Human Development Services. 

CFR Doc. 78-12733 Filed 5-9-78; 8:45 ami 


[4310-84] 

DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

[NM 333251 

NEW MEXICO 
Application 

May 2.1978. 

Notice is hereby given that, pursu¬ 
ant to section 28 of the Mineral Leas¬ 
ing Act of 1920 (30 U.S.C. 185), as 
amended by the act of November 16. 
1973 (87 Stat. 576), El Paso Natural 
Gas Co. has applied for one 4Vfc-inch 
natural gas pipeline right-of-way 
across the following land: 

New Mexico Principal Meridian, New 
Mexico 

T. 30 N., R. 10 W.. 

Sec. 1. lots 8 and 9. 

This pipeline will convey natural gas 
across 0.348 mile of public land in San 
Juan County, N. Mex. 

The purpose of this notice is to 
inform the public that the Bureau will 
be proceeding with consideration of 
whether the application should be ap¬ 
proved, and if so, under what terms 
and conditions. 

Interested persons desiring to ex¬ 
press their views should promptly 
send their name and address to the 
District Manager, Bureau of Land 
Management, P.O. Box 6770, Albu¬ 
querque, N. Mex. 87107. 

Fred E. Padilla, 

Chief, Branch of 
Lands and Minerals Operations. 

[FR Doc. 78-12659 Filed 5-9-78; 8:45 am) 


[4310-84] 

[W-63214J 

WYOMING 

Application 

April 28, 1978. 

Notice is hereby given that pursuant 
to Sec. 28 of the Mineral Leasing Act 
of 1920, as amended (30 U.S.C. 185), 
the Northwest Pipeline Corp. of Salt 
Lake City, Utah filed an application 
for a right-of-way to construct six ad¬ 
ditional 4Vk-inch o.d. pipelines to add 
to their proposed gathering system for 
the purpose of transporting natural 
gas across the following described 
public lands: 

Sixth Principal Meridian, Wyoming 

T. 25 N.. R. 107 W., 6th P.M.. 

Sec. 31. WV'sNEVi. 

T. 25 N.. R. 109 W., 

Sec. 30, lot 4 and SEViSWtt; 

Sec. 31. NE^NWVi. 

T. 24 N.. R. 110 W., 

8ec. 7. WANE Vi and NWViSEV*. 


T. 23 N., R. Ill W., 

Sec. 5. SEV«SEV«; 

Sec. 8. WVfeNEVi, NEV«NE*A and 
NWViSEVi; 

Sec. 9. NWVJSEtt.* 

Sec. 28. NVfeSEVi. 

The proposed pipelines will trans¬ 
port natural gas from several wells to 
connect into Northwest Pipeline 
Corp.’s proposed trunk lines in 
Sweetwater County, Wyo. 

The purpose of this notice is to 
Inform the public that the Bureau will 
be proceeding with consideration of 
whether the application should be ap¬ 
proved, and if so under what terms 
and conditions. 

Interested persons desiring to ex¬ 
press their views should include their 
name and address and send them to 
the District Manager. Bureau of Land 
Management, Highway 187 North, 
P.O. Box 1868, Rock Springs. Wyo. 
82901. 

William S. Gilmer. 

Acting Chief, Branch of 
Lands and Minerals Operations. 

CFR Doc. 78-12717 Filed 5-9-78; 8:45 ami 


[4310-55] 

Fish and Wildlife Service 
ENDANGERED SPECIES PERMIT 
Receipt of Application 

Applicant: Dr. Kenneth E. Campbell. 
5801 Wilshine Boulevard, Los Angeles, 
Calif. 90036. 

The applicant requests a permit to 
import not more than 100 Vicuna ( Vi - 
cugna vicugna ) skeletons for scientific 
purposes. The specimens will be re¬ 
moved from the wild because of over¬ 
population on the Vicuna preserves in 
Peru. Specimens will be obtained from 
El Director, Direccion General Fores* 
tal y de Fauna, Proyecto-Vicuna, Min- 
isterio de Agriculture y Alimentacion, 
Natallo Sanchez 220. Jesus Maria, 
Lima, Peru. Humane care and treat¬ 
ment during transport has been indi¬ 
cated by the applicant. 

Documents and other information 
submitted with this application are 
available to the public during normal 
business hours in Room 534, 1717 H 
Street NW., Washington, D.C., or by 
writing to the Director. U.S. Fish and 
Wildlife Sendee (WPO). Washington, 
D.C. 20240. 

This application has been assigned 
file number PRT 2-2444. Interested 
persons may comment on this applica¬ 
tion by submitting written data, views, 
or arguments to the Director at the 
above address on or before June 9, 
1978. Please refer to the file number 
when submitting comments. 

Dated: May 5,1978. 

Donald G. Donahoo. 

Chief, Permit Branch. 
Federal Wildlife Permit Office. 

(FR Doc. 78-12843 Filed 5-9-78; 8:45 ami 
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( 4310 - 55 ] 

ENDANGEREO SPECIES PERMIT 
Rocoipt of Applicotion 

Applicant: Department of Verte¬ 
brate Zoology. National Museum of 
Natural History, Smithsonian Institu¬ 
tion. Washington, D.C. 20560. 

The applicant requests a permit to 
salvage dead or dying specimens of the 
following species from United States 
coastal areas, for scientific purposes: 
Hawksbill sea turtle ( Eretmochelys im - 
bricata ), Atlantic Ridley sea turtle 
(Lepidochelys kempii ), and Leather¬ 
back sea turtle ( Dermochelys coria - 
cea). 

Documents and other information 
submitted with this application are 
available to the public during normal 
business hours in Room 534, 1717 H 
8treet NW.. Washington, D.C., or by 
writing to the Director, U.S. Pish and 
Wildlife Service (WPO). Washington, 
D.C. 20240. 

This application has been assigned 
file number PRT 2-2381. Interested 
persons may comment on this applica¬ 
tion by submitting written data, views, 
or arguments to the Director at the 
above address on or before June 9, 
1978. Please refer to the file number 
when submitting comments. 

Dated: May 5, 1978. 

Donald G. Donahoo, 

Chief. Permit Branch, 
Federal Wildlife Permit Office. 

(FR Doc. 78-12844 Piled 5-9-78; 8:45 am] 


[ 4310 - 55 ] 

ENDANGERED SPECIES PERMIT 
Rocoipt of Application 

Applicant: Ronald P. Escher. Twin 
Pine Game Farm, Dumont. Minnesota 

56236. 

The applicant requests a permit to 
purchase, in interstate commerce, cap¬ 
tive-produced eggs of Elliot’s pheas¬ 
ants ( Syrmaticus ellioti) and white- 
eared pheasants ( Crossoptilon crossop - 
tilon) from the Woodland Game 
Farm, of Buffalo. Mo., for enhance¬ 
ment of propagation. Humane care 
and treatment during transport has 
been indicated by the applicant. 

Documents and other Information 
submitted with this application are 
available to the public during normal 
business hours in Room 534, 1717 H 
Street NW., Washington, D.C., or by 
writing to the Director, U.S. Pish and 
Wildlife Service (WPO), Washington. 
D.C. 20240. 

This application has been assigned 
file number PRT 2-1762. Interested 
persons may comment on this applica¬ 
tion by submitting written data, views, 
°r arguments to the Director at the 
above address on or before June 9, 
1978. Please refer to the file number 
when submitting comments. 


Dated: May 5, 1978. 

Donald G. Donahoo, 
Chief, Permit Branch, 
Federal Wildlife Permit Office. 
CFR Doc. 78-12645 Filed 5-9-78; 8:45 am) 


[4310-55] 

ENDANGERED SPECIES PERMIT 
Rocoipt of Application 

Applicant: Hawaiian/Pacific Islands 
NWR Complex, 300 Ala Moana Boule¬ 
vard, Room 5302, Honolulu. Haw r aii 
96850. 

The applicant requests a permit to 
take (capture) and band or mark Ha¬ 
waiian stilts ( Himantopus himantopus 
knudseni ) Hawaiian coots ( Fulica 
americana alai ). Hawaiian gallinules 
(Gallinula chloropus sandvicensis ) 
and Hawaiian ducks ( Anas wyviUiana ) 
in cooperation with the Hawaii Divi¬ 
sion of Pish and Game, for scientific 
purposes. 

Documents and other information 
submitted with this application are 
available to the public during normal 
business hours in Room 534, 1717 H 
Street NW., Washington, D.C., or by 
writing to the Director. U.S. Pish and 
Wildlife Service (WPO), Washington. 
D.C. 20240. 

This application has been assigned 
file number PRT 2-2433. Interested 
persons may comment on this applica¬ 
tion by submitting WTitten data. view f s. 
or arguments to the Director at the 
above address within 30 days of the 
date of this publication. Please refer 
to the file number when submitting 
comments. 

Dated: May 5. 1978. 

Donald G. Donahoo, 

Chief, Permit Branch, 
Federal Wildlife Permit Office. 

[FR Doc. 78-12646 Filed 5-9-78; 8:45 am) 


[4310-55] 

THREATENED SPECIES PERMIT 
Rocoipt of Applicotion 

The applicants listed below wish to 
apply for Captive Self-Sustaining Pop¬ 
ulation permits authorizing the pur¬ 
chase and sale in interstate commerce, 
for the purpose of propagation, those 
species of pheasants listed in 50 CFR 
17.11 as [T(C/P)1. Humane shipment 
and care in transit is assured. 

These applications and supporting 
documents are available to the public 
during normal business hours in Room 
534, 1717 H Street NW., Washington. 
D.C. or by wTiting to the Director. U.S. 
Pish and Wildlife Service (WPO). 
Washington, D.C. 20240. Interested 
persons may comment on these appli¬ 
cations on or before June 9. 1978 by 
submitting written data, views, or ar¬ 


guments to the Director at the above 
address. 

Applicant: John G. Delladio, 351 5th 
Street. Atco, N.J. 08004, PRT 2-2454; 
Applicant: King’s Kingdom Game 
Farm, 6303 Von Kanel Street. Scho¬ 
field, Wis. 54476, PRT 2-2406; 
Applicant: Hollis Carlos, Ozark 

Bantam Game Farm, Route 5, Box 
132, Hillsboro, Mo. 63050. PRT 2- 
2415; 

Applicant: Charles Fleming, Box 167, 
Rural Route 4, Iowa Palls, Iowa 
50126, PRT 2-2446; 

Applicant: Mr. Eugene H. Montag, 
Route 1. Chili. Wis. 54420. PRT 2- 
2439; 

Applicant: Ronald P. Escher. Twin 
Pine Game Farm, Dumont. Minn. 
56236, PRT 2-2419. 

Please refer to the individual appli¬ 
cant and the appropriately assigned 
PRT 2- file number when submitting 
comments. 

Dated: May 5. 1978. 

Donald G. Donahoo, 

Chief Permit Branch, 
Federal Wildlife Permit Office. 
[FR Doc. 78-12647 Filed 5-9-78; 8:45 am) 


[4310-55] 

THREATENED SPECIES PERMIT 
Rocoipt of Applicotion 

The applicants listed below wish to 
apply for Captive Self-Sustaining Pop¬ 
ulation permits authorizing the pur¬ 
chase and sale in interstate commerce, 
for the purpose of propagation, those 
species of pheasants listed in 50 CFR 
17.11 as [T(C/P)1. Humane shipment 
and care in transit is assured. 

These applications and supporting 
documents are available to the public 
during normal business hours in Room 
534, 1717 H Street NW.. Washington. 
D.C. or by writing to the Director, U.S. 
Pish and Wildlife Service (WPO). 
Washington, D.C. 20240. Interested 
persons may comment on these appli¬ 
cations on or before June 9, 1978. by 
submitting written data, views, or ar¬ 
guments to the Director at the above 
address. 

Applicant: Roy Louis Nicolet, Wild 
Wings Farm, Box 204, Florence, 
Mont. 59833, PRT 2-2413; 

Applicant: Prank C. Edge, Route 1, 
Box 41. Mt. Hope. Wis. 53816. PRT 
2-2431; 

Applicant: Mr. Buddie M. Neatherlin. 
Route 3, Box 129A, Ulysses, Kan. 
67880, PRT 2-2423; 

Applicant: Mr. Dean McClearly. Route 
1, Box 319, North Platte, Nebr., PRT 
2-2430; 

Applicant: Stanley Luczai, 155 Moody 
Road, Enfield, Conn. 06082, PRT 2- 
2424; 

Applicant: J. A. Carney, 5721 North 
32nd Street, Birmingham, Ala. 
35207, PRT 2-2438. 
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Please refer to the Individual appli¬ 
cant and the appropriately assigned 
PRT 2- file number when submitted 
comments. 

Dated: May 5. 1978. 

Donald G. Donahoo. 

Chief, Permit Branch, 
Federal Wildlife Permit Office, 
CFR Doc. 78-12648 Filed 5-9-78; 8:45 am] 


[ 4310 - 55 ] 

THREATENED SPECIES PERMIT 
Rocoipt of Application 

The applicants listed below wish to 
apply for Captive Self-Sustaining Pop¬ 
ulation permits authorizing the pur¬ 
chase and sale in interstate commerce, 
for the purpose of propagation, t hose 
species of animals listed in 50 CFR 
17.11 as [T(C/P)]. Humane shipment 
and care in transit is assured. 

These applications and supporting 
documents are available to the public 
during normal business hours In Room 
534, 1717 H Street NW., Washington. 
D.C. or by writing tq the Director, U.S. 
Fish and Wildlife Service (WPO), 
Washington, D.C. 20240. Interested 
persons may comment on these appli¬ 
cations on or before June 9, 1978 by 
submitting written data, views, or ar¬ 
guments to the Director at the above 
address. 

Applicant: Alan Mootnick, 21219 
Lassen Street. Chatsworth, Calif. 
91310, PRT 2-1867; 

Applicant: Dickerson Park Zoo, Divi¬ 
sion of Springfield Park Board, 3043 
North Fort, Springfield, MO. 65803, 
PRT 2-2452. 

Please refer to the individual appli¬ 
cant and the appropriately assigned 
PRT 2- file number when submitted 
comments. 

Dated: May 5, 1978. 

Donald G. Donahoo, 

Chief, Permit Branch, 
Federal Wildlife Permit Office, 
fFR Doc. 78-12649 Filed 5-9-78; 8:45 am] 


[ 4310 - 31 ] 

Geological Survey 

INTL-3A] 

NOTICE TO LESSEES AND OPERATORS—Oil 
AND GAS LEASES 

Reporting of Undesirable Events 

AGENCY: U.S. Geological Survey, In¬ 
terior. 

ACTION: Proposed revision of NTL-3. 

SUMMARY: This proposed revision of 
the existing NTL-3 would define more 
specifically for industry those undesir¬ 
able events occurring on onshore Fed¬ 
eral and Indian oil and gas leases and 


on State or private land leases within 
federally supervised unit or communi- 
tized areas which must be reported to 
the Geological Survey. The provisions 
of NTL-3 require that a separate 
report be made in all cases, some of 
which have now been determined as 
unnecessary for the proper perform¬ 
ance of the Survey’s regulatory duties. 
The proposed revision will reduce the 
number of such separate reports by 
about 50 percent. 

DATES: Comments must be received 
on or before July 10, 1978. 

ADDRESSES: Interested persons are 
invited to participate in the evaluation 
of the proposed revision by submitting 
written comments, suggestions, or ob¬ 
jections. Responses should identify 
the subject matter and be directed to 
the Acting Chief, Conservation Divi¬ 
sion, U.S. Geological Survey, National 
Center (650), 12201 Sunrise Valley 
Drive, Reston, Va. 22092. Comments 
received will be available for public in¬ 
spection in the Conservation Division 
on regular working days from 8 a.m. to 
4:30 p.ra. 

FOR FURTHER INFORMATION 
CONTACT: 

Mr. Eddie Wyatt, Conservation Divi¬ 
sion, U.S. Geological Survey, Nation¬ 
al Center (620), 12201 Sunrise Valley 
Drive, Reston, Va. 22092, 703-860- 
7535, commercial; 928-7535. FTS. 

SUPPLEMENTARY INFORMATION: 
The primary author of the proposed 
NTL-3A is Mr. Gerald R. Daniels, 
Physical Scientist, U.S. Geological 
Survey, phone 703-860-7535. 

In accordance with the regulations 
and the terms of the various oil and 
gas leases issued pursuant to the Min¬ 
eral Leasing Act of February 25, 1920, 
as amended and supplemented (30 
U.S.C. 181-287), the Mineral Leasing 
Act for Acquired Lands of August 7, 
1947 (30 U.S.C. 351-359), the implied 
authority of the executive branch as 
defined in the Attorney General’s 
opinion of April 2, 1941 (Vol. 40, Op. 
Atty. Gen. 41), the Allotted Indian 
Land Leasing Act of March 3, 1909, as 
amended (25 U.S.C. 396), and the Un¬ 
allotted Indian Leasing Act of May 11, 
1938, as amended (25 U.S.C. 396a), the 
area oil and gas supervisor (supervisor) 
is authorized to require such special 
reports as necessary to carry out the 
intent of the applicable laws and regu¬ 
lations and to issue instructions for 
the filing of such reports. 

The existing notice to lessees and 
operators, NTL-3, requires operators 
to report certain spills, discharges, ac¬ 
cidents, or other undesirable events by 
telephone within 18 hours, followed by 
a written report within 15 days, and to 
report all other undesirable events in 
writing within 15 days. After some 3 
years of experience with the system 
and development of the data base as¬ 


sociated therewith, the Geological 
Survey has determined that its regula¬ 
tory functions may be adequately per- 
formed with less stringent reporting 
requirements. Therefore, it is pro¬ 
posed that the reporting requirements 
be modified to require: (1)A telephone 
report within 24 hours for those 
events identified in section I of the 
proposed NTL-3A followed by a writ¬ 
ten report; (2) only a written report 
within 15 days for those events de¬ 
scribed in section III of proposed 
NTL-3A; and (3) no written or tele¬ 
phone report for minor events. Howev¬ 
er, all volumes of oil and gas lost, in¬ 
cluding that lost in minor events, must 
continue to be reported in the Month¬ 
ly Report of Operations. Form 9-329. 

As proposed, NTL-3 would be revised 
and reissued as NTL-3A to read as fol¬ 
lows: 

Notice to Lessees and Operators of 

Federal and Indian Onshore Oil 

and Gas Leases (NTL-3A) 

REPORTING OF UNDESIRABLE EVENTS 

This notice, which supersedes NTL- 
3, dated January 1, 1975, is issued pur¬ 
suant to the authority prescribed in 30 
CFR 221.5, 221.7, and 221.36. Opera¬ 
tors of onshore Federal and Indian oil 
and gas leases shall report all spills, 
discharges, or other undesirable events 
in accordance with the requirements 
of this notice. All such events which 
occur on State or private land leases 
within federally supervised unit or 
communitized areas must likewise be 
reported in accordance with the re¬ 
quirements of this notice. However, 
compliance with this notice does not 
relieve an operator from the obliga¬ 
tion of complying with the applicable 
rules and regulations of any State or 
any other Federal agencies regarding 
notification and reporting of undesira¬ 
ble events. 

As used in this notice, the term “Dis¬ 
trict Engineer” means that officer of 
the U.S. Geological Survey having su¬ 
pervisory jurisdiction for the geo¬ 
graphic area in which the undesirable 
event occurs. 

I. Major undesirable events requiring 
immediate notification. The following 
incidents, when occurring on a lease 
supervised by the Geological Survey, 
shall be reported to the appropriate 
District Engineer as soon as practical 
but within a maximum of 24 hours: 

A. Oil, condensate, distillate, 
saltwater, and toxic liquid spills, or 
any combination thereof, which result 
in the discharge (spilling) of 100 or 
more barrels of liquid; however, dis¬ 
charges of such magnitude, if entirely 
contained within the facility firewall, 
may be reported only in writing pursu¬ 
ant to section III of this notice; 

B. Equipment failures or other acci¬ 
dents which result in the venting of 
500 or more Mcf of gas; 
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C. Any fire which consumes volumes 
as specified in LA. and I.B. above; 

D. Any spill, venting, or fire, regard¬ 
less of the volume involved, which 
occurs in an environmentally sensitive 
area, i.e., areas such as parks, recrea¬ 
tion areas, wildlife refuges, lakes, res¬ 
ervoirs, major streams, urban or sub¬ 
urban areas, and cultivated lands. 

E. Each accident which involves a 
fatal injury; and 

P. Every blowout (loss of control of 
any well) that occurs. 

II. Written reports. A written report 
shall be submitted in duplicate to the 
District Engineer no later than 15 
days following a fatal injury or the 
control or containment of any of the 
other major undesirable events identi¬ 
fied in section I hereof. When required 
by the District Engineer, interim re¬ 
ports will be submitted until final con¬ 
tainment and cleanup operations have 
been accomplished. The final written 
report for each such event shall, as ap¬ 
propriate, provide: 

A. The date and time of occurrence 
and time reported to USGS; 

B. The location where the Incident 
occurred, including surface ownership 
and lease number; 

C. The specific nature and cause of 

the incident; 

D. A description of the resultant 
damage and estimated volume of pol¬ 
lutants discharged; 

E. The action taken and the length 
of time required for control of the in¬ 
cident, for containing the pollutants, 
and for subsequent cleanup; 

F. The make or manufacturer, size, 
working and test pressure, date of in¬ 
stallation, and type of use for each 
piece of equipment whose malfunction 
has been identified as a direct or indi¬ 
rect cause of the Incident; 

G. A listing of all pieces of equip¬ 
ment destroyed beyond repair, the ap¬ 
proximate value thereof, and the 
volume of hydrocarbons Irretrievably 
lost; 

H. The cause of death when fatal in¬ 
juries are involved; 

I. Actions that have been or will be 
taken to prevent a recurrence of the 
Incident; 

J. Other Federal or State agencies 
notified of the incident: and 

K. Other pertinent remarks. 

HI. Other undesirable events. All 
other undesirable events do not have 
to be reported orally within 24 hours; 
however, a written report, as required 
by section II of this notice, must be 
provided for the following incidents: 

A. Oil, saltwater, and toxic liquid 
spills, or any combination thereof, 
which result in the discharge (spilling) 
of at least 10 but less than 100 barrels 
of liquid in nonsensitive areas, and all 
discharges of 100 or more barrels 
when the spill is entirely contained by 
the facility firewall; 

B. Equipment failures or other acci¬ 
dents which result in the venting of at 


least 50 but less than 50 Mcf of gas in 
nonsensitive areas; 

C. Any fire which consumes volumes 
in the ranges specified in III.A. and 
m.B. above; and 

D. Each accident involving a person¬ 
al injury that requires professional 
medical services. 

Spills or discharges in nonsensitive 
areas involving less than 10 barrels of 
liquid, or 50 Mcf of gas, or personal in¬ 
juries not requiring professional medi¬ 
cal attention do not require an oral or 
written report; however, the volumes 
discharged or vented as a result of all 
such minor incidents must be reported 
in accordance with section V hereof. 

IV. Contingency plans. Upon request 
of the District Engineer, a copy of any 
spill prevention control and counter¬ 
measure plan (SPCC plan), required 
by the Environmental Protection 
Agency (EPA) under Title 40. CFR 
112, or other acceptable contingency 
plan must be submitted. All plans 
shall provide the names, addresses, 
and telephone numbers (both business 
and private) of at least two technically 
competent company or contract per¬ 
sonnel authorized to order equipment 
or supplies, and to expend funds nec¬ 
essary to control emergencies. 

V. Monthly report of operations/ 
monthly report of sales and royalty. 
All volumes of oil spilled, gas vented, 
and all hydrocarbons consumed by fire 
or otherwise lost must be reported 
monthly on the Monthly Report of 
Operations (Form 9-329). The volume 
and value of such losses must also be 
reported on the Monthly Report of 
Sales and Royalty (Form 9-361). 

VI. Liquidated damages. Failure to 
file adequate contingency plans, when 
required, to provide the necessary no¬ 
tification or reports provided for by 
this notice, or to otherwise conform 
with the written orders of the District 
Engineer in this regard, may result in 
other measures being taken to secure 
compliance, including the assessment 
of liquidated damages as provided by 
30 CFR 221.54. 

Note.—I t has been determined that the 
proposed revision of NTLr-3 does not consti¬ 
tute a 'major'’ Federal action significantly 
affecting the quality of the human environ¬ 
ment within the meaning of section 
102(2X0 of the National Environmental 
Policy Act of 1969 (42 UJ5.C 4332 (2X0). 

It has also been determined that a regula¬ 
tory analysis does not have to be prepared 
according to the guidelines provided in sec¬ 
tion 3a of Executive Order 12044. 

Dated: April 27,1978. 

W. A. Radlinski, 
Acting Director. 

CFR Doc. 78-12651 Filed 5-9-78; 8:45 am) 
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Notional Park Service 

BOSTON NATIONAL HISTORICAL PARK 
ADVISORY COMMISSION 

Meeting 

Notice is hereby given In accordance 
with the Federal Advisory Committee 
Act, Pub. L. 92-463, that a meeting of 
the Boston National Historical Park 
Advisory Commission will be held at 
11 a.m. on May 26, 1978 at the Com¬ 
mandant’s House, Charlestown Navy 
Yard, Boston, Mass. 

The Commission was established by 
Pub. L. 93-431 to advise the Secretary 
of the Interior on matters relating to 
the development of the Boston Na¬ 
tional Historical Park. 

The members of the Advisory Com¬ 
mission are as follows: Mr. Richard 
Berenson, Chairman, Brookline, Mass., 
Dr. Evelyn Murphy, Lexington, Mass., 
Mr. Byron Rushing, Boston, Mass., 
Mrs. Katharine Kane. Boston, Mass., 
Mr. Maurice O’Shea, Charlestown, 
Mass., Ms. Gail Seybold, Boston, 
Mass., Mr. Guy Beninati, Boston, 
Mass. 

The matters to be discussed at this 
meeting include: 

1. Alternatives for boundary adjust¬ 
ments to include additional historic 
buildings at the Charlestown Navy 
Yard; 

2. Progress report on cooperative 
agreements; 

3. Progress report on the Water- 
Chelsea Connector and Gate 4 road¬ 
way projects as they affect the 
Charlestown Navy Yard; 

4. Briefing on possible inclusion of 
Dorchester Heights in Boston Nation¬ 
al Historical Park; 

5. Discussion of efforts to improve 
transportation to Charlestown sites; 

6. Prospects for the 1978 visitor 
season; and 

7. Report and discussion of park ad¬ 
ministration and operations. 

The meeting will be open to the 
public. However, facilities and space 
are limited, and It is expected that not 
more than 25 persons will be able to 
attend the session. Any member of the 
public may file with the committee a 
written statement concerning the mat¬ 
ters to be discussed. 

Persons wishing further information 
concerning this meeting, or who wish 
to submit written statements, may 
contact Hugh D. Gurney, Superin¬ 
tendent. Boston National Historical 
Park at 617-223-1128. Minutes of the 
meeting will be available for public in¬ 
spection 4 weeks after the meeting at 
the Office of the Superintendent. 15 
State Street, Boston, Mass. 

Dated: April 27, 1978. 

Larry J. Hovio, 
Acting Regional Director , 
North Atlantic Region. 

(FR Doc. 78-12737 Filed 5-9-78; 8:45 am) 
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Intention to Extend Concetiion Contract 

Pursuant to the provisions of Sec¬ 
tion 5 of the Act of October 9. 1965 (79 
Stat. 969; 16 U.S.C. 20), public notice is 
hereby given that thirty (30) days 
after the date of publication of this 
notice, the Department of the Interi¬ 
or, through the Director of the Na¬ 
tional Park Service, proposes to 
extend the concession contract with 
MV Pack and Saddle, authorizing it to 
continue to provide concession facili¬ 
ties and services for the public at Mesa 
Verde National Park for a period of 
two (2) years from January 1, 1978, 
through December 31, 1979. 

It has been determined that the pro¬ 
posed extension of this contract does 
not have potential for causing signifi¬ 
cant environmental impact and there¬ 
fore preparation of an environmental 
assessment is not required. 

The foregoing concessioner has per¬ 
formed its obligations to the satisfac¬ 
tion of the Secretary under an existing 
contract which expired by limitation 
of time on December 31, 1977, and 
therefore, pursuant to the Act of Oc¬ 
tober 9, 1965, as cited above, is entitled 
to be given preference in the renewal 
of the contract and in the negotiation 
of a new contract. This provision, in 
effect, grants MV Pack and Saddle, as 
the present satisfactory concessioner, 
the right to meet the terms of respon¬ 
sive offers for the proposed new con¬ 
tract and a preference in the award of 
the contract, if, thereafter, the offer 
of MV Pack and Saddle is substantial¬ 
ly equal to others received. The Secre¬ 
tary is also required to consider and 
evaluate all proposals received as a 
result of this notice. Any proposal to 
be considered and evaluated must be 
submitted within thirty (30) days after 
the publication date of this notice. 

Interested parties should contact the 
Assistant Director, Special Services, 
National Park Service, Washington, 
D.C. 20240, for information as to the 
requirements of the proposed con¬ 
tract. 

Dated: April 28, 1978. 

David J. Tobin, Jr., 
Associate Director , 
National Park Service . 

CFR Doc. 78-12739 Filed 5-9-78; 8:45 am) 
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NATIONAL CAPITAL MEMORIAL ADVISORY 
COMMITTEE 

Meeting 

Notice is hereby given in accordance 
with the Federal advisory Committee 
Act that a meeting of the National 
Capital Memorial Advisory Committee 
will be held at 1:30 p.m. on Tuesday, 
June 13, 1978, in Classroom A at the 


NOTICES 

National Capital Region Headquar¬ 
ters, 1100 Ohio Drive SW., Washing¬ 
ton, D.C. 

The Committee was established for 
the purpose of preparing and recom¬ 
mending to the Secretary broad crite¬ 
ria, guidelines, and policies for memo¬ 
rializing persons and events on Feder¬ 
al lands in the National Capital 
Region (as defined in the National 
Capital Planning Act of 1952. as 
amended) through the media of monu¬ 
ments, memorials, and statues. It is to 
examine each memorial proposal for 
adequacy and appropriateness, make 
recommendations to the Secretary 
with respect to site location on Feder¬ 
al land in the National Capital Region 
and to serve as an information focal 
point for those seeking to erect memo¬ 
rials on Federal land in the National 
Capital Region. 

The members of the Committee ^tre 
as follows: 

Mr. William J. Whalen (Chairman), Direc¬ 
tor, National Park Service, Washington. 
D.C. 

Mr. George M. White, Architect of the Cap¬ 
itol, Washington, D.C. 

General Mark W. Clark, Chairman, Ameri¬ 
can Battle Monuments Commission. 
Washington D.C. 

Mr. J. Carter Brown, Chairman, Fine Arts 
Commission, Washington, D.C. 

Mr. David Childs, Chairman, National Capi¬ 
tal Planning Commission. Washington. 
D.C. 

Honorable Walter E. Washington, Mayor of 
the District of Columbia, Washington. 
D.C. 

Mr. James B. Shea, Jr., Commissioner 
Public Buildings Service, Washington, 
D.C. 

The purpose of the meeting is to 
review alternatives for placing the 
names of Hawaii and Alaska on the 
Lincoln Memorial as contained in Pub. 
L. 94-556, and to review alternative 
sites for the American Legion Freedon 
Bell. 

The meeting will be open to the 
public. Any person may file with the 
Committee a written statement con¬ 
cerning the matters to be discussed. 
Persons who wish to file a written 
statement or who want further infor¬ 
mation concerning the meeting may 
contact Mr. John G. Parsons, Asso¬ 
ciate Regional Director, Land Use Co¬ 
ordination, National Capital Region, 
at area code 202-426-7750. Minutes of 
the meeting will be available for public 
inspection 2 weeks after the meeting 
at the Office of National Capital 
Region, Room 208, 1100 Ohio Drive 
SW.. Washington, D.C. 

Dated: April 28. 1977. 

Manus J. Fish, Jr.. 
Regional Director , National 
Capital Region. 
[FR Doc. 78-12738 Filed 5-9-78; 8:45 am) 
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SANDY HOOK, GATEWAY NATIONAL 
RECREATION AREA NJ. 

Availability of Attatimanf of Alternative! and 
Public Moating 

Notice is hereby given that the Na¬ 
tional Park Service has prepared an 
assessment of long range alternatives 
for the re-establishment and mainte¬ 
nance of the South Beach area, Sandy 
Hook Unit, Gateway National Recrea¬ 
tion Area. A public meeting will be 
held as indicated below to enable the 
public to comment on these alterna¬ 
tives. 

The assessment document is availa¬ 
ble from or may be inspected at: the 
Assistant Superintendent’s office. 
Sandy Hook Unit, Fort Hancock (Box 
437, Highlands. N.J. 07732), the Super¬ 
intendent’s office, Gateway National 
Recreation Area, Floyd Bennett Field. 
Brooklyn, N.Y. 11234, or the North At¬ 
lantic Regional Office, 15 State Street, 
Boston, Mass. 02109. 

This assessment of long range alter¬ 
natives is related to, but a separate 
document from, the currently availa¬ 
ble draft environmental impact state¬ 
ment on the General Management 
Plan for the entire National Recrea¬ 
tion Area. This assessment discusses a 
number of structural as well as sand 
replenishment alternatives and in¬ 
cludes consideration of a bridge to 
maintain vehicular access to Sandy 
Hook in view of the threat of natural 
inlet formation. In addition to describ¬ 
ing the alternatives, the assessment 
analyzes the impacts of each, consid¬ 
ers mitigative measures where possi¬ 
ble, discusses unavoidable adverse ef¬ 
fects, the relationship of short term li¬ 
abilities and long term enhancements 
as well as the irreversible and irre¬ 
trievable commitments of resources, 
and presents an order of magnitude 
cost estimate for each alternative. 

A public meeting will be held on 
Wednesday, May 25, 1978 at 8 p.m. in 
the Sandy Hook Auditorium in the 
Fort Hancock area of the Sandy Hook 
Unit (New Jersey) of Gateway Nation¬ 
al Recreation Area. This meeting is to 
afford all interested parties an oppor¬ 
tunity to openly present their views on 
the matter of re-establishment of the 
South Beach. It should be clearly un¬ 
derstood that this public meeting con¬ 
cerns only the south end of Sandy 
Hook and is not to be a forum for dis¬ 
cussion of the management planning 
for the entire National Recreation 
Area. 

Written comments on this assess¬ 
ment of long range alternatives are in¬ 
vited. Such written statements should 
be addressed to the Superintendent. 
Gateway National Recreation Area, 
Floyd Bennett Field, Brooklyn, N.Y. 
11234 and may be submitted at the 
public meeting. The official record for 
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receipt of written comments will close 
on June 27. 1978. 

Dated: April 4. 1978. 

Denis P. Galvin, 
Acting Regional Director , 
North Atlantic Region. 
CFR Doc. 78-12736 Piled 5-9-78; 8:45 am] 
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DEPARTMENT OF JUSTICE 

low Enforcement Assistance Administration 

NATIONAL INSTITUTE OF LAW ENFORCEMENT 
AND CRIMINAL JUSTICE 

Solicitation Regarding Competitive Research 
Grant 

The National Institute of Law En¬ 
forcement and Criminal Justice an¬ 
nounces a competitive research grant 
aimed at examining a variety of 
modern management concepts, princi¬ 
pally those used in business, industry 
and the military, to determine their 
possible use as police department 
tools. The research effort is intended 
to result in the design of modem man¬ 
agement model(s) which would im¬ 
prove police management practices. 

The solicitation asks for the submis¬ 
sion of concept papers rather than full 
proposals. Pull proposals will be re¬ 
quested following a peer review proc¬ 
ess In accordance with the criteria set 
forth in the solicitation. In order to be 
considered, all papers must be received 
by June 18, 1978. for award in Septem¬ 
ber, 1978, with funding support of ap¬ 
proximately 250,000 and a grant 
period of 24 months duration. Because 
this is a research grant, profit-making 
organizations are prohibited by LEAA 
policy from receiving funding support. 

Further information and copies of 
the solicitation can be obtained by 
contacting: Kay Monte or David J. 
Parmer. Office of Research Programs, 
NILECJ, 633 Indiana Avenue NW. f 
Washington, D.C. 20531, 202-376-3967. 

Blair S. Ewing, 

Acting Director , National Insti¬ 
tute of Law Enforcement and 
Criminal Justice. 

[PR Doc. 78-12718 Piled 5-9-78: 8:45 am] 
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NUCLEAR REGULATORY 
COMMISSION 

[Docket No. 50-249] 

COMMONWEALTH EDISON CO. 

Itiuance of Amendment to Facility Operating 
License 

The U.S. Nuclear Regulatory Com- 
Q iission (the Commission) has issued 
Amendment No. 34 to Facility Operat¬ 
ing License No. DPR-25, issued to 


Commonwealth Edison Co. (the licens¬ 
ee), which revised the license and 
Technical Specifications appended 
thereto for operation of Dresden Sta¬ 
tion Unit No. 3 (the facility) located in 
Grundy County, Ill. The amendment 
is effective as of its date of issuance. 

The amendment (1) authorized oper¬ 
ation with additional 8x8 fuel assem¬ 
blies, (2) incorporated revised MCPR 
limits in response to the plant specific 
analysis for reload 5, and (3) modified 
License Condition 3.E to more concise¬ 
ly state plant operating plant de¬ 
scribed in the licensee reload submit¬ 
tal dated December 28, 1977. 

The application for the amendment 
complies with the standards and re¬ 
quirements of the Atomic Energy Act 
of 1954, as amended (the Act), and the 
Commissions rules and regulations. 
The Commission has made appropri¬ 
ate findings as required by the Act and 
the Commission’s rules and regula¬ 
tions in 10 CFR Chapter I, which are 
set forth in the license amendment. 
Prior public notice of this amendment 
was not required since the amendment 
does not involve a significant hazards 
consideration. 

The Commission has determined 
that the issuance of this amendment 
will not result in any significant envi¬ 
ronmental Impact and that pursuant 
to 10 CFR 51.5(d)(4) and environmen¬ 
tal impact statement or negative decla¬ 
ration and environmental impact ap¬ 
praisal need be prepared in connection 
with issuance of this amendment. 

For further details with respect to 
this action, see (1) the application for 
amendment dated December 28, 1977 
and supplement dated March 27, 1978, 
(2) Amendment No. 34 to License No. 
DPR-25 and (3) the Commission’s re¬ 
lated Safety Evaluation. All of these 
items are available for public inspec¬ 
tion at the Commission’s Public Docu¬ 
ment Room. 1717 H Street NW.. 
Washington. D.C., and at the Morris 
Public Library, 604 Liberty Street, 
Morris, Ill. 60451. A single copy of 
items (2) and (3) may be obtained 
upon request addressed to the U.S. 
Nuclear Regulatory Commission. 
Washington, D.C. 20555, Attention: Di¬ 
rector, Division of Operating Reactors. 

Dated at Bethesda, Md., this 3rd day 
of May 1978. 

For the Nuclear Regulatory Com¬ 
mission. 

George Lear, 

Chief, Operating Realtors 
Branch No. 3, Division of Op¬ 
erating Reactors. 

[FR Doc, 78-12725 Filed 5-9-78: 8:45 am] 


[ 7590 - 01 ] 

[Docket No. 50-341A] 

DETROIT EDISON CO. (ENRICO FERMI ATOMIC 
POWER PLANT UNIT NO. 2) 

Assignment of Atomic Safety and Li earning 
Appeal Board. 

Notice is hereby given that, in ac¬ 
cordance with the authority in 10 CFR 
2.787(a), the Chairman of the Atomic 
Safety and Licensing Appeal Panel has 
assigned the following panel members 
to serve as the Atomic Safety and Li¬ 
censing Appeal Board for this anti¬ 
trust proceeding: 

Alan S. Rosenthal. Chairman 
Michael C. Farrar 
Richard S. Salzman 

Dated: May 3, 1978. 

Margaret E. Du Flo, 
Secretary to the Appeal Board. 
[FR Doc. 78-12728 Filed 5-9-78; 8:45 am] 
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[Docket No. 50-321] 

GEORGIA POWER CO., ET AL 

Issuance of Amendment to Facility Operating 
License 

The U.S. Nuclear Regulatory Com¬ 
mission (the Commission) has issued 
Amendment No. 54 to Facility Operat¬ 
ing License No. DPR-57 issued to 
Georgia Power Co., Oglethorpe Elec¬ 
tric Membership Corp., Municipal 
Electric Association of Georgia and 
City of Dalton. Ga., which revised 
Technical Specifications for operation 
of the Edwin I. Hatch Nuclear Plant. 
Unit No. 1, located in Appling County, 
Ga. The amendment is effective as of 
its date of Issuance. 

The amendment consists of changes 
to the Technical Specifications which 
revises the definition and specification 
of detection capability for principal 
gamma emitters in radioactive liquid 
effluents. 

The application for the amendment 
complies with the standards and re¬ 
quirements of the Atomic Energy Act 
of 1954, as amended (the Act), and the 
Commission's rules and regulations. 
The Commission has made appropri¬ 
ate findings as required by the Act and 
the Commission’s rules and regula¬ 
tions in 10 CFR Chapter I. which are 
set forth in the license amendment. 
Prior public notice of this amendment 
was not required since the amendment 
does not involve a significant hazards 
consideration. 

The Commission has determined 
that the issuance of this amendment 
will not result In any significant envi¬ 
ronmental impact and that pursuant 
to 10 CFR 51.5(dX4) an environmental 
Impact statement or negative declara¬ 
tion and environmental impact ap- 
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praisal need not be prepared in con¬ 
nection with issuance of this amend¬ 
ment. 

For further details with respect to 
this action, see (1) the application for 
amendment dated January 23, 1978, 
(2) Amendment No. 54 to License No. 
DPR-57, and (3) the Commission's re¬ 
lated Safety Evaluation. All of these 
items are available for public inspec¬ 
tion at the Commission’s Public Docu¬ 
ment Room. 1717 H Street NW., 
Washington, D.C. and at the Appling 
County Public Library, Parker Street, 
Baxley, Ga. 31513. A copy of items (2) 
and (3) may be obtained upon request 
addressed to the U.S. Nuclear Regula¬ 
tory Commission, Washington, D.C. 
20555, Attention: Director, Division of 
Operating Reactors. 


Dated at Bethesda, Md„ this 4th day 
of May 1978. 

For the Nuclear Regulatory Com¬ 
mission 

George Lear, 

Chief, Operating Reactors 
Branch No. 3, Division of Op - 
erating Reactors. 

IFR Doc. 78-12727 Filed 5-9-78: 8:45 ami 
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[Docket Nos. 50-266, 60-301) 

WISCONSIN ELECTRIC POWER CO. 

Proposed Isioonco of Amendments to Facility 
Operating Licenses 

The UJ5. Nuclear Regulatory Com¬ 
mission (the Commission) is consider¬ 
ing issuance of amendments to Facili¬ 
ty Operating License Nos. DPR-24 and 
DPR-27 issued to Wisconsin Electric 
Power Co. (the licensee), for operation 
of the Point Beach Nuclear Plant, 
Units Nos. 1 and 2, located in the town 
of Two Creeks, Manitowoc County. 
Wis. 

The amendments would increase the 
authorized storage capacity of the 
spent fuel storage pools from 351 fuel 
assemblies to 1484 fuel assemblies and 
involve modifications to the spent fuel 
cask handling system in support of the 
licensee s proposal to (1) increase the 
licensed capacity of the cask handling 
system, and (2) to modify current re¬ 
strictions on the placement of a spent 
fuel shipping cask into the spent fuel 
pool while fuel assemblies are stored 
therein. 

Prior to issuance of the proposed li¬ 
cense amendments, the Commission 
will have made the findings required 
by the Atomic Energy Act of 1954, as 
amended (the Act), and the Commis¬ 
sion’s regulations. 

By June 9, 1978^ the license may file 
a request for a hearing and any person 
whose interest may be affected by this 
proceeding may file a request for a 
hearing in the form of a petition for 
leave to intervene with respect to the 


issuance of the amendments to the 
subject facility operating licenses. Pe¬ 
titions for leave to intervene must be 
filed under oath or affirmation in ac¬ 
cordance^ th the provisions of §2.714 
of 10 CFR Part 2 of the Commission’s 
regulations. A petition for leave to in¬ 
tervene must set forth the interest of 
the petitioner in the proceeding, how 
that interest may be affected by the 
results of the proceeding, and the peti¬ 
tioner’s contentions with respect to 
the proposed licensing action. Such 
petitions must be filed in accordance 
with. the provisions of this Federal 
Register notice and §2.714, and must 
be filed with the Secretary of the 
Commission, U.S. Nuclear Regulatory 
Commission. Washington, D.C. 20555, 
Attention: Docketing and Service Sec¬ 
tion, by the above date. A copy of the 
petition and/or request for a hearing 
should be sent to the Executive Legal 
Director. U.S. Nuclear Regulatory 
Commission, Washington, D.C. 20555, 
and to Mr. Bruce W. Churchill. Es¬ 
quire, Shaw, Pittman, Potts & Trow¬ 
bridge, 1800 M Street NW.. Washing¬ 
ton, D.C. 20036, the attorney for the 
licensee. 

A petition for leave to intervene 
must be accompanied by a supporting 
affidavit which identifies the specific 
aspect or aspects of the proceeding as 
to which intervention is desired and 
specifies with particularity the facts 
on which the petitioner relies as to 
both his interest and his contentions 
with regard to each aspect on which 
intervention is requested. Petitions 
stating contentions relating only to 
matters outside the Commission’s ju¬ 
risdiction will be denied. 

All petitions will be acted upon by 
the Commission or licensing board, 
designated by the Commission or by 
the Chairman of the Atomic Safety 
and Licensing Board Panel. Timely pe¬ 
titions will be considered to determine 
whether a hearing should be noticed 
or another appropriate order issued 
regarding the disposition of the peti¬ 
tions. 

In the event that a hearing is held 
and a person is permitted to intervene, 
he becomes a party to the proceeding 
and has a right to participate fully in 
the conduct of the hearing. For exam¬ 
ple, he may present evidence and ex¬ 
amine and cross-examine witnesses. 

For further details with respect to 
this action, see the application for 
amendments dated March 21, 1978, 
which is available for public inspection 
at the Commission’s Public Document 
Room. 1717 H Street NW., Washing¬ 
ton, D.C. 20555, and at the local public 
document rooms established at the 
University of Wisconsin, Stevens Point 
Library, Stevens Point. Wis. 54481, 
and at the Manitowoc Public Library, 
808 Hamilton Street, Manitowoc, Wis. 
54220. The local public document 
room at the Manitowoc Public Library 


has been established on a temporary 
basis to make available to the public 
documents related to the matters set 
forth in this Notice. The license 
amendments and the Safety Evalua¬ 
tion, when issued, may be inspected at 
the above locations and a copy may be 
obtained on request addressed to the 
U.S. Nuclear Regulatory Commission, 
Washington, D.C. 20555, Attention: Di^ 
rector. Office of Nuclear Reactor Reg- 
ulation. 


Dated at Bethesda. Md., this 3rd day 
of May 1978. 

For the Nuclear Regulatory Com¬ 
mission. 

A. Schwencer, 

Chief, Operating Reactors 
Branch No. 1, Division of Op¬ 
erating Reactors. 

(FR Doc. 78-12724 Filed 5-9-78: 8:45 am) 
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OFFICE OF MANAGEMENT AND 
BUDGET 

PRIVACY ACT 
Naw Systems 

The purpose of this notice is to list 
reports on new systems filed with the 
Office of Management and Budget to 
give members of the public the oppor¬ 
tunity to make inquiries about them 
and to comment on them. 

The Privacy Act of 1974 requires the 
agencies to give advance notice to the 
Congress and the Office of Manage¬ 
ment and Budget of their intent to es 
tablish or modify systems of records 
subject to the Act (5 U.S.C. 552a(o». 
During the period April 3. 1978 
through April 28, 1978, the Office of 
Management and Budget received the 
following reports on new (or revised) 
systems of records. 

Department op the Interior 
System name: 

Personnel Research Records. 

Report date: 

April 4, 1978. 

Point-of-contact: 

Richard R. Hite, Deputy Assistant 
Secretary of the Interior, Washington, 
D.C. 20240. 

Summary: 

The Department of the Interior pro¬ 
poses this system to document selec¬ 
tion procedures used in filling DOI po¬ 
sitions and thereby assure that they 
are not discriminatory. 

Department of State 
System names: 

(1) Skills Catalogue Records (2) 
Family Liaison Office Records. 
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Report date: 

April 5, 1978. 

Point-of contact: 

Ben H. Head, Deputy Under Secre¬ 
tary of State for Management, Wash¬ 
ington. D.C. 

Summary: 

The Skills Catalogue Records are in¬ 
tended to provide information about 
Foreign Service spouses who seek em¬ 
ployment to potential employers; the 
Family Liaison Office records are in¬ 
tended to inform Foreign Service fami¬ 
lies of governmental and community 
services available to them. 


Department op Defense 
System name: 

Defense Audit Service Management 
Information System. 

Report date: 

April 7, 1978. 

Point-of-contact: 

D. O. Cooke, Deputy Assistant Sec¬ 
retary of Defense, Washington, D.C. 
20301. 

Summary: 

This proposed system “mechanizes 
and replaces’' an existing system of 
records, “because the function and re¬ 
sponsible activity f<5r the system has 
been realigned with the Defense Audit 
Service." 


Department of Housing and Urban 
Development 


System names: 

(1) Prepurchase Counseling Demon¬ 
stration and Evaluation Records, (2) 
HUD Child Care Center Files. 

Report date: 

April 12, 1978. 

Point-of-contact: 

Mr. Harold Rosenthal, Department¬ 
al Privacy Act Officer. Washington, 
D.C. 20410. 

Summary: 

The HUD Child Care Center Files 
will “consist of socio-economic, educa¬ 
tional, and medical information on ap¬ 
plicants, their children, and center 
staff members." The Prepurchase 
Counseling Demonstration and Evalu¬ 
ation Records are part of a program 
which assists first time homeseekers. 

System name: 

Urban Reinvestment Task Data. 

Report date: April 12.1978. 

Point-of-contact: 

Mr. Harold Rosenthal, Department¬ 
al Privacy Act Officer, Washington, 
D.C. 20410. 


NOTICES 

Summary: 

This system is being established to 
help evaluate the Neighborhood Hous¬ 
ing Sendees Program and will consist 
of a survey of 45 Neighborhood Hous¬ 
ing Services Program areas. 

National Science Foundation 

System name: 

Study to Evaluate Scientific Infor¬ 
mation Services. 

Report date: 

April 14, 1978. 

Point-of-contact: 

Mr. Herman Fleming, .NSF Privacy 
Act Officer. Washington. D.C. 20550. 

Summary: 

This system of records will be a 
survey of physicists, to consider their 
perception of scientific and technical 
information services. 

U.S. Arms Control and Disarmament 
Agency 

System name: 

ACDA-15, Fellowship Grants Rec¬ 
ords. 

Report date: 

April 14, 1978. 

Point-of-contact: ♦ 

Mr. Charles R. Oleszycki, Office of 
General Counsel. U.S. Arms and Disar¬ 
mament Agency, Washington, D.C. 
20451. 

Summary: 

This proposed system is being devel¬ 
oped to administer recently estab¬ 
lished Hubert H. Humphrey Fellow¬ 
ships. 

Securities and Exchange Commission 
System name: 

SEC-100, Automated Personnel In¬ 
formation System. 

Report date: 

April 20, 1978. 

Point-of-contact: 

James H. Schropp, Assistant Gener¬ 
al Counsel, Securities and Exchange 
Commission, Room 271, 500 North 
Capitol Street, Washington, D.C. 
20549. 

Summary: 

This system, intended to supplement 
existing SEC systems of records, is ex¬ 
pected to provide more rapid handling 
of personnel action, and updating of 
personnel folders, as well as more ac¬ 
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curate management reporting for SEC 
staff. 

Velma N. Baldwin, 
Assistant to the Director 
for Administration. 
[FR Doc. 78-12803 Filed 5-9-78; 8:45 am] 
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Offic* of Fodorol Procurement Policy 
ISSUANCE OF OMB BULLETIN NO. 78-11 
Guidelines for the Use of Consultant Services 

AGENCY: Office of Federal Procure¬ 
ment Policy, Office of Management 
and Budget. 

ACTION: Issuance of OMB Bulletin 
No. 78-11, Guidelines for the Use of 
Consultant Services. 

SUMMARY: OMB Bulletin No. 78-11, 
dated May 5. 1978, is issued for imme¬ 
diate implementation. This Bulletin 
establishes a standard definition for 
“consulting services" and uniform 
management controls to assure that 
abuses in the use of consulting services 
do not occur. 

A draft of this policy was published 
in the Federal Register on December 
16, 1977 on pages 63492-63493 (3110- 
01) with comments requested by Feb¬ 
ruary 10, 1978. The comments received 
were given consideration in finalizing 
the Bulletin. 

In addition to incorporating many useful 
suggestions to clarify the Intent of the 
policy three changes were made: 

(1) The definition was changed from “con¬ 
sultant services" to “consulting services" 
to more accurately define the resulting 
service and not the performers; 

(2) The inclusion of “Services of a Federal 
Funded Research and Development 
Center" in the Services included in the 
Appendix of the draft was deleted for 
the same reason—not to define the per¬ 
formers but the resulting service. If Fed¬ 
eral Funded Research and Development 
Centers perform a consulting service 
that arrangement is included within the 
definition and management controls of 
this Bulletin; and, 

(3) An Exhibit was added to assist the agen¬ 
cies in providing the required one-time 
report due June 30. 1978. 

DATES: The Bulletin is effective im¬ 
mediately. 

ADDRESSES: All questions of inquir¬ 
ies should be submitted to the Office 
of Management and Budget, Adminis¬ 
trator for Federal Procurement Policy, 
Washington, D.C. 20503. 

FOR FURTHER INFORMATION 
CONTACT: 

Mr. Herman E. Shipley, Deputy As¬ 
sociate Administrator, for Systems 
and Technology, telephone 202-393- 
3340. 

Lester A. Fettig, 
Administrator. 
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NOTICES 


Executive Office of the President. 

Office of Management and Budget, 
Washington, D.C. 

Bulletin No. 78-11, May 5. 1978 

To the heads of executive departments and 
establishments. 

Subject; Guidelines for the Use of Consult¬ 
ing Services. 

1. Purpose. The Bulletin establishes policy 
and guidelines to be followed by executive 
branch agencies in determining and control¬ 
ling the appropriate use of consulting ser¬ 
vices obtained from Individuals and organi¬ 
zations. 

2. Background. The President, in a memo¬ 
randum of May 12, 1977 (Attachment A) 
asked the heads of agencies to review the 
consulting service arrangements of their or¬ 
ganizations to assure that they were both 
appropriate and necessary. As requested, 
the agencies reported the results of their 
review to the Director. Office of Manage¬ 
ment and Budget (OMB). along with the cri¬ 
teria used in determining when it is appro¬ 
priate to use consulting services. While 
many agencies have excellent management 
controls to assure that abuses do not occur, 
there was a lack of uniformity of definition, 
criteria, and management controls among 
the agencies. 

Based largely upon the data received from 
the agencies, this Bulletin establishes a 
standard definition, uniform criteria for de¬ 
termining the appropriate use of consulting 
services, and outlines management controls 
required of the agencies. 

3. Coverage. The provisions of this Bulle¬ 
tin apply to consulting services obtained by 
the following arrangements: 

(a) Personnel appointment; 

<b) Procurement contract; and 

(c) Advisory committee membership (not 
otherwise covered). 

When one of the above arrangements for 
consulting services is entered into, any ap¬ 
plicable statutory requirements, such as 
those in 5 U.S.C. 3109 for personnel ap¬ 
pointments will govern. 

4. Definition. As used for administrative 
direction in this Bulletin, Consulting Ser¬ 
vices means those services of a purely advi¬ 
sory nature relating to the governmental 
functions of agency administration and 
management and agency program manage¬ 
ment. (See Attachment B for examples of 
the type of services to which this Bulletin 
does and does not apply.) 

These services are normally provided by 
persons and/or organizations who are gener¬ 
ally considered to have knowledge and spe¬ 
cial abilities that are not generally available 
within the agency. The form of compensa¬ 
tion is irrelevant to the definition. 

5. Basic Policy, a Consulting services will 
not be used In performing work of a policy/ 
decisionmaking or managerial nature which 
is the direct responsibility of agency offi¬ 
cials. 

b. Consulting services will normally be ob¬ 
tained only on an intermittent or temporary 
basis; repeated or extended arrangements 
are not to be entered into except under ex¬ 
traordinary circumstances. 

c. Consulting services will not be used to 
bypass or undermine personnel ceilings, pay 
limitations, or competitive employment pro¬ 
cedures. 

d. Former Government employees per se 


will not be given preference in consulting 
service arrangements. 

e. Consulting services will not be used 
under any circumstances to specifically aid 
in influencing or enacting legislation. 

f. Grants and cooperative agreements will 
not be used as legal instruments for consult¬ 
ing service arrangements. 

6. Guidelines for use of Consulting Ser¬ 
vices. Consulting service arrangements may 
be used, when essential to the mission of 
the agency, to: 

a. Obtain specialized opinions or profes¬ 
sional or technical advice which does not 
exist or is not available within the agency or 
another agency. 

b. Obtain outside points of view to avoid 
too limited Judgment on critical issues. 

c. Obtain advice regarding developments 
in industry, university, or foundation re¬ 
search. 

d. Obtain the opinion of noted experts 
w'hose national or international prestige can 
contribute to the success of important pro¬ 
jects. 

e. Secure citizen advisory participation in 
developing or implementing Government 
programs that by their nature or by statuto¬ 
ry provision call for such participation. 

7. Management Controls, a. Each agency 
will assure that for all consulting service ar¬ 
rangements: 

(1) Every requirement is appropriate and 
fully justified in writing. Such Justification 
will provide a statement of need and will 
certify that such services do not unnecessar¬ 
ily duplicate any previously performed work 
or services: 

(2) Work statements are specific, complete 
and specify a fixed period of performance 
for the service to be provided; 

(3) Contracts for consulting services are 
competitively awarded to the maximum 
extent practicable to ensure that costs are 
reasonable; 

(4) Appropriate disclosure is required of. 
and warning provisions are given to, the 
performer(s) to avoid conflict of interest; 
and 

(5) Consulting service arrangements are 
properly administered and monitored to 
ensure that performance is satisfactory. 

b. Each agency will establish specific 
levels of delegation of authority to approve 
the need for the use of consulting services, 
based on the policy and guidelines con¬ 
tained in this Bulletin. Approval of all con¬ 
sulting service arrangements should be re¬ 
quired at a level above the organization 
sponsoring the activity. 

c. OMB Circular No. A-63, Advisory Com¬ 
mittee Management, governs policy and pro¬ 
cedures regarding advisory committees and 
their membership. 

d. The Federal Personnel Manual (FPM), 
Chapter 304, governs policy and procedures 
regarding personnel appointments. 

e. Until the Federal Acquisition Regula¬ 
tion is published, the Federal Procurement 
Regulation and the Armed Services Pro¬ 
curement Regulations govern policy and 
procedures regarding contracts. 

8. Data Requirements. By October 1, 1978, 
the following data systems will have the ca¬ 
pability to provide information on consult¬ 
ing service arrangements within the execu¬ 
tive branch: 

a. Central Personnel Data File (CPDF), 
operated by the Civil Service Commission, 
will have data on personnel appointments, 
segregating consultants, experts, and adviso¬ 


ry committee members (as defined in OMB 
Circular No. 63). 

b. Federal Procurement Data System 
(FPDS) will have data on contract arrange¬ 
ments. 

c. Advisory committee data will continue 
to be maintained in accordance with OMB 
Circular No. A-63. 

9. Reporting Requirements. Agencies will 
submit a report to the Office oi Federal 
Procurement Policy. OMB. on June 30, 
1978. The report will be submitted in the 
format of the Exhibit as follows. For each 
type of consulting service arrangement in 
effect as of June 1,1978, specify: 

a. The number of such arrangements; and 

b. The total dollars (in thousands) in 
terms of outlays. 

This is a one time report 

10. Effective date. This bulletin is effective 
immediately. 

11. Remission. This bulletin is rescinded 
following incorporation of basic policy, 
guidelines, and management controls into 
agencies* policies and procedures, the sub¬ 
mission of the required data due on June 30, 
1978, and Implementation of the data 
system requirements due October 1,1978. 

12. Inquiries . All questions or inquiries 
should be submitted to the Office of Man¬ 
agement and Budget. Administrator for 
Federal Procurement Policy. Telephone 
Number (202) 395-3340. 

James T. McIntyre, Jr.. 

Director. 

Attachment A 

The White House, 

Washington , May 12, 1977. 

Memorandum for the Heads of Executive 
Departments and Agencies 

In a continuing search for ways to im¬ 
prove the efficiency and effectiveness of the 
executive branch, I have become aware of a 
need for improved management of the ex¬ 
cessively large volume of consulting and 
expert services used by the Federal Govern¬ 
ment. A recent survey by a Senate subcom¬ 
mittee of the use of personal and non-per¬ 
sonal consultant and expert services identi¬ 
fied more than 30,000 contract arrange¬ 
ments and 10,777 individual appointments. 
Additionally, there are such services pro¬ 
vided by grant arrangements and through 
advisory committee memberships. 

There has been, and continues to be, evi¬ 
dence that some consulting services, includ¬ 
ing experts and advisors, are being used ex¬ 
cessively, unnecessarily, and Improperly. 

This must be corrected without delay. 

Some areas of concern include: 

Use of consultants to perform work of a 
policymaking or managerial nature which 
should be retained directly by agency offi¬ 
cials. 

Repeated appointments or contract exten¬ 
sions which raise questions whether the 
work is beter suited to other more appropri¬ 
ate arrangements. 

Use of consultants to provide studies and 
analyses which have no useful impact on 
agency operations, either because the sub¬ 
ject itself is non-essential or because there 
are no disciplined agency procedures to (a) 
check priorities and (b) insure follow-up on 
the results. 

Use of consultant arrangements as a 
device to bypass or undermine personnel 
ceilings, pay limitations, or competitive em¬ 
ployment procedures. 
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•'Revolving door*' abuses whereby former 
Government employees may be Improperly 
favored for Individual or contracted consult¬ 
ing arrangements. 

Intra-agency duplication of consultant ef¬ 
forts. especially in large, multi-agency de¬ 
partments such as Defense and Health, 
Education and Welfare, because there is no 
central coordination of consulting efforts or 
dissemination of results. 

Conflicts of Interest between consultants’ 
advice and their other outside financial in¬ 
terests and affiliations. 

In order to improve the use of consul¬ 
tants. I want you to: 

1. Review all data that is available or can 
be readily assembled to describe: 

The principal purposes for which consult¬ 
ing services are being used; 

The types of consulting arrangements 
being used (Civil Service Commission ap¬ 
pointment. contract, grant advisory commit¬ 
tee membership, other); and 

The number of such arrangements in 
effect and the total dollars involved. 

2. Review and revise the management con¬ 
trols and decision criteria used for consul¬ 
tants which will effectively prevent abuses. 

3. Eliminate those consultant arrange¬ 
ments found to be neither appropriate nor 
necessary. 

1 Report the results of the above items to 
the Director of the Office of Management 
and Budget by June 30.1977. 

I am asking the Director of the Office of 
Management aqd Budget to review your re¬ 
ports and. where appropriate, to suggest ad¬ 
ditional measures that you might apply to 
strengthen your management control of the 
purposes and arrangements for consulting 
and expert service*. 


Jimmy Caster. 


Attachment B 

This attachment contains some, but not 
all. examples of the type of services to 
which this Bulletin does and does not apply. 

SERVICES INCLUDED 

Advice on discriminatory practices in 

labor, 

Advice on organizational structure and 
management methods; 

Advice on artistic and cultural matters; 
Advice on and analysis of electric power 

projects; 

Evaluation of the effectiveness of agency 
publications; 

Advice on mail handling procedures; 

Advice on plans for conducting census 
enumerations; 

Analysis of the Impact of a program; 

Advice on maritime labor policy and mari¬ 
time market development; 

Advice on legal and technological prob¬ 
lems in patent and trademark examinations; 

Policy and program analysis evaluation 
and advice; 

Services of grant peer review panelists. 

SERVICES EXCLUDED 

Commercial and insutrial products and 
services (see OMB Circular No. A-76); 
Conduct of research (see OMB Circular 

No. A-ll); 

Performance of operating functions and 
supervision of those functions; 


Automatic data processing/keypunching 

services; 

Information system development; 

Audits made by Certified Public Accoun¬ 
tants; 

Architect and engineering services and 
other associated services directly related to 
a particular structure; 

Purchase of real or personal property; 

Stenographic services; 

Direct operation and management of Gov¬ 
ernment-owned facilities; 

Installation or testing of equipment; 

Services performed by technicians or non¬ 
professional persons to meet unusual or 
peak work demands; 

Consultant-type services provided by one 
Federal entity for another Federal entity 
under a Memorandum of Understanding or 
similar arrangement; 

Physicians, dentists, nurses, and other 
health care professionals providing medical 
services; 

Employee training and executive develop¬ 
ment; Legal research services that do not in¬ 
clude advice or recommendations; 

Editing and proofreading services; 

Educational-vocational guidance counsel¬ 
ing for veterans; 

Court reporting; 

Translation services; 

Advisory services provided directly to the 
public or foreign governments as part of an 
agency’s programs of assistance. 

Geological, archeological, and cadastral 
surveys. 

Exhibit—Confmltlng Service Arrangements 
[Name of Department or Agency} 


Types of In thousands of 

consultant No. dollars 

arrangements: 


1. Personnel 

appointments.. 

2. Procurement 

contracts_..... 

3. Advisory 

committee 
memberships__ 

Total_ 
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SECURITIES AND EXCHANGE 
COMMISSION 

[Release NO. 34-14739; File No. SR-PHLX 
78-7] 

PHILADELPHIA STOCK EXCHANGE, INC 

Salf-Reguiatory Organizations; Proposed Rule 
Change 

Pursuant to section 19(b)(1) of the 
Securities Exchange Act of 1934, 15 
U.S.C. 78s(bXl) (the “Act”), as amend¬ 
ed by Pub. L. 94-29,16 (June 4, 1975), 
notice is hereby given that on May 4. 
1978, the above-mentioned self-regula¬ 
tory organization filed with the Secu¬ 
rities and Exchange Commission a 
proposed rule change as follows: 


Exchange’s Statement of Terms of 

Substance of the Proposed Rule 

Change 

The Philadelphia Stock Exchange, 
Inc., (“PHLX) proposes to amend Rule 
1014, as follows: (Brackets indicate de¬ 
letions; italics indicate new language.) 

Rule 1014: (i) With respect to classes 
of options other than those to which 
he has been assigned, an ROT, when¬ 
ever he enters the trading crowd or is 
called upon by a Floor Official, shall 
undertake the obligations specified in 
paragraph [d(iii)] (c) of this Rule. 

. . . Commentary* 

.03 The Exchange has determined for pur¬ 
poses of paragraph [d(iii>] (c) of this Rule 
that, except for unusual circumstances at 
least 50% of the trading activity in any 
quarter (measured in terms of contract 
volume) of an ROT shall ordinarily be in 
classes of options to which he is assigned. 
Temporarily undertaking the obligations of 
paragraph Cd(iii)](c) at the request of a 
member of the Floor Procedure Committee 
in non-assigned classes of options shall not 
be deemed trading in non-asslgned option 
contracts. 

Exchange's Statement of Basis and 
Purpose 

The basis and purpose of the forego¬ 
ing rule change are as follows: 

Purpose of Proposed Rule Change 

The purpose of the proposed rule 
change is to make certain corrections 
of erroneous citations in Rule 1014 in 
order to reflect PHLX's practice of 
subjecting Registered Options Traders 
("ROT'S") to affirmative obligations 
in connection with their trading out¬ 
side of their assigned classes of option 
contracts. 

Further, because of this erroneous 
reference in Rule 1014, PHLX ROT’S 
may have appeared technically un¬ 
qualified for market maker exemption 
provided in section ll(aXlXA) of the 
Act with respect to their trading in un¬ 
assigned options although PHLX has 
and continues to follow a practice of 
requiring ROT’s to undertake affirma¬ 
tive obligations whenever they enter 
the trading crowd in unassigned op¬ 
tions. 

Basis Under the Act For Proposed 
Rule Change 

The basis under the Act for the pro¬ 
posed rule change is section 6(b)(5) in 
that transactions in securities are fa¬ 
cilitated by deeper and more liquid 
markets which tend to result from 
ROT’S undertaking affirmative obliga¬ 
tions in unassigned options. The pro¬ 
posed rule change also relates to the 
Exchange's capacity to enforce compli¬ 
ance with Exchange Rule 1014(1) and 
section H(aXlXA) under the Act con¬ 
cerning PHLX’s requirements that 
ROT's undertake affirmative obliga¬ 
tions in connection with their trading 
in nonassigned option classes. 
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Comments Received From Members or 
Others on Proposed Rule Change 

PHLX states that no comments have 
been received from members or others 
on the proposed rule change. 

Burden on Competition 

PHLX asserts that no burden will be 
imposed upon competition as a result 
of this proposed rule change. 

On or before June 15. 1978, or within 
such longer period (i) as the Commis¬ 
sion may designate up to 90 days of 
such date if it finds such longer period 
to be appropriate and publishes its 
reasons for so finding or (ii) as to 
which the above-mentioned self-regu¬ 
latory organization consents, the Com¬ 
mission will: 

(a) By order approve such proposed 
rule change, or 

(b) Institute proceedings to determine 
whether the proposed rule change 
should be disapproved 

Interested persons are invited to 
submit written data, views and argu¬ 
ments concerning the foregoing. Per¬ 
sons desiring to make written submis¬ 
sions should file 6 copies thereof with 
the Secretary of the Commission. Se¬ 
curities and Exchange Commission, 
Washington, D.C. 20549. Copies of the 
filing with respect to the foregoing 
and of all written submissions will be 
available for inspection and copying in 
the Public Reference Room, 1100 L 
Street NW., Washington, D.C. Copies 
of such filing will also be available for 
inspection and copying at the princi¬ 
pal office of the above-mentioned self- 
regulatory organization. All submis¬ 
sions should refer to the file number 
referenced in the caption above and 
should be submitted on or before June 
5. 1978. 

For the Commission by the Division 
of Market Regulation, pursuant to del¬ 
egated authority. 

George A. Fitzsimmons, 
Secretary . 

May 5. 1978. 

[FR Doc. 78-12768 Filed 5-9-78: 8:45 ami 


[ 8025 - 01 ] 

SMALL BUSINESS ADMINISTRATION 

(Application No. 09/52191 

AMERICAN SMALL BUSINESS ASSISTANCE 
CORP. 

Application for a Licante to Operot# ot o 
Small Basineti Investment Company 

An application for a license to oper¬ 
ate as a small business investment 
company under the provisions of the 
Small Business Investment Act of 
1958, as amended (15 U.S.C. 661 et 
seq.) has been filed by American Small 
Business Assistance Corp. (applicant) 
with the Small Business Administra¬ 


tion pursuant to 13 CFR 107.102 
(1977). 

The officers and directors are as fol¬ 
lows: 

Don C. Winkler. 8641 Edwin Place, Los An¬ 
geles, Calif. 90046, president and chairman 
of the board. 

Michael R. McCoy. 5737 Magnolia Avenue. 
Apartment No. 2. Whittier. Calif. 90001, 
secretary and director. 

David A. Phifer. 9715 Belmar Avenue. 
Northridge, Calif. 91324, vice president 
and director. 

Hiland Enterprises. Inc.. (Hiland) 
American Bank of Commerce Com¬ 
plex, Suite 300, 200 Lomas Boulevard 
NW., Albuquerque, N. Mex. 87102 is 
the sole stockholder of the applicant. 
Financial International Life Insurance 
Co. of New Mexico, located at the 
same address, is the sole stockholder 
of Hiland. 

The applicant will maintain its prin¬ 
cipal place of business at 10100 Santa 
Monica Boulevard, Suite 1325, Los An¬ 
geles, Calif. 90067. It will begin oper¬ 
ations with $500,000 of private capital 
derived from the sale of 500,000 shares 
of common stock to Hiland. 

The applicant will conduct its oper¬ 
ations principally in the State of Cali¬ 
fornia and in other areas within the 
United States of America as may be 
approved by the Small Business Ad¬ 
ministration. 

As a small business investment com¬ 
pany under section 301(d) of the Act. 
the applicant has been organized and 
chartered solely for the purpose of 
performing the functions and conduct¬ 
ing. the activities contemplated under 
the Small Business Investment Act of 
1958, as amended from time to time, 
and will provide assistance solely to 
small business concerns which will 
contribute to a well-balanced national 
economy by facilitating ownership in 
such concerns by persons whose par¬ 
ticipation in the free enterprise system 
is hampered because of social or eco¬ 
nomic disadvantages. 

Matters involved in SBA’s considera¬ 
tion of the applicant include the gen¬ 
eral business reputation and character 
of the proposed owners and manage¬ 
ment and the probability of successful 
operation of the applicant under their 
management, including adequate prof¬ 
itability and financial soundness, in 
accordance with the Small Business 
Investment Act and the SBA rules and 
regulations. 

Notice is hereby given that any 
person may, not later than May 25. 
1978, submit to SBA wnritten comments 
on the proposed applicant. Any such 
communication should be addressed to 
the Deputy Associate Administrator 
for Investment, Small Business Ad¬ 
ministration, 1441 L Street NW.. 
Washington, D.C. 20416. 

A copy of this notice shall be pub¬ 
lished in a newspaper of general circu¬ 
lation in Loe Angeles, Calif. 


(Catalog of Federal Domestic Assistance 
Program No. 59.011, 8mall Business Invest¬ 
ment Companies.) 

Dated: May 3. 1978. 

Peter F. McNeish, 
Deputy Associate 
Administrator for Investment 

(FR Doc. 78-12710 Filed 5-9-78; 8:45 ami 


[ 8025 - 01 ] 

[Application No. 09/09-5222] 

ASSOCIATES VENTURE CAPITAL CORP. 

Application for License fo Operate at a Small 
Butinett Investment Company 

An application for a license to oper¬ 
ate as a small business investment 
company under the provisions of sec¬ 
tion 301(d) of the Small Business In¬ 
vestment Act of 1958, as amended (15 
U.S.C. 661 et seq.), has been filed by 
Associates Venture Capital Corpora¬ 
tion (applicant), with the Small Busi¬ 
ness Administration (SBA), pursuant 
to 13 CFR 107.102 (1977). 

The officers, directors, and stock¬ 
holders of the applicant are as follows: 

Walter P. Strycker, president, director, gen¬ 
eral manager. 33 West 8hore Road, Belve¬ 
dere. Calif. 94920. 

Harold T. McCormick, executive vice presi¬ 
dent, director, 3540 Spring Valley Court, 
Birmingham, Ala. 35223. 

Jess S. Jackson. Jr., secretary, director, gen¬ 
eral counsel. 916 Jackling Drive, Hillsbor¬ 
ough. Calif. 94010. 

Rowland Hsu, vice president, treasurer, 
35879 Salvador Court, Fremont. Calif. 
94536. 

Majorven Associates, Inc., 100 percent stock 
holder. 611 Front 8treet, San Francisco, 
Calif. 94111. 

The above noted officers and direc¬ 
tors owm 60 percent of the voting stock 
of Majorven Associates, Inc. The 
shares of the applicant constitute 100 
percent of the total assets of Majorven 
Associates. Inc. 

The applicant, a Delaware corpora 
tion, with its principal place of busi¬ 
ness located 611 Front Street, San 
Francisco, Calif. 94111, will begin oper¬ 
ations with $525,000 of paid-in capital 
and paid-in surplus, derived from the 
sale fo 525 shares of common stock. 

The applicant will conduct its activi¬ 
ties principally in the Sate of Califor¬ 
nia, and in other areas within the 
United States of America. 

Applicant intends to provide assist¬ 
ance to all qualified socially or eco¬ 
nomically disadvantaged small busi¬ 
ness concerns as the opportunity to 
profitably assist such concerns is pre¬ 
sented. 

As a small business investment com¬ 
pany under section 301(d) of the Act. 
the applicant has been organized and 
chartered solely for the purpose of 
performing the functions and conduct¬ 
ing the activities contemplated under 
the Small Business Investment Act of 
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1958, as amended from time to time, 
and will provide assistance solely to 
gmall business concerns which will 
contribute to a well-balanced national 
economy by facilitating ownership in 
such concerns by persons whose par¬ 
ticipation in the free enterprise system 
is hampered because of social or eco¬ 
nomic disadvantages. 

Matters involved in SBA’s considera¬ 
tion of the applicant include the gen¬ 
eral business reputation and character 
of the proposed management, and the 
probability of successful operation of 
the applicant under their manage¬ 
ment, including adequate profitability 
and financial soundness, in accordance 
with the Small Business Investment 
Act and SBA rules and regulations. 

Any person may, not later than May 
25. 1978, submit to SBA written com¬ 
ments on the proposed applicant. Any 
such communication should be ad¬ 
dressed to the Deputy Associate Ad¬ 
ministrator for Investment, Small 
business Administration, 1441 L Street 
NW.. Washington, D.C. 20416. 

A copy of this notice shall be pub¬ 
lished in a newspaper of general circu¬ 
lation in San Francisco, Calif. 

(Catalog of Federal Domestic Assistance 
Program No. 59.011, Small Business Invest¬ 
ment Companies.) 

Putter F. McNeish, 
Deputy Associate Administrator 
for Investment 
CFR Doc. 78-12711 Filed 5-9-78; 8:45 ami 


[8025-01] 

(Proposed License No. 09/09-0220] 

LANDERS CAPITAL CORP. 

Application for a Liconto to Oporate as a 
Small Butlnots Invostmont Company 

Notice is hereby given of the filing 
of an application with the Small Busi¬ 
ness Administration (SBA) pursuant 
to Section 107.102 (1978) by Landers 
Capital Corp., 9255 Sunset Boulevard, 
Los Angeles, Calif. 90069. for a license 
to operate as a small business invest¬ 
ment company (SBIC) under the pro¬ 
visions of the Small Business Invest¬ 
ment Act of 1958 (Act), as amended 
(15 U.S.C. et seq.). 

The proposed officers, directors and 
principal stockholders are: 

Ikroid A. Landers, 9255 Sunset Boulevard. 
Los Angeles, Calif. 90069, chairman of the 
board, president, 100 percent. 

Jay Landers, 9255 Sunset Boulevard, Los 
Angeles. Calif. 90069, vice president, secre¬ 
tary. chief financial officer, director. 

Mark B. Sandground, 1025 Connecticut 
Avenue NW.. Washington, D.C. 20036. di¬ 
rector. 

The SBIC will begin operations with 
initial capitalization of $485,000. 
They contemplate a plan of operation 
*hich centers on a diversified invest¬ 
ment policy. The applicant, a Califor¬ 


nia corporation, intends to make in¬ 
vestments in small business concerns 
located principally in the State of 
California, with particular emphasis in 
Los Angeles County. 

Matters involved in SBA’s considera¬ 
tion of the application include (1) the 
general business reputation and char¬ 
acter of the proposed owners and man¬ 
agement, (2) the reasonable prospects 
for successful operation of the new 
SBIC under such management (includ¬ 
ing adequate profitability and finan¬ 
cial soundness, in accordance with the 
Act and Regulations), and (3) whether 
the proposed licensing action would be 
in furtherance of the purpose of the 
Act. 

Notice is hereby given that any 
person may, not later than May 25, 
1978, submit to SBA in writing com¬ 
ments on the proposed SBIC to: 
Deputy Associate Administrator for 
Investment, Small Business Adminis¬ 
tration. 1441 L Street NW., Washing¬ 
ton. D.C. 20416, 

A copy of this notice will be pub¬ 
lished in a newspaper of general circu¬ 
lation in Los Angeles. Calif. 

(Catalog of Federal Domestic Assistance 
Program No. 59.011, Small Business Invest¬ 
ment Companies.) 

Dated: May 3. 1978. 

Peter F. McNeish, 
Deputy Associate 
Administrator for Investment 

fFR Doc. 78-12740 Filed 5-9-78; 8:45 am) 


[ 8025 - 01 ] 

[Declaration of Disaster Loan Area No. 
1463] 

LOUISIANA 

Declaration of Dita»tar Loan Area 

Caddo Parish and adjacent parishes 
within the State of Louisiana consti¬ 
tute a disaster area as a result of 
damage caused by tornado which oc¬ 
curred on April 17, 1978. Eligible per¬ 
sons, firms and organizations may file 
applications for loans for physical 
damage until the close of business on 
July 3. 1978, and for economic injury 
until the close of business on February 
5.1979 at: 

Small Business Administration, District 
Office. Plaza Tower. 17th Floor. 1001 
Howard Avenue, New Orleans, La. 70113 

or other locally announced locations. 

(Catalog of Federal Domestic Assistance 
Program Nos. 59002 and 59008.) 

Dated: May 3, 1978. 

A. Vernon Weaver, 
Administrator. 
CFR Doc. 78-12741 Filed 5-9-78; 8:45 am) 


[ 8025 - 01 ] 

[Declaration of Disaster Loan Area No. 

1461] 

MINNESOTA 

Declaration of Disaster Loan Area 

As a result of the President’s major 
disaster declaration, I find that 
Becker. Clay. Kittson, Marshall, 
Norman, Pennington, Polk, Red Lake, 
Traverse and Wilkin Counties consti¬ 
tute a disaster area because of damage 
resulting from severe storms, ice jams, 
snowmelt and flooding beginning 
about March 13, 1978. The Small Busi¬ 
ness Administration will accept appli¬ 
cations for disaster relief loans from 
disaster victims within the above- 
named counties and adjacent counties 
within the State of Minnesota. Eligible 
persons, firms, and organizations may 
file applications for loans for physical 
damage until the close of business on 
June 22, 1978, and for economic injury 
until the close of business on January 
22. 1979, at; 

Small Business Administration, District 

Office, Plymouth Building, Room 530, 12 

South Sixth Street. Minneapolis, Minn. 

55402 

or other locally announced locations. 

(Catalog of Federal Domestic Assistance 
Program Nos. 59002 and 59008.) 

Dated: May 3. 1978. 

A. Vernon Weaver, 
Administrator. 

[FR Doc. 78-12742 Filed 5-9-78: 8:45 am] 


[ 8025 - 01 ] 

[License No. 08/06-01901 

SAN ANTONIO VENTURE CAPITAL, INC 

Itsuonce of License fo Operate at a Small 
Business Investment Company 

On March 21, 1977, a notice was pub¬ 
lished in the Federal Register (42 FR 
15393) stating that an application had 
been filed by San Antonio Venture 
Group, Inc., 535 S. Main, San Antonio, 
Tex. 78204, with the Small Business 
Administration (SBA) pursuant to 
§ 107.102 of the Regulations governing 
small business Investment companies 
(13 CFR 107.102 (1977)), for a license 
to operate as a small business invest¬ 
ment company (SBIC). The present 
address is 2300 West Commerce Street, 
San Antonio, Tex. 78207. 

Also, in order to amend a statement 
in the above notice, it should be noted 
here that The National Council of La 
Raza, 1725 Eye Street NW.. Washing¬ 
ton, D.C., is not the parent of or asso¬ 
ciated with the Mexican American 
Unity Council, the major shareholder 
of San Antonio Venture Group, Inc. 

Interested parties were given until 
the close of business April 5, 1977, to 
submit their written comments to 
SBA. No comments were received. 
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Notice is hereby given that, pursu¬ 
ant to Section 301(c) of the Small 
Business Investment Act of 1958, as 
amended, and after having considered 
the application and all other informa¬ 
tion, SB A issued License No. 06/06- 
0190 on March 23, 1978, to San Anto¬ 
nio Venture Group, Inc. to operate as 
an SBIC. 

(Catalog of Federal Domestic Assistance 
Program No. 59.011, Small Business Invest¬ 
ment Companies.) 

Peter F. McNeish, 
Deputy Associate Administor 
for Investment 
CFR Doc. 78-12712 FUed 5-9-78: 8:45 am] 


[ 8025-011 

[Declaration of Disaster Loan Area No. 
1457, Arndt. No. 1] 

TEXAS 

Declaration of Disattor Loon Aroo 

The above numbered Declaration 
(see 43 FR 16584) is amended by 
adding the following counties: 


County 

Natural dtoastertt) and data<8) 

Duval... 

Drought, July 1. 1977 to Mar. 32, 
1978. 

Foard. 

Drought, July 1. 1977 to Mar. 31. 
1978. 

Hansford 

Drought, Jan. 1. 1977 to Mar. 24. 
1978. 

Do_ 

Hail and high wind. Aug. SO. 1977. 

Hardeman_ 

Drought, June 1. 1977 to Mar. 22. 
1978. 

Haskell. 

Drought, July 1, 1977 to Mar. 20. 
1978. 

Randall. 

Drought. Sept. 1. 1977 to Mar. 1. 
1978. 

Zapata ......... 

Drought, Jan. I. 1977 to Mar. 14. 
1978. 


and adjacent counties within the State 
of Texas as a result of natural disast¬ 
ers as indicated. All other information 
remains the same. 

(Catalog of Federal Domestic Assistance 
Program Nos. 59002 and 59008.) 

Dated: May 1,1978. 

A. Vernon Weaver, 
Administrator. 
[FR Doc. 78-12713 FUed 5-9-78; 8:45 am) 


[ 8025 - 01 ] 

[Declaration of Disaster Loan Area No. 

1467] 

VIRGINIA 

D« do ration of DUattor Aroo 

The Independent Cities of Roanoke 
and Salem and the County of Roanoke 
and adjacent counties within the State 
of Virginia, constitute a disaster area 
because of damage resulting from high 
winds, rain and flooding which oc¬ 
curred on April 25. 1978 through April 
27, 1978. Eligible persons, firms and 


organizations may file applications for 
loans for physical damage until the 
close of business on July 3, 1978, and 
for economic injury until the close of 
business on February 5, 1979, at: 

Small Business Administration, District 
Office. Federal Building. Room 3015, 400 
North Eighth Street. Richmond. Va. 23240 

or other locally announced locations. 

(Catalog of Federal Domestic Assistance 
Program Noa 59002 and 59008.) 

Dated: May 4. 1978. 

A. Vernon Weaver, 
Administrator. 
[FR Doc. 78-12743 FUed 5-9-78; 8:45 am] 


[ 4710 - 02 ] 

DEPARTMENT OF STATE 

Agancy for Intaraotional Development 

BOARD FOR INTERNATIONAL FOOD AND 
AGRICULTURAL DEVELOPMENT 

Amended Notice of Meeting 

In 43 FR 19309, May 4, 1978, AID 
announced a meeting of the Board for 
International Food and Agricultural 
Development to be held on May 25. 
1978, from 9 &.m. to 4:30 p.m. in Room 
1107 of the State Department Build¬ 
ing. The purpose of this notice is to in¬ 
dicate that the time and room number 
of the meeting have been changed. 
The meeting will convene at 2 p.m. 
and adjourn at 4:30 p.m. on May 25, 
1978, and will be held in room 6320 of 
the State Department Building. 

Dated: May 5. 1978. 

Erven J. Long, 

AID Advisory Committee Repre¬ 
sentative Board for Interna¬ 
tional Food and Agricultural 
Development 

[FR Doc. 78-12715 FUed 5-9-78; 8:45 am] 


[ 4810 - 22 ] 

DEPARTMENT OF THE TREASURY 

Office of the Secretary 

Imported Stool MiH Products Trigger Price 
Mechanism* * Quorterly Revision of Trigger 
Prices 

The Treasury Department is hereby 
announcing increases in trigger prices 
for imported steel mill products re¬ 
flecting increased costs of production 
for the Japanese steel industry and 
appreciation in the value of the yen, 
effective for all shipments exported on 
or after July 1, 1978. 

A. Integrated Producers 

With respect to the categories of 
steel mill products produced primarily 
by the integrated steel producers, the 
price revision is based on changes 


since the end of 1977 in the costs of 
basic raw materials and labor and in 
the rate of exchange. Coal and iron 
ore costs increased in the aggregate by 
3.5 percent in dollar terms. In April 
1978. the integrated companies agreed 
to a new industry-wise labor contract 
which provides for an estimated over¬ 
all 4.2 percent increase in hourly labor 
costs for the current fiscal year ending 
March 31, 1979. Finally, as reflected in 
the average daily exchange rate from 
March 1 through April 30, the Japa¬ 
nese yen has appreciated to a level of 
226 yen to the dollar. 

These changes In costs and the ex¬ 
change rate have increased by ap¬ 
proximately 5.5 percent the average 
costs of production and, correspond¬ 
ingly, both the base prices and 
“extras" for products in Categories 2. 1 
3, * 4. 5. 10,» 14,» 15, 1 22, 23. 25. 26, 27, 
and 32 will be increased by 5.5 percent. 
The magnitude of this Increase is due 
to the coincidence of the timing of the 
bulk of the annual wage increases in 
Japan and the appreciation of the yen. 
The calculation leading to the indicat¬ 
ed increase for these products was 
made as follows: 

Table 1.— Estimated Japanese costs of 
production 

[Dollars par metric ton of finished product] 


J&n. 9. 1978 Revision for 
third 
quarter 


Basic raw materlalA 

116.91 

126.62 

Other raw matenalo... 

65.12 

67.10 

Labor... 

75.60 

83.61 

Other expenses....-- 

21.38 

22.70 

Depreciation___ 

18.51 

19.65 

Interest plus profit.^.—. 

37.28 

39.59 

Leas scrap credit- 

(6.57) 

(6.67) 

Increased estimated coat of 

production: 5.8 

»percent. 


B. Electric Furnace Producers 

Trigger prices for products produced 
by electric furnace producers were 
published on Monday, March 27, 1978 
(43 FR 12783). 

Trigger price revisions for these 
steel mill products reflect only an ad¬ 
justment for scrap prices and the ex¬ 
change rate since these companies 
have not yet concluded their collective 
bargaining for the current fiscal year. 
A complete description of the method¬ 
ology used in computing the original 
trigger prices for these products is set 
forth below. The original input costs 
are provided in Table 2. The revised 
input costs are provided in Table 3. 


‘With the exception of those specific 
products listed in Table 3. 

s Only wide flange beams and bearing 
piling (Trigger Price Handbook pp 3-1 to 3- 
4). Other products in this category are cov¬ 
ered in Table 3. . . . 

*Only hot roUed carbon bare; sepcial qual¬ 
ity (Trigger Price Handbook pp 10-1 and 
2). Other products In this category are cov¬ 
ered in Table 3. 
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The trigger prices for the carbon 
steel products listed below are based 
upon the costs of production of 
japan’s main electric arc furnace steel 
mills, submitted to the Treasury De¬ 
partment by the Japanese Ministry of 
International Trade and Industry. 
Three sets (A, B, and C) of cost data 
for these electric arc mills were sub¬ 
mitted. The cost of particular products 
within a cost group were obtained by 
applying relative cost coefficients pro¬ 
vided by the Japanese to the appropri¬ 
ate group average cost. 


Cost group Products 


A___ Equal angles. 

A—_ Unequal angles. 

A... Channels. 

A_.. I Beams (S4 through 88). 

B.. Hot rolled strip produced on bar mills. 

B__ Merchant quality hot bars. 

B.. Merchant quality hot rolled round 

bars 

B~.~~. Merchant quality squares and round 

cornered squares. 

B.. Bar size channels. 

C... Plain concrete reinforcing bars. 

C.. Deformed concrete reinforcing bars. 


Because of a different Input mix, 
output mix and production technol¬ 
ogy, the base production costs estimat¬ 
ed for the electric furnace steel mills 
differ from the base costs reported for 
the six major Japanese producers. 

The principal assumptions originally 
utilized by Treasury in estimating the 
Japanese electric arc furnace costs are 
(the only assumptions affected by the 
quarterly revisions are the exchange 
rate and the scrap netback): 

a. Exchange rate. Where relevant, 
Japanese cost data have been convert¬ 
ed to U.S. dollars on the basis of 240 
yen per dollars (revised to 226 yen per 
dollar for the third quarter). 

b. Capacity utilization. All costs per¬ 
tain to a standard operating rate of 85 
percent. 

c. Labor productivity. Group A prod¬ 
ucts (equal angles) require 3.3 man 
hours per metric ton of raw steel. 
Group B products (flat bars) 3.6 man 
hours per metric ton of raw steel, and 
Group c products (reinforcing bars) 
2 9 man hours per metric ton of raw 
steel. 

d. Yield. The electric arc furnace 
products are generally fabricated from 
continuously cast semifinished shapes, 
pierefore, the yield of Group A 
(angles) and Group C products (rein¬ 
forcing bars) per ton of raw steel is 
taken to be 0.95 and the yield of 
Group B products (flat bars) of 0.92. 

e Capital costs. Total depreciation 
charges, net interest expenses and a 
Jhargin for profit on average amount 
to slightly over 13 percent to total 
assets related to steel production. 

f. Scrap netback. As previously, yield 
jactors reported by the Japanese elec¬ 
tric furnace mills were not used in the 
calculation of trigger prices in the 
°clief that some of the products con¬ 


sidered “finished’' would be regarded 
by UJS. standards as low quality. How¬ 
ever. this low quality product receives 
a cost credit based on the current 
market price of scrap, which increased 
for the third quarter. 

The total costs of production for 
products in Groups A, B. and C, based 
on the above assumptions, are estimat¬ 
ed to be: 


Table 2 —Original estimated Japanese 
electric furnace mill base production costs 

[Dollars per metric ton of finished product] 


Group Group Group 
ABC 

Raw materials.-...... 

147.19 

159.59 

148.33 

Labor..... 

24.52 

27.64 

16.55 

Other expenses... 

10.06 

12.28 

12.68 

Depreciation. 

5.47 

6.66 

5.60 

Interest plus profit__.. 

21.46 

25.85 

20.81 

Less scrap credit.. 

(1.94) 

(2.14) 

(2.00) 

Total original average 




cost..... 

206.76 

230.48 

204.67 


Table 3 .—Revised estimated Japanese 
electric furnace mill base production cost 

[Dollars per metric ton of finished product] 


Group Group Group 



A 

B 

C 

Basic raw materials (primar¬ 
ily scrap .. 

140.42 

150.92 

139.16 

Other raw materials ___ 

32.28 

38.16 

34.88 

TAhnr,,,,.,.,,,,,,,,.,,,,,, 

26.05 

29.64 

20.76 

Other expenses..._.._ 

10.68 

13.04 

13.47 

Depreciation.. 

5.81 

7.39 

5.94 

Interest plus profit_....__ 

22.78 

27.45 

22.10 

Less scrap credit____ 

(2.49) 

(2.80) 

(2.56) 

Revised average cost.. . 

235.55 

263.80 

233.75 

Original average cost. 

206.76 

230.48 

204.97 

Increased estimated cost of 
production (in percent). 

13.9 

14.5 

14.0 


C. Other products 

Data from which to compute quar¬ 
terly revisions on a number of items 
has not yet been received from the 
Japanese government. When this data 
is available, quarterly revisions will be 
computed and published. Until such 
time, the 5.5 percent increase applica¬ 
ble to the products made by the inte¬ 
grated producers will be applied to 
such products as well. 

Item and trigger price handbook page 

Alloy wire rod, pages 2-11 to 2-13. 

Light rails, page 6-3. 

Tie plates, page 6-5. 

Hot roUed bar. pages 11-1 and 11-2. 

Cold finished bar, pages 12-1 to 12-14. 
Welded stainless steel pipe, pages 14-14 to 
14-17. 

Hot rolled tube, page 15-44. 

Cold rolled tube, page 15-45. 

Stainless steel ornamental tube, page 15-46 
to 15-49. 

Wire, pages 16-1 to 16-25. 

Barbed wire, page 21-1. 


D. Other Revisions 

Aside from these general revisions to 
the trigger prices now in effect, the 
Treasury Department hopes in the 
course of the current calendar quarter 
to undertake analyses of Individual 
trigger prices in the light of comments 
received with respect to their relation¬ 
ships with other trigger prices. Fur¬ 
ther, apparent gaps in product cover¬ 
age as well &s the prior inclusion of 
trigger prices for products not import¬ 
ed in significant quantities will be re¬ 
viewed. The results of these studies 
should be available not later than the 
next quarterly revisions In trigger 
prices to be published from 60 to 90 
days prior to their effective date. 

Dated: May 5. 1978. 

W. M. Blumenthal 
Secretary of the Treasury. 

[FR Doc. 78-12735 Filed 5-9-78; 8:45 am] 


[ 7035 - 01 ] 

INTERSTATE COMMERCE 
COMMISSION 

[Revised Service Order No. 1315: Exception 
No. 1] 

Apache Railway Co., Et Al. 

Pursuant to the authority vested In 
the Railroad Service Board by section 
(aXIXix) of Revised Service Order No. 
1315, the free-time periods authorized 
by the following items in General Car 
Demurrage Tariff 4-K, ICC H-74, 
issued by D. M. Rogers, supplements 
thereto or reissues thereof, shall apply 
to cars subject to those items in lieu of 
the free-time periods specified in sec¬ 
tion (a)(2) of Revised Service Order 
No. 1315. 

Item Nos. and Railroad 

118—The Apache Railway Co. 

118-119—The Atchison, Topeka Sc Santa Fe 
Railway Co. 

121-123—Burlington Northern Inc. 

125-126—Chicago, Rock Island Sc Pacific 
Railroad Co. 

132—Denver Sc Rio Grande Western Rail¬ 
road Co. 

140—Oregon Sc Northwestern Railroad Co. 
142-151-Union Pacific Railroad Co. 

178—Burlington Northern Inc. 

Effective 7 a.m.. May 5, 1978. 

Issued at Washington, D.C., May 3, 
1978. 

By the Commission, Railroad Serv¬ 
ice Board, members Joel E. Burns, 
Robert S. Turkington and John R. Mi¬ 
chael. Member Joel E. Burns not par¬ 
ticipating. 

Robert S. Turkington, 
Acting Chairman, 
Railroad Service Board. 
£FR Doc. 78-12747 Filed 5-9-78; 8:45 am] 
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[Notice No. 657] 

ASSIGNMENT OF HEARINGS 

May 5, 1978. 

Cases assigned for hearing, post¬ 
ponement. cancellation or oral argu¬ 
ment appear below and will be pub¬ 
lished only once. This list contains 
prospective assignments only and does 
not include cases previously assigned 
hearing dates. The hearings will be on 
the issues as presently reflected in the 
Official Docket of the Commission. An 
attempt will be made to publish no¬ 
tices of cancellation of hearings as 
promptly as possible, but interested 
parties should take appropriate steps 
to insure that they are notified of can¬ 
cellation or postponements of hearings 
in which they are interested. 

AB 10 (Sub-No. 11), Norfolk dr Western 
Railway Co. abandonment between New 
Castle and Rushville, in Henry and Rush 
Counties, Ind., and AB 10 (Sub-No. 12). 
Norfolk <& Western Railway Co. abandon¬ 
ment between ConnersviUe and New 
Castle, in Henry. Wayne, and Payette 
Counties, Ind., are now assigned for hear¬ 
ing July 24, 1978 <1 week), at New Castle, 
Ind., at a location to be later designated. 
No. MC 114211 (Sub-No. 317), Warren 
Transport, Inc., now assigned for hearing 
May 31. 1878. at Denver. Colo., will be 
held at OSHA. Room 1718. Prudential 
Plaza. 1050 17th Street. 

No. MC 105006 (Sub-No. 5). L. L. Smith 
Trucking, now assigned June 5, 1978, at 
Denver. Colo., will be held at OSHA, 
Room 1718, Prudential Plaza. 1050 17th 
Street. 

No. MC 128270 (Sub-No. 24). Rediehs Inter¬ 
state. Inc., now assigned June 12, 1978, at 
Denver, Colo., will be held at OSHA, 
Room 1718, Prudential Plaza. 1050 17th 
Street. 

No. MC-C-10037, O.JV.C. Freight Systems, 
Inc. v. Windecker, Inc,, d.b.a. Windecker 
Truck Line, now assigned June 15. 1978, at 
Denver. Colo., wiU be held in Room 1718 
at OSHA, Prudential Plaza. 1050 17th 
8treet. 

No. MC 136285 (Sub-No. 26). Southern In- 
termodal Logistics, Inc., is assigned for 
hearing June 28. 1978, at Atlanta, Ga.. and 
will be held at Room 305, 1252 West 
Peachtree Street NW. 

No. MC 125808 (Sub-No. 7), Aaacon Auto 
Transport, Inc., Is assigned for hearing 
June 19. 1978. at Memphis. Tenn., and will 
be held at Tax Court Room 1006, Federal 
Building. 167 North Main Street. 

No. MC 141871 (8ub-No. 6). WNI, Inc., now 
assigned May 16, 1978, at Salem. Oreg., 
will be held in Room 347, State Capitol 
Building. 

H. G. Homme, Jr., 
Acting Secretary . 
CFR Doc. 78-12748 Filed 5-9-78; 8:45 am] 
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[Docket No. AB-6 (Sub-No. 46F)] 

BURLINGTON NORTHERN, INC 

Abandonment Near Quincy and East Hannibal 
in Adams and Pika Counties, lit; Findings 

Notice is hereby given pursuant to 
Section la of the Interstate Commerce 
Act (49 U.S.C. la) that by an Certifi¬ 
cate and Order dated April 28, 1978, a 
finding, which is administratively 
final, was made by the Commission, 
Review Board Number 5. stating that, 
subject to the conditions for the pro¬ 
tection of railway employees pre¬ 
scribed by the Commission in Oregon 
Short Line R. Co.—Abandonment— 
Goshen, 354 ICC 76 (1977), and for 
public use as set forth in said order, 
the present and future public conven¬ 
ience and necessity permit the aban¬ 
donment by the Burlington Northern, 
Inc. of a line of railroad known as the 
Quincy to East Hannibal Line extend¬ 
ing from railroad milepost 267.28 near 
Quincy, Ill., to railroad milepost 279.88 
at the end of the line near East Hanni¬ 
bal, Ill., a distance of 12.60 miles, in 
Adams and Pike Counties. Ill. A certif¬ 
icate of public convenience and neces¬ 
sity permitting abandonment was 
issued to the Burlington Northern, 
Inc. Since no investigation was insti¬ 
tuted, the requirement of § 1121.38(a) 
of the Regulations that publication of 
notice of abandonment decisions in 
the Federal Register be made only 
after such a decision becomes adminis¬ 
tratively final was waived. 

Upon receipt by the carrier of an 
actual offer of financial assistance, the 
carrier shall make available to the of¬ 
feror the records, accounts, appraisals, 
working papers, and other documents 
used in preparing Exhibit I (§ 1121.45 
of the Regulations). Such documents 
shall be made available during regular 
business hours at a time and place mu¬ 
tually agreeable to the parties. 

The offer must be filed and served 
no later than May 25, 1978. The offer, 
as filed, shall contain information re¬ 
quired pursuant to 8 1121.38(b) (2) and 
(3) of the Regulations. If no such offer 
is received, the certificate of public 
convenience and necessity authorizing 
abandonment shall become effective 
June 26. 1978. 

H. G. Homme, Jr., 
Acting Secretary. 
(FR Doc. 78-12755 FUed 5 9-78; 8:45 amj 


[ 7035 - 01 ] 

[Docket No. AB-6 (Sub-No. 50F] 

BURLINGTON NORTHERN, INC 

Discontinuance of Service in Spokane County, 
Wash.; Findings 

Notice is hereby given pursuant to 
Section la of the Interstate Commerce 


Act (49 U.S.C. la) that by an Certifi¬ 
cate and Order dated April 26, 1978, a 
finding, which is administratively 
final, was made by the Commission. 
Review Board Number 5, stating that, 
subject to the conditions for the pro^ 
tection of railway employees pre¬ 
scribed by the Commission in Oregon 
Short Line R. Co.— Abandonment- 
Goshen, 354 ICC 76 (1977), the present 
and future public convenience and ne¬ 
cessity permit the discontinuance of 
service over the Union Pacific Rail¬ 
road Co. (UP) tracks between UP mile¬ 
post 163.46 near Spokane, Wash., to 
UP milepost 131.21 at the end of the 
line near Fairfield, Wash., a distance 
of 32.25 miles, and to discontinue serv¬ 
ice over its own line of railroad be¬ 
tween milepost 7.1 near Dishman, 
Wash., to milepost 6.1 near Spear, 
Wash., a distance of 1 mile, in Spo¬ 
kane County, Wash., for a total dis¬ 
tance of 33.25 miles. A certificate of 
public convenience and necessity per¬ 
mitting discontinuance of service was 
issued to the Burlington Northern, 
Inc. Since no investigation was insti¬ 
tuted. the requirement of 81121.38(a) 
of the Regulations that publication of 
notice of discontinuance of service de¬ 
cisions in the Federal Register be made 
only after such a decision becomes ad¬ 
ministratively final was waived. 

Upon receipt by the carrier of an 
actual offer of financial assistance, the 
carrier shall make available to the of¬ 
feror the records, accounts, appraisals, 
working papers, and other documents 
used in preparing Exhibit I (§1121.45 
of the Regulations). Such documents 
shall be made available during regular 
business hours at a time and place mu¬ 
tually agreeable to the parties. 

The offer must be filed and served 
no later than May 25. 1978. The offer, 
as filed, shall contain information re¬ 
quired pursuant to § 1121.38(b) (2) and 
(3) of the Regulations. If no such offer 
is received, the certificate of public 
convenience and necessity authorizing 
discontinuance of service shall become 
effective June 26. 1978. 

H. G. Homme, Jr., 
Acting Secretary. 

[FR Doc. 78-12753 Filed 5-9-78; 8.45 ami 
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CHANGES IN PROCEDURES FOR PENDING RAIL 
ABANDONMENT CASES 

AGENCY: Interstate Commerce Com¬ 
mission. 

ACTION: Notice of Change in Proce¬ 
dures for Certain Offers of Financial 
Assistance. 

SUMMARY: The '‘Procedures for 
Pending Rail Abandonment Cases re- 
quired the use of the publicly QU ot * d 
yield on United States Treasury Bonds 
to calculate “a reasonable return on 
the value of the rail properties, in 
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the future, parties are instructed to 
use the cost of c apita l to the railroad 
as set forth in 49 CFR 1121.44, for pur¬ 
poses of this calculation. 

POR FURTHER INFORMATION 
CONTACT: 

Edward J. Schack, Phone: 202-275- 

7581. 

SUPPLEMENTARY INFORMATION: 
On March 31, 1976, we issued Proce¬ 
dures For Pending Rail Abandonment 
Cases (Procedures), at 41 FR 13691. 
These procedures implemented section 
la(8) of the Interstate Commerce Act, 
as amended by the Railroad Revital¬ 
ization and Regulatory Reform Act of 
1976, Pub. L. 94-210. (4-R Act) as it re¬ 
lates to abandonment or discontinu¬ 
ance of operations proceedings filed 
prior to the promulgation of new regu¬ 
lations. The Procedures set out the 
methods to be followed by persons of¬ 
fering financial assistance for contin¬ 
ued rail service. 

The Procedures instruct parties to 
use the Standards for Determining 
Rail Service Continuation Subsidies, 
49 CFR §1125, in computing the 
extent to which the avoidable costs of 
providing rail service plus a reasonable 
return on the value of the rail proper¬ 
ties involved exceeds the revenues at¬ 
tributable to such line of railroad. Sec¬ 
tion 1125.7 states that in calculating 
the return on value, the interest rate 
should be equal to the publicly quoted 
yield to maturity for United States 
Treasury Bonds or Notes maturing or 
having an earliest call date approxi¬ 
mately coterminus with the end of the 
subsidy period. 

The regulations promulgated in Ex 
Parte No. 274 (Sub-No. 2). Abandon¬ 
ment of Railroad Lines and Discon¬ 
tinuance of Service, codified at 49 
CFR Part 1121, apply the cost of capi¬ 
tal of the railroad to the investment 
base to calc ulate & reasonable return 
on value. 49 CFR 1121 . 44 . This is con¬ 
sistent with the 4-R Act, which de¬ 
fines reasonable return as the cost of 
capital to the railroad. 

In view of the regulations and the 
provisions of the 4-R Act, we instruct 
parties, making offers of financial as¬ 
sistance after this date, to use the cost 
of capital to the railroad in making 
the calculations required in the Proce¬ 
dures. Further, we will apply the cost 
of capital to the railroad in calculating 
the extent to which the avoidable 
costs of providing rail service plus a 
reasonable return on the value of the 
rail property exceeds the revenue at¬ 
tributable to the line of railroad as re¬ 
quired by section la<7) of the Act, 5 
U.S.C. la(7). 

Decided May 1. 1978. 

By the Commission. 

H. G. Homme, Jr., 
Acting Secretary. 

CFR Doc. 78-12756 Filed 5-9-78; 8:45 ami 
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FOURTH SECTION APPLICATIONS FOR RELIEF 

May 5. 1978. 

These applications for long- and 
short-haul relief have been filed with 
the ICC. 

Protests are due at the ICC on or 
before May 25, 1978. 

FSA No. 43538, Forest Lines’ No. 1, 
on intermodal rates on general com¬ 
modities, from rail carriers’ terminals 
at U.S. Gulf Coast ports in Louisiana 
and Texas, to ports in the Far East, by 
way of ports in California, in its tariff 
No. 1, ICC No. 1, to become effective 
June 1, 1978. Grounds for relief- 
water competition. 

FSA No. 43539, Neptune Orient 
Lines Ltd., No. 1, on intermodal rates 
on general commodities, between ports 
in the Far East, on the one hand, and 
rail carriers’ terminals at ports on the 
U.S. Atlantic and Gulf Coasts, by way 
of ports on the U.S. Pacific Coast, to 
be published in its tariffs Nos. 1. 2, and 
3. ICC Nos. 1, 2, and 3, respectively. 
Grounds for relief—water competition. 

By the Commission. 

H.G. Homme, Jr., 
Acting Secretary. 

[FR Doc. 78-12750 Filed 5-9-78; 8:45 am) 
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[Docket No. AB-301 

GEORGIA SOUTHERN ft FLORIDA RAILWAY 
CO. 

Abandonment In Polatka, Putnam County, Fla.; 

Findings 

Notice is hereby given pursuant to 
Section la of the Interstate Commerce 
Act (49 U.S.C. la) that by an Certifi¬ 
cate and Order dated April 17, 1978, a 
finding, which is administratively 
final, was made by the Commission, 
Review Board Number 5, stating that, 
subject to the conditions for the pro¬ 
tection of railway employees pre¬ 
scribed by the Commission in Oregon 
Short Line R. Co.—Abandonment— 
Goshen, 354 ICC 76 (1977), the present 
and future public convenience and ne¬ 
cessity permit the abandonment by 
the Georgia Southern & Florida Rail¬ 
way Co. of a stub-end line of railroad 
extending from railroad milepost 285- 
B minus 1,023 feet to railroad milepost 
285-B plus 1,558 feet, a distance of ap¬ 
proximately 0.5 mile, in Palatka, 
Putnam County, Fla. A certificate of 
public convenience and necessity per¬ 
mitting abandonment was issued to 
the Georgia Southern & Florida Rail¬ 
way Co. Since no investigation was in¬ 
stituted, the requirement of 
51121.38(a) of the Regulations that 
publication of notice of abandonment 
decisions in the Federal Register be 
made only after such a decision be¬ 


comes administratively final was 
waived. 

Upon receipt by the carrier of an 
actual offer of financial assistance, the 
carrier shall make available to the of¬ 
feror the records, accounts, appraisals, 
working papers, and other documents 
used in preparing Exhibit I (§ 1121.45 
of the Regulations). Such documents 
shall be made available during regular 
business hours at a time and place mu¬ 
tually agreeable to the parties. 

The offer must be filed and served 
no later than May 25, 1978. The offer, 
as filed, shall contain information re¬ 
quired pursuant to § 1121.38(b) (2) and 
(3) of the Regulations. If no such offer 
is received, the certificate of public 
convenience and necessity authorizing 
abandonment shall become effective 
June 26, 1978. 

H. G. Homme, Jr., 
Acting Secretary. 

[FR Doc. 78-12752 Filed 5-9-78; 8:45 am) 
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[Notices No. 68) 

MOTOR CARRIER TEMPORARY AUTHORITY 
APPLICATIONS 

April 26, 1978. 

The following are notices of filing of 
applications for temporary authority 
under section 210a(a) of the Interstate 
Commerce Act provided for under the 
provisions of 49 CFR 1131.3. These 
rules provide that an original and six 
(6) copies of protests to an application 
may be filed with the field official 
named in the Federal Register publi¬ 
cation no later than the 15th calendar 
day after the date the notice of the 
filing of the application is published in 
the Federal Register. One copy of the 
protest must be served on the appli¬ 
cant, or its authorized representative, 
if any, and the protestant must certify 
that such service has been made. The 
protest must identify the operating 
authority upon which it is predicated, 
specifying the “MC” docket and “Sub” 
number and quoting the particular 
portion of authority upon which it 
relies. Also, the protestant shall speci¬ 
fy the service it can and will provide 
and the amount and type of equip¬ 
ment it will make available for use in 
connection with the service contem¬ 
plated by the TA application. The 
weight accorded a protest shall be gov¬ 
erned by the completeness and perti¬ 
nence of the protestant’s information. 

Except as otherwise specifically 
noted, each applicant states that there 
will be no significant effects on the 
quality of the human environment re¬ 
sulting from approval of its applica¬ 
tion. 

A copy of the application is on file, 
and can be examined at the office of 
the Secretary, Interstate Commerce 
Commission, Washington, D.C., and 
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also in the ICC Field Office to which 
protests are to be transmitted. 

Motor Carriers of Property 

No. MC 21866 (Sub-No. 95TA), filed 
April 12. 1978. Applicant: WEST 

MOTOR FREIGHT, INC., 740 South 
Reading Avenue, Boyertown, PA 
19152. Applicant’s representative: Alan 
Kahn, 2 Penn Center Plaza, Suite 
1920, Philadelphia, PA 19102. Authori¬ 
ty sought to operate as a common car- 
Tier, by motor vehicle, over irregular 
routes, transporting: Fertilizer (except 
in bulk), from the facilities of the 
Wegro Division of Old Fort Industries, 
Inc., in or near Grand Rapids, OH, to 
points in NY and NJ, for 180 days. Ap¬ 
plicant has also filed an underlying 
ETA seeking up to 90 days of operat¬ 
ing authority. Supporting shipper(s): 
Wergro Division, Old Fort Industries, 
Inc., 3rd and Mill Streets, Grand 
Rapids, OH 43522. Send protests to: T. 
M. Esposito, Transportation Assistant, 
600 Arch Street, Room 3238, Philadel¬ 
phia, PA 19106. 

No. MC 36734 (Sub-No. IOTA), filed 
March 24, 1978. Applicant: FLEM¬ 
ING’S EXPRESS. INC., 105 Main 
Street, Falmouth, MA 02536. Appli¬ 
cant’s representative: Robert G. Parks, 
20 Walnut Street, Wellesley Hills, MA 
02181. Authority sought to operate as 
a common carrier , by motor vehicle, 
over irregular routes, transporting: 
Cocoa beans and cocoa products, from 
Philadelphia, PA, to Mansfield, MA, 
for 180 days. Applicant has also filed 
an underling ETA seeking up to 90 
days of operating authority. Support¬ 
ing shipper(s): Nabisco Confections. 
Inc., 810 Main Street, Cambridge, MA 
02139. Send protests to: Gerlad H. 
Curry, District Supervisor, 24 Weybos- 
set Street, Room 102, Providence, RI 
02903. 

No. MC 14286 (Sub-No. 1TA), filed 
April 13, 1978. Applicant: MCO 

TRANSPORT. INC., 1121 South 
Front Street, Wilmington, NC 28401. 
Applicant’s representative: James L. 
Prince, Jr., 1 Cowan Street, Wilming¬ 
ton, NC 28402. Authority sought to op¬ 
erate as a common carrier, by motor 
vehicle, over irregular routes, trans¬ 
porting: General commodities (except 
those of unusual value, classes A and 
B explosives, household goods as de¬ 
fined by the Commission, commodities 
in bulk, and commodities requiring 
special equipment), between Wilming¬ 
ton, NC. on the one hand, and, on the 
other, points in Greenville and Spar¬ 
tanburg Counties, SC, for 180 days. 
Applicant has also filed an underlying 
ETA seeking up to 90 days of operat¬ 
ing authority. Supporting shipper(s): 
Jacky Maeder Ltd., 4530 Park Road, 
Suite 336, Charlotte, NC 28209. Send 
protests to: Archie W. Andrews, Dis¬ 
trict Supervisor, Interstate Commerce 
Commission, 624 Federal Building, 310 


New Bern Avenue, P.O. Box 26896, Ra¬ 
leigh, NC 27611. 

No. MC 70903 (Sub-No. 6TA), filed 
March 28. 1978. Applicant: OKANO- 
GAN-SEATTLE TRANSPORT CO., 
INC., P.O. Box 722, Ellensburg, WA 
98926. Applicant’s representative: Mi¬ 
chael D. Duppenthaler, 607 third 
Avenue. Seattle, WA 98104. Authority 
sought to operate as a common carri¬ 
er, by motor vehicle, over irregular 
routes, transporting: Common, irregu¬ 
lar, chemicals, fertilizer, and soap 
from the facilities of U.S. Borax Co., 
located at or near Boron, South Gate, 
and Wilmington, CA, to the United 
States-Canada international boundary 
line located at or near Blaine, Sumas, 
and Oroville, WA, for 180 days. Sup¬ 
porting shipper(s): Mackenzie <fc Fei- 
mann, Ltd., 970 Malkin Avenue, Van¬ 
couver, BC V6A 2K8. Send protests to: 
R. V. Dubay, District Supervisor, 
Bureau of Operations, Interstate Com¬ 
merce Commission, 114 Pioneer Court¬ 
house, Portland OR 97204. 

No. MC 89716 (Sub-No. 52 TA), filed 
April 12. 1978. Applicant: DICK 

JONES TRUCKING, Box 965, Powell. 
WY 82435. Applicant’s representative: 
Stockton and Lewis, The 1650 Grant 
Street Building, Denver, CO 80203. 
Authority sought to operate as a 
common carrier, by motor vehicle, 
over irregular routes, transporting: 
Oilfield motors and oilfield pumps, be¬ 
tween the plantsite of TRW Reda 
Pump Co., at or near Thermopolis, 
WY on the one hand and on the other, 
points in NM, for 180 days. Supporting 
shipper(s): TRW Reda Pump, Box 
1366, Thermopolis, WY 82443. Send 
protests to: Paul A. Naughton District 
Supervisor, Interstate Commerce Com¬ 
mission, Room 105 Federal Building 
and Court House, 111 South Wolcott, 
Casper, WY 82601. 

No. MC 97457 (Sub-No. 4TA), filed 
April 13. 1978. Applicant: WARNER & 
SONS TRUCKING CO., 3224 Sand 
Creek Hwy, Route 1, Adrian, MI 
49221. Applicant’s representative: Wil¬ 
liam B. Elmer, 21635 East nine Mile 
Road, St. Clair Shores, MI 48080. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregu¬ 
lar routes, transporting: Plastics and 
plastic products, between the facilities 
of Alma Plastics. Inc., located at 
Greenville. MI on the one hand and, 
on the other, Detroit, MI; Grand 
Rapids. MI. and Lansing, MI, restrict¬ 
ed to traffic interlined at those points 
with other carriers, for 180 days. Ap¬ 
plicant has also filed an underlying 
ETA seeking up to 90 days of operat¬ 
ing authority. Supporting shipper(s): 
Alma Plastics, Inc., 501 Cedar Street, 
Greenville. MI 48838. Send protests to: 
C. R. Flemming District Supervisor. 
Bureau of Operations. Interstate Com¬ 
merce Commission, 225 Federal Build¬ 
ing, Lansing. MI 48933. 


No. MC 104683 (Sub-No. 45TA), filed 
April 13, 1978. Applicant: TRANS¬ 
PORT, INC., P.O. Box 1524, Hatties¬ 
burg. MS 39401. Applicant’s represent¬ 
ative: Donald B. Morrison, P.O. Box 
22628, Jackson, MS 39205. Authority 
sought to operate as a common carri¬ 
er, by motor vehicle, over irregular 
routes, transporting: Roofing asphalt, 
(in bulk, in tank vehicles), from 
Smackover and El Dorado, AR, to Me¬ 
ridian, MS, for 180 days. Applicant has 
also filed an underlying ETA seeking 
up to 90 days of operating authority. 
Supporting shipperis): Masonite Corp., 
P.O. Box 5777, Meridian, MS 39302. 
Send protests to: Alan C. Tarrant Dis¬ 
trict Supervisor, Interstate Commerce 
Commission, Room 212, 145 East 

Amite Building, Jackson, MS 39201. 

No. MC 108520 (Sub-No. 2TA), filed 
April 14, 1978. Applicant: DON WAL¬ 
DRON, d.b.a. DONALD WALDRON 
TRUCKING, 21414 7 Mile Road, 
Franksville, WI 53126. Applicant’s rep¬ 
resentative: Richard C. Alexander, 710 
North Plankinton Avenue, Milwaukee, 
WI 53203. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: An¬ 
hydrous ammonia (in bulk, in shipper 
owned tank trailers), from Seneca, IL, 
to Burlington and Genoa City, WI. for 
180 days. Applicant has also filed an 
underlying ETTA seeking up to 90 days 
of operating authority. Supporting 
shipperis): Burlington Consumers 

Corp., P.O. Box 220 Burlington, WI 
(Robert Schulte). Send protests to: 
Bail Daugherty. Transportation As¬ 
sistant, Interstate Commerce Commis¬ 
sion, Bureau of Operations, U.S. Fed¬ 
eral Building and Courthouse, 517 
East Wisconsin Avenue, Room 619, 
Milwaukee, WI 53202. 

No. MC 111401 (Sub-No. 519TA), 
filed April 12, 1978. Applicant: 

GROENDYKE TRANSPORT, INC., 
2510 Rock Island Blvd., P.O. Box 632, 
Enid, OK 73701. Applicant's represent¬ 
ative: Victor R. Comstock, P.O. Box 
632, Enid, OK 73701. Authority sought 
to operate as a common carrier, by 
motor vehicle, over irregular routes, 
transporting: Fertilizer solutions 

(except petroleum products), in bulk, 
in tank vehicles, from the facilities of 
Kugler Oil Co., at or near Ulysses, KS, 
to points in CO and OK. for 180 days. 
Applicant has also filed an underlying 
ETA seeking up to 90 days of operat¬ 
ing authority. Supporting shipperis): 
Kugler Oil Co., Box 308, Culbertson, 
NE 69024. Send protests to: Connie 
Stanley, Transportation Assistant. 
Room 240, Old Post Office and Court 
House Building, 215 NW., 3rd. Oklaho¬ 
ma City, OK 73102. 

No. MC 112617 (Sub-No. 387TA). 
filed April 13. 1978. Applicant: 

LIQUID TRANSPORTERS, INC., 
P.O. Box 21395, Louisville, KY 4022L 
Applicant’s representative: Charles R. 
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Dunford (same address as applicant). 
Authority sought to operate as a 
common carrier , by motor vehicle, 
over irregular routes, transporting: 
liquid fertilizer solution (in bulk, in 
tank trucks), from Bums Harbor, IN, 
to points in MI. IN, ILL. and OH, for 
180 days. Applicant has also filed an 
underlying ETA seeking up to 90 days 
of operating authority. Supporting 
shipper(s): J. J. Stefanec, Director, 
Transportation and Research, Agrico 
Chemical Co., P.O. Box 3106, Tulsa, 
OK 74101. Send protests to: Linda H. 
Sypher, District Supervisor, Interstate 
Commerce Commission, 426 Post 
Office Building, Louisville, KY 40202. 

No. MC 112696 (Sub-No. 57TA), filed 
April 14, 1978. Applicant: HART¬ 

MANS, INC., P.O. Box 898, 833 Chica¬ 
go Avenue, Harrrisonburg, VA 22801. 
Applicant's representative: Edward G. 
Villalon, 1032 Pennsylvania Building, 
Pennsylvania Avenue and 13th Street 
NW„ Washington. DC. Authority 
sought to operate as a common earn - 
er, by motor vehicle, over irregular 
routes, transporting: Foodstuffs 

(except in bulk), from the facilities of 
Rich Products Corp. at or near Mur¬ 
freesboro, TN, to points in DE, FL, 
GA, IL, IN, IA, KY. MD, MI, MN, NJ, 
NY, NC, OH, PA, SC, TN, VA, WV, WI 
and DC. for 180 days. Supporting 
shipper(s): Rich Products Corp., Buf¬ 
falo, NY. Send protests to: Interstate 
Commerce Commission, Bureau of Op¬ 
erations, P.O. Box 210, Roanoke, VA 
24011. 

No. MC 112963 (Sub-No. 74TA), filed 
April 12, 1978. Applicant: ROY 

BROS., INC.. 764 Boston Road. Pine- 
hurst, MA 01866. Applicant's repre¬ 
sentative: Leonard E. Murphy, 764 
Boston Road, Pinehurst, MA 01866. 
Authority sought to operate as a 
common carrier , by motor vehicle, 
over irregular routes, transporting: 
Carbonate (in bulk, in tank vehicles), 
from Johnson, VT to Woodbury, NJ, 
for 180 days. Supporting shippers): 
Dewey & Almy Chemical Division of 
W. R. Grace, 55 Hayden Avenue, Lex¬ 
ington, MA 02173. Send protests to: 
Paul A. Roberts, District Supervisor, 
Interstate Commerce Commission, 150 
Causeway Street, Boston, MA 02114. 

No. MC 113406 (Sub-No. 7TA), filed 
March 28. 1978. Applicant: DOT 

LINES, INC.. P.O. Box 1526, Lima. OH 
45802. Applicant's representative: 
Beery & Spurlock Co., 275 East State 
Street, Columbus, OH 43215. Authori¬ 
ty sought to operate as a common car¬ 
rier, by motor vehicle, over irregular 
routes, transporting: (A) Cleaning, 
scouring and washing compounds 
(except in bulk), from the facilities of 
Proctor and Gamble Manufacturing 
Co. in Bath Township, Allen County, 
OH, to points in IN: (B) materials used 
in the manufacture of cleaning, scour¬ 
ing and washing compounds (except in 


bulk), from Evansville, IN, to the fa¬ 
cilities of Proctor and Gamble Manu¬ 
facturing Co. in Bath Township, Allen 
County, OH, for 180 days. Applicant 
has also filed an underlying ETA seek¬ 
ing up to 90 days of operating authori¬ 
ty. Supporting shippers): The Proctor 
& Gamble Distributing Co., P.O. Box 
599, Cincinnati, OH 45201. Send pro¬ 
tests to: Keith D. Warner, District Su¬ 
pervisor, Bureu of Operations, Inter¬ 
state Commerce Commission, 313 Fed¬ 
eral Office Building, 234 Summit 
Street, Toledo. OH 43604. 

No. MC 114194 (Sub-No. 198TA), 
filed April 13, 1978. Applicant: 

KREIDER TRUCK SERVICE. INC., 
8003 Collinsville Road, East St. Louis, 
IL 62201. Applicant's representative: 
A. Bruce Fraser (same address as ap¬ 
plicant). Authority sought to operate 
as a common carrier , by motor vehicle, 
over irregular routes, transporting: 
Lard, in tank vehicles, from St. 
Joseph, MO, to Pittsburg, KS. and 
Joplin, MO, vehicle must stop to par¬ 
tially unload at Pittsburg, KS, with 
final stop to complete unloading at 
Joplin, MO, for 180 days. Applicant 
has also filed an underlying ETA seek¬ 
ing up to 90 days of operating authori¬ 
ty. Supporting shipper: D. A. Chute, 
Manager, Transportation and Distrib¬ 
uting, Armour Food Co., Ill West 
Clarendon. Greyhound Tower, Phoe¬ 
nix, AZ 85077. Send protests to: 
Charles D. Little, District Supervisor. 
Interstate Commerce Commission, 414 
Leland Office Building, 527 East Cap¬ 
itol Avenue. Springfield, IL 62701. 

No. MC 115311 (Sub-No. 280TA), 
filed April 13, 1978. Applicant: J. & M. 
TRANSPORTATION CO.. INC., P.O. 
Box 488, Milledgeville, GA 31061. Ap¬ 
plicant's representative: Kim G. 
Meyer. P.O. Box 872, 1200 Gas Light 
Tower, Atlanta, GA 30303. Authority 
sought to operate as a common carri¬ 
er, by motor vehicle, over irregular 
routes, transporting: Fabricated metal 
products , iron and steel coils and iron 
and steel sheets , from the facilities of 
United States Gypsum Co. at or near 
Warren, OH, to points in AL, GA, LA. 
MS. TN, and TX, for 180 days. Appli¬ 
cant has also filed an underlying ETA 
seeking up to 90 days of operating au¬ 
thority. Supporting shipper: United 
States Gypsum Co., 101 South Wacker 
Drive, Chicago, IL 60606. Send pro¬ 
tests to: Sara K. Davis, Transportation 
Assistant, Bureau of Operations, In¬ 
terstate Commerce Commission, 1252 
West Peachtree Steet NW., Room 300, 
Atlanta, GA 30309. 

No. MC 115651 (Sub-No. 38TA), filed 
April 12, 1978. Applicant: KANEY 
TRANSPORTATION, INC., 7222 Cun¬ 
ningham Road, Rockford, IL 61102. 
Applicant’s representative: R. D. Hig¬ 
gins (same address as applicant). Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregu¬ 


lar routes, transporting: Fertilizer, and 
fertilizer ingredients, in bulk or bag, 
from the facilities of the N-Ren Corp., 
at or near East Dubuque, IL, to points 
in IL. IN. IA, KS, MO, NE, OH, SD, 
MN and WI, for 180 days. Applicant 
has also filed an underlying ETA seek¬ 
ing up to 90 days of operating authori¬ 
ty. Supporting shipper. N-Ren Corp., 
Jack Hanson, Manager of Transporta¬ 
tion, P.O. Box D, East Dubuque, IL 
61025. Send protests to: Patricia A. 
Roscoe, Transportation Assistant. In¬ 
terstate Commerce Commission, Ever¬ 
ett McKinley Dirksen Building, 219 
South Dearborn Street, Room 1386, 
Chicago, IL 60604. 

No. MC 115841 (Sub-No. 618TA), 
filed March 28. 1978. Applicant: CO¬ 
LONIAL REFRIGERATED TRANS¬ 
PORTATION. INC., 9041 Executive 
Park Drive, Suite 110, Building 100, 
Knoxville, TN 37919. Applicant's rep¬ 
resentative: D. R. Beeler (same address 
as applicant). Authority sought to op¬ 
erate as a common carrier, by motor 
vehicle, over irregular routes, trans¬ 
porting: Air conditioning and heating 
equipment and materials, equipment, 
and supplies, used in the manufactur¬ 
ing and distribution thereof, from Da¬ 
vidson County, TN, to points in AZ, 
AR, CA. CO. LA. NE, NV, OK, OR, 
SD, TX, UT, and WA, for 180 days. 
Applicant has also filed an underlying 
ETA seeking up to 90 days of operat¬ 
ing authority. Supporting shipper: 
Heil Quaker, 1714 Hell Quaker, La 
Vergne, TN 37086. Send protests to: 
Joe J. Tate, District Supervisor, 
Bureau of Operations, Interstate Com¬ 
merce Commission, Suite A-422, U.S. 
Courthouse, 801 Broadway. Nashville, 
TN 37203. 

No. MC 115826 (Sub-No. 297TA), 
filed February 22. 1978. Applicant: W. 
J. DIGBY, INC., 1960 31st Street. P.O. 
Box 5088, Terminal Annex, Denver, 
CO 80217. Applicant’s representative: 
Howard Gore (same address as appli¬ 
cant). Authority sought to transport 
grocery items, canned goods, and arti¬ 
cles dealt in by wholesale grocery 
warehouses while moving in trailer 
equipped with mechanical refrigera¬ 
tion units. From all points in CA to El 
Paso and Lubbock, TX, Phoenix, AZ, 
and Albuquerque, NM. Restricted to 
traffic consigned to Furr’s Inc., and 
destined to the aforementioned desti¬ 
nation points for 160 days. Supporting 
shipper: Furr’s Inc., 1708 Avenue G. 
Lubbock, TX 79408. Send protests to: 
H. C. Ruoff, District Supervisor, Inter¬ 
state Commerce Commission, 492 U.S. 
Customs House, 721 19th Street, 
Denver. CO 80202. 

No. MC 117303 (Sub-No. 14TA), filed 
April 12, 1978. Applicant: HUDSON 
VALLEY CEMENT LINES, INC.. 
Route 23B, Claverack, NY 12513. Ap¬ 
plicant’s representative: Michael R. 
Werner, P.O. Box 1409, Fairfield, NJ 
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07008. Authority sought to operate as 
a common carrier, by motor vehicle* 
over irregular routes, transporting: 
Cement, from Kingston, NY, to points 
in ME. CT. MA. NH. VT, HI, NY. NJ. 
and PA, for 180 days. Applicant has 
also filed an underlying ETA seeking 
up to 90 days of operating authority. 
Supporting shipper: Independent 
Cement Corp., 65 William Street, 
Wellesley. PA 02181. Send protests to: 
Robert A. Radler, District Supervisor. 
P.O. Box 1167, Albany. NY 12201. 

No. MC 118202 (Sub-No. 90TA), filed 
April 10, 1978. Applicant: SCHULTZ 
TRANSIT, INC., P.O. Box 406. 323 
Bridge Street. Winona, MN 55987. Ap¬ 
plicant's representative: Robert S. Lee, 
1000 First National Bank Building. 
Minneapolis, MN 55402. Authority 
sought to operate as a common carri¬ 
er, by motor vehicle, over irregular 
routes, transporting: Magazines and 
periodicals, from Pewaukee, WI, to 
Bethany. CT, Baltimore and Cottage 
City, MD. Boston, MA, Hoboken, 
North Bergen, and Bayonne, NJ, Troy 
and Carle Place. NY, Columbus, OH, 
McKeesrocks and Harrisburg, PA, and 
Washington, DC, for 180 days. Sup¬ 
porting shipperis): Quad/Graphics, 
Inc., Duplainville Road, Pewaukee, WI 
53072. Send protests to: Delores A. 
Poe. Transportation Assistant, Inter¬ 
state Commerce Commission* Bureau 
of Operations. 414 Federal Building 
and U.S. Courthouse. 110 South 4th 
Street, Minneapolis, MI 55401. 

No. MC 118838 (Sub-No. 23TA), filed 
April 13. 1978. Applicant: GABOR 
TRUCKING, INC., P.O. Box 124B, 
R.R. 4, Detroit Lakes, MN 56501. Ap¬ 
plicant’s representative: Val M. Hig¬ 
gins. 1000 First National Bank Build¬ 
ing, Minneapolis, MN 55402. Authority 
sought to operate as a common carri¬ 
er, by motor vehicle, over irregular 
routes, transporting: Lumber . lumber 
products, and plywood, from Libby, 
MT, to IA. IL, MN, NE. ND, SD, and 
WI, for 180 days. Applicant has also 
filed an underlying ETA seeking up to 
90 days of operating authority. Sup¬ 
porting shippers): St. Regis Paper 
Co., 1203 East D Street, Tacoma, WA 
98401. Send protests to: Ronald R. 
Mau, District Supervisor. Bureau of 
Operations, Interstate Commerce 
Commission. Room 268, Federal Build¬ 
ing and U.S. Post Office, 657 2d 
Avenue North, Fargo, ND 58102. 

No. MC 121654 (Sub-No. 12TA), filed 
March 31* 1978. Applicant: COASTAL 
TRANSPORT <fc TRADING CO., P.O. 
Box 458, Forest Part, GA 30050. Appli¬ 
cant's representative: Alan E. Serby 
and Richard M. Tettlebaum, Fifth 
Floor Lenox Towers I, 3390 Peachtree 
Road NE.* Atlanta, GA 30326. Authori¬ 
ty sought to operate as a common car¬ 
rier, by motor vehicle, over irregular 
routes, transporting: Pre-stressed con¬ 
crete slabs , from facilities of Hou- 


daille-Duval-Wright Co.. Division of 
Houdaille-Industries. Inc., Jonesboro, 
GA. to points in AL, NC, KY. SC. and 
TN, for 180 days. Applicant has also 
filed an underlying ETA seeking up to 
90 days of operating authority. Sup¬ 
porting shippers): Houdaille-Duval- 
Wright Co., Division of Houdaille-In- 
dustries, Inc., P.O. Box 246, Jonesboro, 
GA 30236. Send protests to: Sara K. 
Davis, Transportation Assistant, 
Bureau of Operations, Interstate Com¬ 
merce Commission, 1252 West Peach¬ 
tree Street NW., Room 300, Atlanta, 
GA 30309. 

No. MC 121805 (Sub-No. 1TA) (Cor¬ 
rection), filed March 8. 1978, and pub¬ 
lished in the Federal Register issue 
of April 12, 1978, and republished as 
corrected this issue. Applicant: AR¬ 
KANSAS EXPRESS. INC., 1612 East 
31st Street, North Little Rock, AR 
72116. Applicant’s representative: 
James M. Duckett* 1021 Pyramid Life 
Building. Little Rock, AR 72201. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over regular 
routes, transporting: General commod¬ 
ities (with usual exceptions ) (1) be¬ 
tween Pine Bluff. AR, and the AR-LA 
State line, from Pine Bluff over U.S. 
Hwy 65 to the intersection of AR Hwy 
81, then over AR Hwy 81 to the AR- 
LA State line, and return over the 
same route, serving all intermediate 
points, (2) between Warren, AR, and 
the AR-LA State line, from Warren 
over AR Hwy 15 to the intersection of 
AR Hwy 275, then over AR Hwy 275 to 
the AR-LA State line, and return over 
the same route, serving all intermedi¬ 
ate points. (3) between the intersec¬ 
tion of U.S. Hwy 65 and U.S. Hwy 165 
to the AR-LA State line, from the in¬ 
tersection of U.S. Hwy 65 and U.S. 
Hwy 165 over U.S. Hwy 165 to the AR- 
LA State line, and return over the 
same route, serving all intermediate 
points. (5) between Strong, AR, and 
the Mississippi River, from Strong 
over U.S. Hwy 82 to the Mississippi 
River, and return over the same route, 
serving all intermediate points, (6) be¬ 
tween Hamburg, AR. and the Missis¬ 
sippi River, from Hamburg over AR 
Hwy 8 to the Mississippi River, and 
return over the same route, serving all 
intermediate points, (7) between 
Wilmot. AR, and Eudora, AR. from 
Wilmot over AR Hwy 52 to the inter¬ 
section of AR Hwy 159. then over AR 
Hwy 159 to Eudora, and return over 
the same route, serving all Intermedi¬ 
ate points, (8) between Eudora, AR 
and the AR-LA State line, from 
Eudora over AR Hwy 159 to the AR- 
LA State line, and return over the 
same route, serving all intermediate 
points, (9) between Monticello, AR, 
and McGehee, AR, from Monticello 
over AR Hwy 4 to McGehee, and 
return over the same route, serving all 
intermediate points. (10) between 
Jerome, AR, and the Mississippi River, 


from Jerome over AR Hwy 144 to the 
Mississippi River, and return over the 
same route, serving all intermediate 
points, (11) between Pine Bluff, AH, 
and Marianna, AR, over UJS. Hwy 79! 
for operating convenience only, serv¬ 
ing no Intermediate points, for 180 
days. Applicant proposes to tack re¬ 
quested routes, at all common points 
of joinder, and with existing authori¬ 
ty. Applicant intends to tack the au¬ 
thority here applied for to its authori¬ 
ty in MC 121805 R-2. Applicant in¬ 
tends to interline with other carriers 
at Little Rock, AR. primarily. Appli¬ 
cant has also filed an underlying ETA 
seeking up to 90 days of operating au¬ 
thority. Supporting shipper(s): There 
are approximately (5) statements of 
support attached to the application 
which may be examined at the Inter¬ 
state Commerce Commission in Wash¬ 
ington, DC. or copies thereof which 
may be examined at the field office 
named below. Send protests to: Wil¬ 
liam H. Land, Jr., District Supervisor, 
3108 Federal Office Building, 700 West 
Capitol. Little Rock. AR 72201. The 
purpose of this republication is to add 
the commodity description, which was 
inadvertently omitted. 

No. MC 124887 (Sub-No. 53TA), filed 
April 14. 1978. Applicant: SHELTON 
TRUCKING SERVICE. INC., Route 
1. Box 230, Altha, FL 32421. Appli¬ 
cant's representative: Sol Proctor, 1101 
Blackstone Building, Jacksonville, FL 
32202. Authority sought to operate as 
a common carrier, by motor vehicle, 
over irregular routes, transporting: 
Brick and tile, from points in Bastrop 
County, TX., to points in AL. FL. GA, 
LA. MS. NC. and SC, for 180 days. 
Supporting shipper(s): Elgin-Butler 
Brick Co., P.O. Box 45019, Baton 
Rouge. LA 70895. Send protests to: G. 
H. Fauss, Jr., District Supervisor, In¬ 
terstate Commerce Commission. 
Bureau of Operations, Box 35008, 400 
West Bay Street, Jacksonville. FL 
32202. 

No. MC 128527 (Sub-No. 110TA). 
filed April 14, 1978. Applicant: MAY 
TRUCKING CO., P.O. Box 398, 
Payette. ID 83661. Applicant’s repre¬ 
sentative: Timothy R. Stivers, P.O 
Box 162, Boise, ID 83701. Authority 
sought to operate as a common carri¬ 
er, by motor vehicje, over irregular 
routes, transporting: Such commod¬ 
ities as are dealt in by wholesale and 
retail grocery stores, between points in 
IN, OR. WA. UT, NV, CA and MT, re¬ 
stricted to transportation of ship¬ 
ments destined to the facilities of Key¬ 
note Marketing or originating at the 
facilities of Keynote Marketing, for 
180 days. Applicant does not intend to 
tack or interline authority. Applicant 
has also filed an underlying ETA seek¬ 
ing up to 90 days of operating authori¬ 
ty. Supporting shipper(s): Keynote 
Marketing. P.O. Box 4008. Boise, ID 
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83704. Send protests to: Barney L. 
Hardin, District Supervisor, Interstate 
Commerce Commission, Suite 110. 
1471 Shoreline Drive, Boise, ID 83706. 

No. MC 133639 (Sub-No. 190TA), 
tiled April 12, 1978. Applicant: OVER¬ 
LAND EXPRESS, INC., 710 First 
Street, SW., New Brighton, MN 65112. 
Applicant’s representative: Robert P. 
Sack, P.O. Box 6010, West St. Paul, 
MN 55118. Authority sought to oper¬ 
ate as a common carrier, by motor ve¬ 
hicle, over irregular routes, transport¬ 
ing: Carpeting, from Ringgold, GA, to 
SD. ND and MN, for 180 days. Sup¬ 
porting shipper(s): Reinhard Bros., 
Co.. 4301 Hwy 7, St. Louis Park, MN 
55416. Send protests to: Delores A. 
Poe, Transportation Assistant. Inter¬ 
state Commerce Commission, Bureau 
of Operations, 414 Federal Building 
and U.S. Court house, 110 South 4th 
Street, Minneapolis, MN 55401. 

No. MC 134405 (Sub-No. 48TA), filed 
April 13. 1978. Applicant: BACON 
TRANSPORT, CO., P.O. Box 1134, 
Ardmore, OK 73401. Applicant's repre¬ 
sentative: Dean Williamson, 280 Na¬ 
tional Foundation Lide Building, Okla¬ 
homa City, OK 73112. Authority 
sought to operate as a common carri¬ 
er, by motor vehicle, over irregular 
routes, transporting: Asphalt, (in bulk, 
in tank vehicles), from Ardmore, OK, 
to Pleasanton, TX, for 180 days. Appli¬ 
cant has also filed an underlying ETA 
seeking up to 90 days of operating au¬ 
thority. Supporting shipper(s): Riffe 
Petroleum Co., 1111 Phil tower Build¬ 
ing, Tulsa, OK 74103. Send protests to: 
Connie Stanley, Transportation Assist¬ 
ant, Room 240 Old Post Office and 
Courthouse Building, 215 Northwest 
Third. Oklahoma City, OK 73102. 

No. MC 135326 (Sub-No. OTA) (cor¬ 
rection), filed January 31, 1978, and 
published in the Federal Register 
issue of March 14, 1978, and repub¬ 
lished as corrected this issue. Appli¬ 
cant: BILLY R. ALMAND, d.b.a. 
ALMAND TRUCKING CO., P.O. Box 
7959, Shreveport, LA 71107. Appli¬ 
cant's representative: J. D. Haynes, 
P.O. Box 7959, 4277 N. Market Street, 
Shreveport, LA 71107. Authority 
sought to operate as a common carri¬ 
er, by motor vehicle, over irregular 
routes, transporting: (1) Lumber , par¬ 
ticleboard, and wood paneling, from 
Plantsites or facilities of Georgia Pa¬ 
cific Corp., located in AR, to points in 
AR. LA, TX, OK. KS, NM, CO, and 
those points in MO, located on and 
south of Interstate 70, and (2) Materi- 
equipment, and supplies used in 
the manufacture of the commodities 
in (1) from points in the destination 
States in (1) to the plantsites or facili¬ 
ties of Georgia Pacific Corp., located 
in AR, for 180 days. Applicant has also 
tiled an underlying ETA seeking up to 
90 days of operating authority. Sup¬ 
porting shipper(s): Georgia Pacific 


Corp., P.O. Box 520, Crossett, AR 
71635. Send protests to: Ray C. Arm¬ 
strong, Jr., District Supervisor, T-9038 
S. Postal Service Building, 701 Loyola 
Avenue, New Orleans, LA 70113. The 
purpose of this repubiication is to cor¬ 
rect the territorial description. 

No. MC 135553 (Sub-No. 13 TA) 
(Correction), filed March 9, 1978, and 
published in the Federal Register 
issue of April 3, 1978, and republished 
as corrected this issue. Applicant: 
HENRY ANDERSEN. INC., P.O. Box 
75, King George, VA 22485. Appli¬ 
cant's representative: Chester A. 
Zyblut, 366 Executive Building, 1030 
Fifteenth Street NW„ Washington, 
D.C. Authority sought to operate as a 
contract carrier, by motor vehicle, 
over irregular routes, transporting: 
Plastic film, in vehicles equipped with 
mechanical refrigeration, from the fa¬ 
cilities of Reynolds Metals Co., at or 
near Grottoes, VA, to points in AZ, 
CA. ID, IL, IN, IA, MI, NM, MT. NV, 
ND, OH, OR, SD. UT, WA, WV, WI. 
and WY, under a continuing contract, 
or contracts with Reynolds Metals Co., 
for 180 days. Supporting shipper(s): 
Mr. Ralph H. Bell, General Manager, 
Transportation, Reynolds Metals Co., 
P.O. Box 27003. Richmond, VA 23261. 
Send protests to: Paul D. Collins, Dis¬ 
trict Supervisor, Bureau of Oper¬ 
ations, Room 10-502, Federal Building, 
400 North 8th Street. Richmond, VA 
23240. The purpose of this repubiica¬ 
tion is to correct the territorial de¬ 
scription. 

No. MC 135874 (Sub-No. 120 TA). 
filed April 12. 1978. Applicant: LTL 
PERISHABLES, INC., 550 East Fifth 
Street South, South St. Paul, MN 
55075. Applicant's representative: K. 
O. Petrick, 550 East Fifth Street 
South, South St. Paul, MN 55075. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregu¬ 
lar routes, transporting: Foodstuffs 
(except commodities in bulk), from 
Milton, PA, and its commercial zone to 
La Porte, IN, and Chicago, IL, and 
points in its commercial zone, for 180 
days. Supporting shipper(s): American 
Home Foods, 685 Third Avenue, New 
York, NY 10017. Send protests to: De- 
lores A. Poe, Transportation Assistant, 
Interstate Commerce Commission, 
Bureau of Operations, 414 Federal 
Building and U.S. Post Office, 110 
South Fourth Street. Minneapolis, 
MN 55401. 

No. MC 136987 (Sub-No. 18TA) (cor¬ 
rection), filed February 17, 1978. and 
published in the Federal Register 
issue of March 29, 1978, and repub¬ 
lished as corrected this issue. Appli¬ 
cant: REMINGTON FREIGHT 

LINES, INC., Box 315, U.S. 24 West, 
Remington, IN 47977. Applicant's rep¬ 
resentative: Warren C. Moberly, 777 
Chamber of Commerce Building, In¬ 
dianapolis, IN 46204. Authority sought 


to operate as a contract carrier, by 
motor vehicle, over irregular routes, 
transporting: Cocoa powder in bags, 
and pallets on exchange, from facili¬ 
ties of ICP Cocoa, Inc., at Camden and 
Giassboro, NJ. to all points and places 
in IL, WI, IN, OH. and MN, and Wa- 
verly, Sibley, and Sioux City, IA; 
Kansas City, KS; St. Louis, MO; 
Denver, CO; Louisville. KY; Oakland, 
Los Angeles and Burlingame, CA. 
under a continuing contract, or con¬ 
tracts. with ICP Cocoa, Inc., for 180 
days. Applicant has also filed an un¬ 
derlying ETA seeking up to 90 days of 
operating authority. Supporting ship¬ 
per: ICP Cocoa, Inc., 2500 Broadway, 
Building Q, Camden, NJ 08104. Send 
protests to: J. H. Gray, District Super¬ 
visor, Bureau of Operations, Interstate 
Commerce Commission, 343 West 
Wayne Street, Suite 113, Fort Wayne, 
IN 46802. The purpose of this repubii¬ 
cation is to change the authority 
sought from common to contract. 

No. MC 138225 (Sub-No. 7TA) filed 
April 13. 1978. Applicant: HEDRICK 
ASSOCIATES, INC., R.R. No. 2, Box 
10A2, Douglass Road. Far Hills. NJ 
07931. Applicant's representative: Wil¬ 
liam P. Jackson, Jr., 3426 North Wash¬ 
ington Boulevard, Arlington, VA 
22210. Authority sought to operate as 
a contract carrier, by motor vehicle, 
over irregular routes, transporting: 
Marine and industrial engines, from 
the facilities of Chrysler Corp., Marine 
Division, at or near Beaver Dam, WI. 
to the facilities of Mack Boring <fe 
Parts Co., at or near Union, NJ. under 
a continuing contract, or contracts, 
with Ms^k Boring & Parts Co., for 180 
days. Applicant has also filed an un¬ 
derlying ETA seeking up to 90 days of 
operating authority. Supporting 
shipperis): Mack Boring & Parts Co.. 
Engine City, Route 22, Union, NJ 
07083. Send protests to: Robert E. 
Johnson, District Supervisor, Inter¬ 
state Commerce Commission, 9 Clin¬ 
ton Street. Newark, NJ 07102. 

No. MC 138762 (Sub-No. 19TA), filed 
April 13, 1978. Applicant: MUNICIPAL 
TANK LINES LTD, P.O. Box 3500, 
Calgary, Alberta, Canada. Applicant's 
representative: D. S. Vincent (same ad¬ 
dress as applicant). Authority sought 
to operate as a common carrier, by 
motor vehicle, over irregular routes, 
transporting: Anhydrous aluminum 
chloride (in bulk, in tank vehicles), 
from ports of entry on the Interna¬ 
tional Boundary line between the 
United States and Canada located at 
or near Port Huron. MI, to Wood 
River, IL, restricted to shipments 
having an immediate prior movement 
in foreign commerce, for 180 days. Ap¬ 
plicant has also filed an underlying 
ETA seeking up to 90 days of operat¬ 
ing authority. Supporting shipperis): 
T. Dupuis, Assistant Manager, Wel¬ 
land Chemical, Ltd., Sarnia, On. 
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Canada. Send protests to: Paul J. 
Labane, District Supervisor, Interstate 
Commerce Commission, 2602 First 
Avenue North, Billings, MT 59101. 

No. MC 138882 (Sub-No. 61TA), filed 
March 28. 1978. Applicant: WILEY 
SANDERS, INC., P.O. Drawer 707. 
Troy, AL 36081. Applicant’s represent¬ 
ative: George A. Olsen. 69 Tonnele 
Avenue, Jersey City, NJ 07306. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, over irregu¬ 
lar routes, transporting: Plastic pipe 
and conduit and fittings , valves, and 
accessories , therefor, from points in 
Geneva County, AL to points in the 
United States (except AK and HI), for 
180 days. Supporting shipper(s): 
Samson Plastic Conduit and Pipe 
Corp., P.O. Box 325, Samson, AL 
36477. Send protests to: Mabel E. Hol- 
ston, Transportation Assistant, 
Bureau of Operations, Interstate Com¬ 
merce Commission, Room 1616, 2121 
Building, Birmingham, AL 35203. 

No. MC 140024 (Sub-No. 96TA), filed 
April 10, 1978. Applicant: J. B. MONT¬ 
GOMERY, INC., 5565 East 52d 
Avenue, Commerce City, CO 80022. 
Applicant’s representative: John F. 
DeCock, (same address els applicant). 
Authority sought to operate as a 
common carrier, by motor vehicle, 
over irregular routes, transporting: 
Meat, in vehicles equipped with me¬ 
chanical refrigeration, from New 
York. NY. and Philadelphia, PA, to 
points in IN, and OH, and the Chica¬ 
go, IL, commercial zone, for 180 days. 
Supporting shippers): (1) Tupman 
Thurlow Co., Inc., 420 Lexington 
Avenue, New York, NY; (2) Thomas 
Brothwick & Sons, USA Ltd., 2 Penn 
Plaza, New York, NY. Send protests 
to: Roger L. Buchanan, District Super¬ 
visor. Interstate Commerce Commis¬ 
sion, 721 19th Street. 492 U.S. Customs 
House, Denver, CO 80202. 

No. MC 142668 (Sub-No. 8TA), filed 
April 13. 1978. Applicant: AERO DIS¬ 
TRIBUTING CO.. INC., 7299 Delta 
Circle, Mableton, GA 30336. Appli¬ 
cant’s representative: Kim G. Meyer, 
235 Peachtree Street, P.O. Box 872, 
Atlanta, GA. 30301. Authority sought 
to operate as a contract carrier, by 
motor vehicle, over irregular routes, 
transporting: Such merchandise as is 
marketed by home products distribu¬ 
tors for the account of Stanley Home 
Products, Inc., from Jackson. MS, to 
points in AL and those points in LA, in 
and east of Pointe Coupee, Iberville, 
Assumption, part of St. Martin and St. 
Mary Parishes, under a continuing 
contract, or a contracts, with Stanley 
Home Products. Inc., for 180 days. Ap¬ 
plicant has also filed an underlying 
ETA seeking up to 90 days of operat¬ 
ing authority. Supporting shipper(s): 
Stanley Home Products. Inc., 116 
Pleasant Street, Easthampton, MA 
01027. Send protests to: Sara K. Davis, 
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Transportation Assistant, Bureau of 
Operations. Interstate Commerce 
Commission, 1252 W. Peachtree 
Street. NW.. room 300, Atlanta, GA 
30309. 

No. MC 142668 (Sub-No. 9TA), filed 
April 13, 1978. Applicant: AERO DIS¬ 
TRIBUTING CO.. INC.. 7259 Delta 
Circle, Mableton, GA 30336. Appli¬ 
cant’s representative: Kim G. Meyer, 
P.O. Box 872, 235 Peachtree Street 
NE., Atlanta, GA 30301. Authority 
sought to operate as a contract carri¬ 
er, by motor vehicle, over irregular 
routes, transporting: Such merchan¬ 
dise as is marketed by home products 
distributors for the account of Avon 
Products, Inc,, from Chattanooga, 
Knoxville and Kingsport, TN, to 
points in and east of Clay, Jackson, 
Putnam, DeKalb, Warren. Grundy, 
and Marion Counties, TN, for 180 
days. Applicant has also filed an un¬ 
derlying ETA seeking up to 90 days of 
operating authority. Supporting 
shipperts): Avon Products, Inc., 2200 
Cotillion Drive, Atlanta, GA 30303. 
Send protests to: Sara K. Davis, Trans¬ 
portation Assistant, Bureau of Oper¬ 
ations, Interstate Commerce Commis¬ 
sion. 1252 W. Peachtree Street. NW., 
room 300, Atlanta. GA 30309. 

No. MC 142733 (Sub-No. 4TA), filed 
April 17. 1978. Applicant: UNITED 
TRANSPORT, INC., 7225 NW.. 8th 
Street. Miami. FL 33136. Applicant’s 
representative: John P. Bond, 2766 
Douglas Road. Miami. FL 33133. Au¬ 
thority sought to operate as a contract 
carrier , by motor vehicle, over irregu¬ 
lar routes, transporting: Plantains in 
mixed loads with exempt commodities 
(203(b)(6) from points in FL, to points 
in Washington, D.C., NY, NJ, MA, LA, 
TX. and CA., under a continuing con¬ 
tract, or contracts, with Caribe Whole¬ 
sale Produce Corp., for 180 days. 
There is no environmental impact in¬ 
volved in this application. Applicant 
has also filed an underlying ETA seek¬ 
ing up to 90 days of operating authori¬ 
ty. Supporting shipper(s): Caribe 
Wholesale Products Corp., 1147 NW., 
22d Street. Miami, FL 33127. Send pro¬ 
tests to: Donna M. Jones, Transporta¬ 
tion Assistant, Interstate Commerce 
Commission, Monterey Building, 8410 
NW.. 53d Terrace. Miami, FL 33166. 

No. MC 143179 (Sub-No. 2TA) (cor¬ 
rection). filed February 14. 1978. and 
published in the Federal Register 
issue of March 14, and April 19, 1978, 
and republished as correc ted this 
issue. Applicant: CNM CONTRACT 
CARRIERS. INC., P.O. Box 1017, 
Omaha, NE 68101. Applicant’s repre¬ 
sentative: Foster L. Kent (same ad¬ 
dress as applicant). Authority sought 
to operate as a contractor carrier, by 
motor vehicle, over irregular routes, 
transporting: Plastic containers and 
lids, and plastic foam products, from 
Omaha, NE, to points in CO. IL, LA, 
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KS, MI. MN, MO, OK, TX, and WI. 
under a continuing contract, or con¬ 
tracts, with Air Tite Plastics Co., for 
180 days. Applicant has also filled an 
underlying ETA seeking up to 90 days 
of operating authority. Supporting 
shipper(s): M. L. Arendt Traffic Man¬ 
ager, Air Tite Plastics Co., 13724 In¬ 
dustrial Road, Omaha, NE. Send pro¬ 
tests to: Carroll Russell, District Su¬ 
pervisor, Interstate Commerce Com¬ 
mission, Suite 620, 110 North 14th 
Street, Omaha. NE 68102. The pur¬ 
pose of this republication is to correct 
the territorial description. 

No. MC 143179 (Sub-No. 3TA), filed 
March 28, 1978. Applicant: CNM CON¬ 
TRACT CARRIERS, INC., P.O. Box 
1017, Omaha, NE 68101. Applicant’s 
representative: Foster L. Kent, Traffic 
Manager. 400 No. 10th Street, Council 
Bluffs, LA 51501. Authority sought to 
operate as a contractor carrier . by 
motor vehicle, over irregular routes, 
transporting: Plastic containers and 
lids, and plastic foam products, from 
Omaha, NE to points in AR, under a 
continuing contract or contracts with 
Air Tite Plastics Co., for 180 days. Ap¬ 
plicant has also filled an underlying 
ETA seeking up to 90 days of operat¬ 
ing authority. Supporting shipper(s): 
M. L. Arendt, Traffic Manager, Airlite 
Plastic Co., 13724 Industrial Road. 
Omaha, NE. Send protests to: Carroll 
Russell, District Supervisor, Interstate 
Commerce Commission, Suite 620, 110 
North 14th Street, Omaha, NE 68102. 

No. MC 144134 (Sub-No. 1TA). filed 
April 10. 1978. Applicant: SCHWIN- 
NEN GRAIN & TRUCKING. INC.. R. 
F. D. No. 1, Venedocia, OH. 45984. Ap¬ 
plicant's representative: John L. 
Alden-Stiverson and Alden, 1396 West 
Fifth Avenue. Columbus, OH 43212. 
Authority sought to operate as a con- 
tractor carrier, by motor vehicle, over 
irregular routes, transporting: Com 
germ, from the facilities of Cargill. 
Inc., at Dayton. OH, to Archer Daniel 
Midland, Inc., at Decatur, IL, under a 
continuing contract, or contracts, with 
Cargill, Inc., for 180 days. Supporting 
shipper(s): Cargill, Inc., Box 1400A, 
3201 Needmore Road, Dayton, OH 
45414. Send protests to: Keith D. 
Warner, District Supervisor, Bureau of 
Operations, Interstate Commerce 
Commission, 313 Federal Office Build¬ 
ing. 234 Summit Street, Toledo, OH 
43604. 

No. MC 144359 (Sub-No. 1TA) (cor 
rection), filed March 6. 1978. and pub 
lished in the Federal Register issue 
of April 12. 1978, and republished as 
corrected this issue. Applicant: STAN 
LEY G. DUNIGAN, d.b.a., DUNIGAN 
TRUCKING CO., 6271 Henderson 
Drive. Delaware, OH 43015. Appli¬ 
cant’s representative: Anthony M. 
Heald, 125 North Sandusky Street, 
Delaware. OH 53015. Authority sought 
to operate as a contractor carrier, by 
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motor vehicle, over irregular routes, 
transporting: Plastic signs and light¬ 
ing futures , from the facilities of Va- 
cuform Corp., Columbus, OH, to 
points in AL, AZ, DE. FL, GA. IL, IN, 
KY, LA. MD, MI. NJ, NM. NY. NV. 
NC. OK, PA, SC. TN. TX, VA, WI, and 
WV, under a continuing contract, or 
contracts, with Vacuform Corp., for 
180 days. Applicant has also filled an 
underlying ETTA seeking up to 90 days 
of operating authority. Supporting 
shippers): Vacuform Corporation, 
1877 East 17th Avenue, Columbus. OH 
43219. Send protests to: Frank L. Cal¬ 
vary District Supervisor, Interstate 
Commerce Commission, 220 Federal 
Building and U.S. Courthouse. 85 Mar¬ 
coni Boulevard, Columbus, OH 43215. 
The purpose of this republication is to 
correct the territorial description. 

No. MC 144415 (Sub-No. 1TA), filed 
April 11, 1978. Applicant: KACHINA 
STONE CO.. 8900 North Central 
Avenue. Suite 212, Phoenix, AZ 85020. 
Applicant’s representative: Zelba 
Butler, 8900 North Central Avenue, 
Suite 212, Phoenix, AZ 85020. Authori¬ 
ty sought to operate as a common car¬ 
rier, by motor vehicle* over irregular 
routes, transporting: Scrap metals (in 
bulk, in dump trucks), between points 
in AZ, CA. NM and El Paso County, 
TX, for 180 days. Applicant has also 
filed an underlying ETA seeking up to 
90 days of operating authority. Sup¬ 
porting shipper(s): (1) V.S.S. Co.. Inc., 
P.O. Box 27176, Tempe, AZ 85282. (2) 
Reclaimed Metals, Goodyear, AZ 
85338. (3) B&B Metals, 400 East 
Weber Street, Compton, CA 90222. 
Send protests to: Andrew V. Baylor, 
District Supervisor, Interstate Com¬ 
merce Commission, Room 2020 Feder¬ 
al Building, 230 North First Avenue, 
Phoenix, AZ 85025 

No. MC 144423 (Sub-No. 1TA), filed 
April 6. 1978. Applicant: CLAXTON 
TRUCKING CO., Route 3, Box 7, 
Wrightsville, GA 31096. Applicant’s 
representative: Ronald K. Kolins, 1055 
Thomas Jefferson Street NW., Wash¬ 
ington, DC 20007. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, trans¬ 
porting: Glass containers, from the 
plantsite and storage facilities of Mid¬ 
land Glass Co., Inc., at or near Warner 
Robins, GA, to Williamsburg, VA, for 
180 days. Applicant has also filed an 
underlying ETA seeking up to 90 days 
of operating authority. Supporting 
shippers): Midland Glass Co.. Inc., 
P.O. Box 557, Cliffwood, NJ 07721. 
Send protests to: Sara K. Davis, Trans¬ 
portation Assistant, Bureau of Oper¬ 
ations, Interstate Commerce Commis¬ 
sion, 1252 West Peachtree Street NW., 
Room 300. Atlanta. GA 30309. 

No. MC 144425 (Sub-No. 1TA), filed 
March 27, 1978. Applicant: CLIFTON 
A. WOOD, R.F.D. No. 1, Fairfield 
Center, ME 04937. Applicant’s repre¬ 


sentative: Clifton A. Wood (same ad¬ 
dress as applicant). Authority sought 
to operate as a common carrier, by 
motor vehicle, over irregular routes, 
transporting: Crushed cars, motor 
blocks, transmissions, rear ends, and 
wheels, from points in ME to Mad- 
bury, NH, and Everett, MA, for 180 
days. Applicant has also filed an un¬ 
derlying ETA seeking up to 90 days of 
operating authority. Supporting 
shipper(s): Ron’s Used Parts, Inc., 
Route 32, East Vassalboro, ME 04935. 
(2) Johnson’s Car Crushers, Inc., Bal¬ 
lard Road, Wilton. NY. Send protests 
to: Donald G. Weller, District Supervi¬ 
sor, Interstate Commerce Commission, 
Bureau of Operations, Room 305, 76 
Pearl Street, Portland, ME 04111. 

No. MC 144428 (Sub-No. 1TA) (cor¬ 
rection), filed March 17, 1978, and 
published in the FR issue of April 14, 
1978, and republished as corrected this 
issue. Applicant: TRUCKADYNE, 
INC., Route 16, Mendon, MA 01756. 
Applicant’s representative: S. L. 
Watts. 1050 Waltham Street. Lexing¬ 
ton, MA 02173. Authority sought to 
operate as a contract carrier, by motor 
vehicle, over irregular routes, trans¬ 
porting: Paints, coatings, sealants, 
varnishes, shellacs, thinning and re¬ 
ducing compounds , mats and mat¬ 
tings, from Cambridge. MA to the 48 
contiguous States (excepting CT, RI, 
MA, NH, ME, and VT. and materials 
used in manufacture of the above 
products in the return direction, under 
a continuing contract, or contracts, 
with California Products Corp., for 180 
days. Applicant has also filed an un¬ 
derlying ETA seeking up to 90 days of 
operating authority. Supporting 
shlpper(s): California Products Corp., 
169 Waverly Street, Cambridge, MA 
02139. Send protests to: David M 
Miller, District supervisor. Interstate 
Commerce Commission. 338 Federal 
Building and U.S. Courthouse. 436 
Dwight Street, Springfield. MA 01103. 
The purpose of this republication is to 
correct the territorial description and 
also to correct the applicant’s repre¬ 
sentative's name. 

No. MC 144451TA (correction), filed 
March 15, 1978, and published in the 
FR issue of April 4, 1978, and repub¬ 
lished as corrected this issue. Appli¬ 
cant: HIGGINS HAULING, INC., 
Route 5. Box 289, Hillsboro, OH 45133. 
Applicant’s representative: James W. 
Muldoon, Muldoon, Pemberton <fe 
Ferris, 50 West Broad Street, Colum¬ 
bus, OH 43215. Authority sought to 
operate as a contract carrier, by motor 
vehicle, over irregular routes, trans¬ 
porting: Construction materials, 

equipment, and supplies, except com¬ 
modities in bulk, between Dodson 
township, Highland County, OH. on 
the one hand, and, on the other, AL, 
AR, GA, IL, IN, IA. KS, KY. MI, MS. 
MO, NY. NC. OK. PA, SC. TN. WV, 
and WI. Restriction: The operations 


authorized herein are limited to a 
transportation service to be per¬ 
formed. under a continuing contract, 
or contracts, with Higgins Construc¬ 
tion and Supply Co., of Hillsboro, OH, 
for 180 days. Supporting shipper(s): 
Higgins Construction and Supply Co., 
James R. Higgins, President, Route 5, 
Box 289, Hillsboro, OH 45133. Send 
protests to: Paul J. Lowry, District Su¬ 
pervisor, Bureau of Operations, Inter¬ 
state Commerce Commission, 5514-B 
Federal Building. 550 Main Street, 
Cincinnati, OH 45202. The purpose of 
this republication is to correct the ter¬ 
ritorial description. 

By the Commission. 

H. G. Homme, Jr.. 

Acting Secretary. 

(FR Doc. 78-12751 Filed 5-9-78: 8:45 am) 


[ 7035 - 01 ] 

(Docket No. AB-51 (Sub-No. 2F)1 

OREGON ELECTRIC RAILWAY CO. 

Abandonment In Hillsboro, Washington 
County, Orag.; Findings 

Notice is hereby given pursuant to 
section la of the Interstate Commerce 
Act (49 U.S.C. la) that by an Certifi¬ 
cate and Order dated April 26. 1978. a 
finding, which is administratively 
final, was made by the Commission, 
Review Board Number 5, stating that, 
subject to the conditions for the pro¬ 
tection of railway employees pre¬ 
scribed by the Commission in Oregon 
Short Line R. Co.—Abandonment— 
Goshen, 354 ICC 76 (1977) the present 
and future public convenience and ne¬ 
cessity permit the abandonment by 
the Oregon Electric Railway Co. of a 
line of railroad known as the Hillsboro 
Line extending from railroad milepost 
2.83 to railroad milepost 4.56 in Hills¬ 
boro, Oreg., a distance of 1.73 miles, in 
Washington County, Oreg. A certifi¬ 
cate of public convenience and necessi¬ 
ty permitting abandonment was issued 
to the Oregon Electric Railway Co. 
Since no investigation was instituted, 
the requirement or § 1121.38(a) of the 
Regulations that publication of notice 
of abandonment decisions in the Fed¬ 
eral Register be made only after such 
a decision becomes administratively 
final was waived. 

Upon receipt by the carrier of an 
actual offer of financial assistance, the 
carrier shall make available to the of¬ 
feror the records, accounts, appraisals, 
working papers, and other documents 
used in preparing Exhibit I ($1121.45 
of the Regulations). Such documents 
shall be made available during regular 
business hours at a time and place mu¬ 
tually agreeable to the parties. 

The offer must be filed and served 
no later than May 25, 1978. The offer, 
as filed, shall contain information re¬ 
quired pursuant to § 1121.38(b) (2) and 


FEDERAL REGISTER, VOL. 43, NO. 91—WEDNESDAY, MAY 10, 1978 










20080 


NOTICES 


(3) of the Regulations. If no such offer 
is received, the certificate of public 
convenience and necessity authorizing 
abandonment shall become effective 
June 26, 1978. 

H. G. Homme, Jr„ 
Acting Secretary. 

[FR Doc. 78-12764 Filed 5-9-78; 8:45 ami 


[ 7035 - 01 ] 

[Revised Service Order No. 1322; Exception 
No. 71 


used for transporting shipments of 
grain products, soybeans products or 
cottonseed products. 

Effective: 12:01 a.m., April 26,1978. 

Issued at Washington, D.C., April 26, 
1978. 

Interstate Commerce 
Commission, 

Robert S. Turkington, 
Acting Chairman, 
Railroad Service Board. 

CFR Doc. 78-12749 Filed 5-9-78; 8:45 am] 


SOO UNE RAILROAD CO. [ 7035-01 ] 


By the provisions of Revised Service 
Order No. 1322 the Soo Line Railroad 
Co. is required to use seventy (70) per¬ 
cent of its serviceable ownership of 
jumbo covered hoppers for transport¬ 
ing shipments of raw grain. A review 
of the normal use of these cars by that 
line discloses that is requires the use 
of a large portion of its fleet for trans¬ 
porting grain and soybean products, 
fertilizer and other bulk freight. The 
required use of seventy (70) percent of 
its serviceable fleet of jumbo covered 
hopper cars for transporting ship¬ 
ments of grain will result in undue 
hardship to other shippers normally 
using a portion of these cars. Accord¬ 
ingly, it is the opinion of the Railroad 
Service Board that an exception to the 
basic requirements of Revised Service 
Order No. 1322 should be granted to 
the Soo Line Railroad Co. 

It is ordered. That, pursuant to the 
authority vested in me by section (f) 
of Revised Service Order No. 1322, the 
Soo Line Railroad Co. is directed to 
assign to grain service at least forty 
(40) percent of its ownership of jumbo 
covered hoppers as defined in section 
(a)(2) of Revised Service Order No. 
1322, regardless of the provisions of 
section (cXl) of the order. 

The additional cars made available 
by this exception for transporting 
shipments other than grain shall be 


[Notice No. 12] 

TEMPORARY AUTHORITY TERMINATION 

The temporary authorities granted 
in the dockets listed below have ex¬ 
pired as a result of final action either 
granting or denying the issuance of a 
Certificate or Permit in a correspond¬ 
ing application for permanent authori¬ 
ty, on the date indicated below: 


Final action or 

Temporary authority certificate or Date of action 
application permit 


MC 110420-748_ 110420-741 _ 

MC 111729-687_ 111729-596.... 

MC 115311-177.. 115311-179.... 

MC 117427-69. 117427-70_ 

MC 123361-1- 123381-2_ 

MC 124692-141.. 124692-land 

66. 

MC 126555-38.«... 126555-39_ 

MC 128030-62_ 128030-75_ 

MC 129994-2- 129994-5_ 

MC 133123-10_ 133123-9. 

MC 133937-15 . . 133937-16_ 

MC 134979-4- 134979-1_ 

MC 136343-69-.. 136343-70_ 

MC 136899-15_ 136899-18_ 

MC 139269-5. 139269-7_ 

MC 140033 TA_ 140033-3_ 

MC 140074-3__ 140074-4_ 

MC 140580-2_ 140580-1_ 

MC 141138-2..141138-3_ 


Apr. 20. 1977 
Apr. 14. 1978 
Oct 28. 1977 
Aug. 15. 1977 
Feb. 26. 1977 
Apr. 28. 1978 

Mar. 16.1977 
Oct 5. 1977 
Dec. 14.1976 
Feb. 23. 1977 
Jan. 31. 1977 
Sept 26. 1977 
Aug. 10. 1977 
Aug. 10. 1977 
Mar. 30. 1978 
Apr. 8. 1977 
Oct 1. 1976 
Nov. 22. 1976 
Feb. 10. 1977 


H. G. Homme, Jr., 
Acting Secretary. 
(FR Doc. 78-12746 Filed 5-9-78; 8:45 am) 
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[6712-01] 


FEDERAL COMMUNICATIONS COMMISSION 

[Canadian List No. 372] 


CANADIAN STANDARD BROADCAST STATIONS 
Notification List 

List of new stations, proposed changes in existing stations, deletions, and corrections in assignments of Canadian 
standard broadcast stations modifying the assignments of Canadian broadcast stations contained in the Appendix to the 
Recommendations of the North American Regional Broadcasting Agreement Engineering Meeting, January 30, 1941. 

April 22, 1978. 


Call letters 

Location 

Power 

Antenna 

Schedule 

Class 

Antenna 

height 

Ground system 

Proposed date of 
commencement of 


kilowatts 




(feet) 

No. of Length 

radials (feet) 

operation 


Sussex. New Brunswick. N. 45* 
41 06”, W. 65' 31 29 


Montreal. Quebec. N. 45* 25’ 
42”, W. 73* 26 58 


CJCW 
(correction 
on night 
pattern 
RMS from 
list 3661) 

(P0 0.5D/ 
0.25N). 

CBF (change 
in antenna 
system P.N., 
ND-N-226.3 
675 180. 600 
ave.HPO 
ND-238, 

585. 120. 

585. N. 45* 

49 13". W. 
73* 17 50 ). 

(New) (PN N. 
50* 13 45 *. 

W 119* 20* 
36", change 
of antenna 
heights, 
addition of 
top 

loading). 


CBM (change Montreal. Quebec, N. 45* 25 
In antenna 42”, W. 73* 26’ 58” 

system. 

minor 

pattern 

change) 

tPOND- 

246. 525. 

120. 500. N. 

45* 26 09”. 

W 73’ 10* 

40”). 


590 kHz 

1D/0.25N DA-2.. 


690 kHz 


60 ND-D-254.6, 
ND-N- 
228.3# *. 


Vernon. British Columbia. N. 
50* 12 5<T\ W. 119* 12 45" 


730 kHz 


10 DA-2... 


940 kHz 


50 DA-1_ 


CFLP 

(increase in 

antenna 

tower 

heights and 

day and 

night 

radiation 

pattern 

RMS). 

CFGP (PO 
N. 55* 11' 
47”. W. 118* 
47’ 47”). 

CKIQ (po 
10D/1N). 


Rlmouskl. Quebec. N. 48* 23' 
07”. W. 68* 41* 12” 


1000 kHz 

10 DA-2.. 


Orande Prairie, Alberta, N. 55* 
07 1(7 . W. 118* 56 45" 


Kelowna. British Columbia. N. 
49* 50 52”. W. 119* 27* 54” 

CJOI (now in Wetasklwln. Alberta, N. 52* 57* 
operation). 30”. W. 113* 27* 00” 


1050 kHz 

10 DA-1... 


1150 kHz 

10 DA-N.ND-D- 
196. 

1440 kHz 

10 DA N. ND-D- 
190. 


Sectionallzed tower. 


U III .. -.. E.I.O . Aug. 26. 1978. 


U I-A 675 120 162-600 E.I.O.. June 1. 1978. 


n .... 


E.I.O., Apr 7. 1979. 


EJ.O., June 1. 1978. 


E.I.O., Aug. 3. 1978. 


E.I.O.. Apr. 7. 1979. 


U III 

u in 


Do. 


IFR Doc. 78-12732 Filed 5-9-78; 8:45 am] 


Wallace E. Johnson, 

Chief\ Broadcast Bureau, 
Federal Communications Commission. 
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NOTICES 


FEDERAL COMMUNICATIONS COMMISSION 
MEXICAN STANDARD BROADCAST STATIONS 
Notification List 

List of new stations, proposed changes in existing stations, deletions, and corrections in assignments of Mexican 
standard broadcast stations modifying the assignments of Mexican broadcast stations contained in the appendix to the 
recommendations of the North American Regional Broadcasting Agreement Engineering Meeting, January 30, 1941. 

March 8 , 1978. 


Mexican List No. 283 


Cali letters 

Location 

Power 

Antenna 
radiation mv/ 

Schedule 

Antenna 
Class height 

Ground system 

Proposed date of change 
or commencement of 




watts 

m/kw 


(feet) 

No. radi&ls Length 

operation 







(feet) 



(New) 

San Felipe. B.C.N.. N. 31*03'48". 
W. 114*5010”. 

1.000 ND-D-190... 

560 kHz 

D 

n 

455 

120 

455 Sept. 15. 1978. 

XEHA 

Tecate, B.C.N.. N. 32*34 00”. W. 
116*37 00”. 

.250 ND-U-175_ 

630 kHz 

U 

HI 

279 

90 

279 Immediately. 

XEFU 

(shares 

antenna 

with 

XEQO. 980 
kHz). 

Cosamaloapan, Ver., N. 

18*20'37 ”, W. 95*47 49” 

5.000D ND-U-175- 

.750N 

710 kHz 

U 

III 

251 

120 

361 Do. 

XEPQ (PO 
lKwD/0.1 
kW N.ND- 
U-175). 

Muzquiz. Coah., N. 27*54 00”. W. 
101*3000* 

5.000D ND-N-175. 

.100N DA-D. 

810 kHz 

U 

n 

347 

90 

284 Do. 

XEAGR 

Acapulco, Gro., N. 16*50'21", W. 
99*5501”. 

1.000D ND-U-190.. 

.150N 

820 kHz 

U 

n 

304 

120 

304 Do. 

XEESC 

FCO. Escarcega, Camp., N. 

18*36 25”. W. 90*43 55”. 

.750 ND-D-175_ 

860 kHz 

D 

n 

240 

120 

240 Do. 

XEAL (PO 1 
KwD/0.1 
kW N. ND- 
U-I76). 

Manzanillo. Col.. N. 19*02 00”. 

W. 104*19 30” 

5.000D ND-U-176. 

.100N 

980 kHz 

U 

n 

262 

90 

253 Do. 

XETU 

Tampico. Tam., N. 22*12 43”, W. 
9T49ST'. 

10.000 ND-N-190, 

D/1.00N DA-D. 

980 kHz 

U 

hi 

251 

120 

251 Do. 

XEQO 
(shares 
antenna 
with XEFU. 
630 kHz). 

Cosamaloapan, Ver., N. 

18*20 37”. W. 95*47 49 ‘ 

5.000 ND-D-209, 

DA-N. 

1000 kHz 

U 

in 

251 

120 

361 Do. 

XEVMA 

(delete 

assignment). 

Acapulco. Gro., N. 16*50 21”. W. 
99*5101” 

1.000 ND-D-190. 

D 

n 

246 

120 

246 

XELTZ 

(delete 

assignment). 

Loreto. Zac., N. 22*19 59 . W. 
101*5959 

.500 ND-D-190. 

1020 kHz 

D 

n 

246 

120 

246 

XECAA 

CalvlUo. Ags., N. 21*50*45”, W. 
102*44 14. 

.500 ND-D-175- 

1020 kHz 

D 

n 

167 

120 

241 Do. 

XEWO 

Chetumal. Q.R., N. 18*29 39”. 

W. 88*17’58”. 

1.000 ND-D-190. 

1020 kHz 

D 

n 

241 

120 

241 Do. 

XESPA 

Macuspana, Tab., N. 17*45 00'*. 
W. 92*35 00”. 

1.000D ND-U-195.. 

.100N 

1040 Khz 

U 

n 

295 

120 

295 Do. 

XECX 

Tala. Jal.. N. 20*40 37”. W. 
103*2022”. 

.250 ND-D-175_ 

1120 kHz 

D 

n 

213 

90 

213 Sept. 15. 1978. 

XEGV 

Villa Del. Puebl. Qro.. N. 
2(T3Z0r, W. 10925 S4 \ 

.500 ND-D-190_ 

1120 kHz 

D 

ii 

220 

120 

220 Immediately 

XEUK 

Caborca, Son., N. 30*41 50”, W. 
112*09*29”. 

.250 DA-D. 

1120 kHz 

D 

ii 



_ Do. 

XEZAZ 

Zacatecas. Zac.. N. 22*46 30 . W. 
100*0445'*. 

.250 ND-D-175.„ 

1130 kHz 

D 

n 

220 

90 

180 Do. 

XEMOS 

Los Mochis. Sin., N. 25*47 00”, 

W. 109*00 00”. 

.500 ND-D-175. 

D 

n 

218 

90 

179 Do. 
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C*J1 letters 


Location 


Antenna 

Power radiation mv/ 
watts m/kw 


Antenna Ground system Proposed date of change 

Schedule Class height - or commencement of 

(feet) No. radials Length operation 

(feet) 




1150 kHz 







XEAD (PO 

0.5 kWD/ 

Guadalajara. Jal., N. 20*39 52 *. 

20.000D 

DA-2.~ .. 

u 

m ™ 



_.... Sept. 15. 1978. 

W. 103*14 44" 

.SOON 







0.125 kW 

N.. N. 

20*30 44", 

W. 

1032347'). 


1160 kHz 

• 






XEIU 

Oaxaca. Oax.. N. 17 03*43 . W. 

.500 

ND-D-175_ 

D 

n 

170 

120 

170 Immediately. 

96*43 18*. 

1200 kHz 








X EPU 

Pabellon. Ags.. N. 22*10 23 . W. 

1.000 

ND-D-190. 

D 

ii 

205 

120 

205 Do. 


102*1849". 

1200 kHz 







(New) 

Loreto. B.C.S.. N. 26*02 59 . W. 

6.000 

DA-D__ 

D 

u_ 



_Sept 15. 1978. 

111*2130". 








1200 kHz 







(New) 

Chi lap a, Gro.. N. 17*3803*. W. 

1.000 

ND-D-190_ 

D 

n 

205 

120 

205 Do. 


99*13*01". 

1260 kHz 







XEL<PO 1 

Mexico. D.P., N. 19*23 07 . W. 

10.000D 

ND-D-185, DA- 

U 

m 

203 

90 

194 Do. 

kW N.. ND- 
N-185). 

99*07*16" 

5.000N 

N. 








1260 kHz 







X£L*I*Z 

Loreto. Zac.. N. 2ri?0(T\ W. 

.500 

ND-N-190. 

D 

in 

195 

120 

19S Do. 

(previously 
on 1000 
kHz). 

lovwzr 

1270 kHz 







XEAZtPO 

Tijuana. B.C.N.. N. 32*32*20 *. 

5.000 

DA-2 .. 

u 

m ...... 



___ Do. 

0.5 kW. ND- 
U-175). 

W. 117*02 40" 








1270 kHz 

XERPL(PO 

Leon. Cto., N. 2VQ64T, W. 

S.OOOD 

DA-D. ND-N- 

U 

m 

197 

120 

197 Do. 

1 kW D, N. 
21*04*33", 

W. 

101*4644"). 

lorwzr 

.150N 

190. 







1280 kHz 








XESQ 

San Miguel A. Gto.. N. .500D/.250N 

ND-U-175- 

U 

ra 

164 

90 

185 Immediately. 


20*54 49', W. 10<r44 3r. 

1330 kHz 







XEBO 

Irapuato, Gto., N. 2(T3T5Z\ W. 

5.000D 

DA N. ND-N- 

U 

m 

185 

90 

187 Do. 


lorzrsr . 

1.000N 

184. 








1330 kHz 







XEFC(PO 1 

Merida. Yuc., N. 21*00 00 . W5.000D/1.OOON 

ND-N-188, DA- 

u 

in 

199 

90 

197 Sept. 15. 1978. 

kW ND-U- 
166). 

89*3638* 

1340 kHz 

D. 






XEVSS 

Villa De Seris. Son.. N. 

1.000 

NDD-150_ 

D 

IV 

184 

90 

184 Immediately. 

XEVAL 

29*03 30". W. 110*58 40". 

/360 kHz 







Cd. Valles. S.LP.. N. 21*59 04". 

5.000 

ND-D-190_ 

D 

m 

181 

120 

181 Do. 

(New) 

W. 99*00 58 . 

1370 kHz 







Huayacocotla. Ver.. N. 

.250 

ND-D-175_ 

D 

in 

126 

120 

165 Sept. 15. 1978. 

(New) 

20*32*36", W. 98*29 12**. 

1380 kHz 

* . 






Apatzingan, Mich., N. 19*04 54 *. 

1.000D 

ND-U-190_ 

U 

in 

178 

120 

178 Immediately. 


W. 102*16*31". 

100N 






XERUY 


1390 kHz 







Merida, Yuc.. N. 20*59 00". W. 

10.000D 

ND-N-185. 

U 

in 

167 

120 

167 Sept 15. 1978. 

(previously 
on 1400 

89*3843" 

.250N 

DA-D. 






kHz). 









XEOJ 


1400 kHz 







Lazarn Cardenas, Mich.. N. 

1.000D 

ND-U-170- 

u 

IV 

131 

120 

134 Do. 

• 

lroonr. w. i02ris'4<r. 

.100N 







XERUY 


1400 kHz 







Merida, Yuc., N. 20*59 00". W. 

1.00OD 

ND-U-185_ 

D 

rv 

167 

120 

167 

(delete 

assignment). 

89 38 00 

.250N 







XEVMA 


1430 kHz 







Acapulco. Gro., N. 16*50*21". W. 

1.000 

ND-D-190- 

D 

ra 

172 

120 

172 Do. 

(previously 
on 1000 

kHz). 

XETI 

99*5101" 

1430 kHz 







Tempoal. Ver., N. 21*3100", W. 

1.000 

ND-D-184_ 

D 

ra 

172 

90 

172 Immediately. 

XElNtPO 1 

98*2200". 

1450 kHz 







Clntalapa. Chis.. N. 16*41*58", 

1.000D 

ND-D-175, 

U 

IV 

246 

120 

246 Do. 

*W D/0.2 
kW N. ND- 
U-175). 

W. 93*43 24 * 

.200N 

DA N. 
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NOTICES 


Call letters Location 


Antenna Antenna Ground system Proposed date of chanet* 

Power radiation mv/ Schedule Class height - or commencement ol 

watts m/kw (feet) No. radials Length operation 

(feet) 


(New) 

Oaxaca. Oax.. N. 17*03 45". W. 
96*44 00". 

1.000 ND-D-190.. 

1460 kHz 

D 

III 

169 

120 

XEHX 

(shares 

Cd. Obregon. Son.. N 2734 22’, 
w. 109-s 7 or 

1.000D ND-U-2M. 

.250N 

U 

HI 

205 

120 


antenna 

with 

XEHO, 910 
kHz). 


169 Sept. 15. 1978. 


233 Do. 


XEOLA Altamira. Tam.. N. 22*30 40'. W. 

975547. 

(New) Tlanchlnol. Hgo., N. 20*56 41". 

W. 98*38 04". 

XEMK Hulxtla. Chte.. N. lS'OtOr . W. 

92-2701'. 

XEHES Chihuahua. Chlh., N. 28*38 12 '. 

W. 106*04 42". 

XEQI (PO 0.5 Monterrey. N.L.. N. 25 45 24 ", 
kWD.ND- W. 100*17 54" 

D-175). 

XERB Cozumel. Q.R.. N. 20*30 00". W. 

86*5635". 


1460 kHz 

1.000 ND-U-190. 

1470 kHz 

.250 ND-D-190 


1490 

.500D ND-U-166.. 

.200N 
1490 kHz 

1.000D ND-U-175_ 

.250N 
1510 kHz 

10.000 ND-D-190 . 


1510 kHz 

5.000 DA-D... 


(New) 

XEGAJ 

XEYK 

XEVIP 

XEVAB 

XEAGA 

XEVOZ 

(New) 


Cd. Camargo. Chih.. N. 
27*4149 . W. 105*10 09". 

Guadalajara. Jal., N. 20*40 32'. 
W. 103*23 09'. 

Motul. Yuc.. N. 21*06 00". W. 
89*26 35 . 

Sar R Chamapa. Mex.. N. 
19*3000". W. 99*13 03" 

Valle De Bravo. Mex., N. 

19*11 28". W. 100*08 06 

Aguascalientes. Ags.. N. 

21*52 43 ". W. 102*18 04 '. 

Mexico. D.P., N. 19-25 0V. W. 
99-05 Iff'. 

Etzatlan. Jal.. N. 20*46 35 . W. 
104*0505". 


1520 kHz 

1.000 ND-D-175. 

1520 kHz 

1.000 ND-D-175.. 

1540 kHz 

.500 ND-D-175_ 

1560 kHz 

10.000 ND-D-224. 
DA-N. 

1580 kHz 

.250 ND-D-175. 

1590 kHz 

.250 ND-D-190_ 

1590 kHz 

10.000D ND-U-175_ 

5.000N 
1600 kHz 

.250 ND-D-190.... 


XEGEM 


(New) 


(New) 


Toluca, Mex., N. 19*17 33", W. 
99*3938". 

San Luis Potosl, S.L.P.. N. 
22*09'10* . W. 100*58 38 

El Higo, Ver.. N. 21*44 45". W. 
98*2424". 


1600 kHz 

2.000 DA-D.. 

1600 kHz 

1.000 ND-D-190.. 

1600 kHz 

.250 ND-D-175.... 


U 

IH 

169 

120 

197 Immediately 

D 

III 

167 

120 

167 Sept. 15. 1978. 

U 

IV 

118 

100 

131 Immediately. 

U 

IV 

148 

90 

148 Do. 

D 

II 

163 

120 

163 Sept. 15. 1978. 

D 

n .... 



.. Immediately. 

D 

H 

162 

90 

162 Sept. 15. 1978. 

D 

11 

197 

90 

197 Immediately. 

D 

H 

161 

90 

161 Do. 

U 

II 

307 

120 

164 Do. 

D 

II 

125 

120 

131 Do. 

D 

III 

155 

120 

155 Do. 

U 

III 

203 

90 

149 Do. 

D 

HI 

154 

120 

154 Sept. 15. 1978 

D 

in ..... 

— 


... Immediately 

D 

Ill 

153 

120 

153 Sept. 15. 1978 

D 

Ill 

123 

120 

129 Do. 


tFR Doc. 78-12540 Piled 5-9-78; 8:45 ami 


Wallace E. Johnson. 

Chief, Broadcast Bureau . 
Federal Communications Commission. 
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sunshine act meetings 


Thh section of ih« FEDERAL REGISTER contains notice* of nsectin^s p<;bk$t»ed under the “Govorronent to tbe Sw wh fni Act” {Pub. L ?4r4091, 5 U.S.C 
552bi*m 


CONTENTS 


Item 

Civil Aeronautics Board. 1 

Civil Rights Commission. 2 

Federal Energy Regulatory 

Commission. 3 

Federal Home Loan Bank 

Board. 4 

Indian Claims Commission. 5 

International Trade 

Commission. 6 

Parole Commission. 7 


[6320-01] 

1 

IM-128. May 5. 1978] 

CIVIL AERONAUTICS BOARD. 

TIME AND DATE: 10 a.m., May 12, 

1978. 

PLACE: Room 1027, 1825 Connecticut 
Avenue NW., Washington. D.C. 20428. 

SUBJECT: 


1. Ratification of items adopted by nota¬ 
tion. 

2. Docket 29789, Houston/New Orleans- 
Yucatan Route Proceeding—Memorandum 
of issues and request for instructions (Memo 
No. 6382-D OGC, BIA). 

3. Docket 30782, Califomia-Toronto/Mon- 
treat Route Proceeding, Opinion and Order 
on Review (OGC). 

4. Docket 30452. UATP Agreement (OGC). 

5. Docket 31957, Part 221, Rulemaking re¬ 
quested by TWA for modification of ad¬ 
vance filing period of property tariffs 
(Memo No. 7844-A. OGC). 

6. Docket 31976, California-Florida Low- 
Fare case, (Previously. Miami-Los Angela 
Low-Fare case)—Consolidation of Ameri¬ 
cans application (Memo No. 7354-J OGC). 

7. H. R. 10749—Request for comments 
(Memo No, 7947, OGC). 

8. Dockets 30979, 26761, 32223, and 32191. 
applications of Continental Airlines. Fron¬ 
tier Airlines, Hughes Airwest and Western 
Air Lines for authority between various 
California/Southwestern U.S. points and 
various Western Mexico points (Memo No. 
7942. BIA BALL OGC). 

9. Docket 32186, application of British 
Caledonian Airways Ltd. for amendment of 
it* 402 permit (BIA). 

10. Docket 32038, Tropica International, 
Inc. dba. Sky freight— Exemption authority 
to operate C-46 type aircraft with a maxi¬ 
mum payload capacity up to 15.000 pounds 
in scheduled service for the transportation 
of property (Memo No. 7946, BIA). 

11 Docket 31752, Air Sunshine's request 
for an exemption to operate CV-440’s be¬ 
tween Miami. Ft. Lauderdale. Kissimmee. 
Tampa, Key West, and Marathon (Memo 
No. 4219-C, BPDA, OGC). 


12. Docket 32075. Eastern's motion for 
hearing on Albany-New York/Newark 
(Memo No. 7817. BPDA). 

13. Docket 31552. amendment to Part 302 
which requires all applications for new or 
modified certificated route authority to be 
accompanied by a motion for hearing which 
contains certain economic and operational 
data (Memo No. 7488-A, BPDA. OGC). 

14. Docket 32118, increased excess bag¬ 
gage charges proposed by Pan American 
(Memo No. 7756-D, BPDA. BIA). 

15. Docket 32041, ATC’s request for ap¬ 
proval of reduced-rate transportation to 
travel agents/counsel/witnesses to attend 
hearings before the Travel Agency Commis¬ 
sioner (Memo No. 5264-L, BPDA). 

16. Docket 31871, report to the Congress 
on the feasibility and economic impact of 
youth standby fares (BPDA). 

17. Evergreen International Airlines, Inc., 
and McCulloch International Airlines., 
Inc.—Petition for review of staff action den¬ 
ying a request for refund of filing fees for 
“gambling" charter waivers (Memo No. 
7001-B, BPDA. OMD, OGC). 

18. Docket 20665, application of Hughes 
Air Corp. dba. Hughes Airwest for approval 
of intercorporate transactions and clarifica¬ 
tion of Order 69-12-66 (Memo No. 587-H, 
BPDA). 

19. Petition for reconsideration of the 
Board’s conditioned approval of American 
Airlines’ overbooking volunteer experiment 
(Memo NO. 7768-A, BPDA). 

20. Consumer abuses by tour operators— 
Proposed interpretive letter (Memo No. 
7497-A, BOE, BPDA. OEA.OCA. OGC). 

21. Petition of National Airlines, Inc., for 
review for Staff action denying National’s 
request for special tariff permission to meet 
competitive fares of Western (Review of) 
(Memo No. 7893, Chairman’s memo dated 
April 17. and Member Bailey's memo dated 
April 28, BPDA). 

STATUS: Open. 

PERSON TO CONTACT: 

Phyllis T. Kaylor, the Secretary, 

202-673-5068. 

[S-985-78 Filed 5-8-78; 3:53 pm] 


[ 6335 - 01 ] 

2 

May 5, 1978. 
COMMISSION ON CIVIL RIGHTS. 

DATE AND TIME: Monday, May 15, 
1978, 9 a.m. to 12 noon; 2 to 4:30 p.m.; 
Tuesday, May 16, 9 to 11:30 a.m. 

PLACE: Room 512, 1121 Vermont 
Avenue NW., Washington, D.C. 

STATUS: Open to the public. 
MATTERS TO BE CONSIDERED: 
Monday, May 15, 9 a.m. to 12 noon 
I. Approval of agenda. 


II. Approval of minutes from Iasi meeting. 

III. Staff Director's report: 

A. Status of funds. 

B. Personnel report. 

C. Correspondence: (1) Letter from 

OMB to MC Don Edwards re Commission 

extension. (2) Letter to OMB Director Mc¬ 
Intyre on Commission Age and Handicap 

Program. 

D. Office Directors’ reports. 

IV. Report on civil rights developments in 
the southwestern region. 

V. Appointment* of Missouri Advisory 
Committee chairperson. 

VI Review status of current projects in 
Office of General Counsel. 

VII. Review higher education desegrega¬ 
tion plans. 

VHI. Review analysis of Manhard deci¬ 
sion. 

IX. Discuss update on Commission Exten¬ 
sion and Age and Handicap Program. 

Monday, May 15, 2 to 4:30 p.m. 

X. View southern regional office film on 
“Discrimination in Alabama State Employ¬ 
ment". 

XI. Review social indicators report. 

Tuesday, May 16. 1978, 9 to 11:30 a.m. 

XII. Review position on Eaglet on-Biden 
amendment. 

XIII. Discuss followup to Puerto Rican 
report. 

XIV. Review California Advisory Commit¬ 
tee Report on Los Angeles Motion Picture 
Industry. 

FOR FURTHER INFORMATION 
CONTACT: 

Loretta Ward, Public Affairs Unit, 

202-254-6697. 

[S-980-78 Filed 5-8-78: 10:32 ami 


[ 6740 - 02 ] 

3 

FEDERAL ENERGY REGULATORY 
COMMISSION. 

“FEDERAL REGISTER" CITATION 
OF PREVIOUS ANNOUNCEMENT: 
43 FR 19753, published May 8. 1978. 

PREVIOUSLY ANNOUNCED TIME 
AND DATE OF MEETING: 10 a m., 
May 10, 1978. 

CHANGE IN THE MEETING: The 
following item has been added: 

Item No., Docket No., and Company 

CP-8.—CP78-222, Columbia Gulf Transmis¬ 
sion Co. and Southern Natural Gas Co. 

Kenneth F. Plumb, 

Secretary. 

[S-984-78 Piled 5-8-78; 11:16 ami 
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[ 6720 - 02 ] 

4 

FEDERAL HOME LOAN MORT¬ 
GAGE CORPORATION. 

TIME AND DATE: 2:30 p.m., May 12, 
1978. 

PLACE: 1700 G Street NW.. Sixth 
Floor, Washington, D.C. 

STATUS: Open meeting. 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Mr. Henry Judy, 202-624-7107. 

MATTERS TO BE CONSIDERED: 

Consideration of New Building Status 
Report. 

Consideration of Conflict of Interest Regu¬ 
lations. 

Consideration of Corporate ByLaws. 
Consideration of Appointment of Assistant 
Secretary. 

Consideration of Appointment of Advisory 
Committee Members. 

Announcement is being made at the 
earliest practicable time. No. 150, May 

5. 1978. 

Ronald A. Snider, 
Assistant Secretary . 
tS-983-78 Filed 5-8-78; 11:16 ami 


[ 7030 - 01 ] 

5 

INDIAN CLAIMS COMMISSION. 

TIME AND DATE: 10:15 aan.. May 17, 
1978. 


SUNSHINE ACT MEETINGS 

PLACE: Room 600, 1730 K Street 
NW., Washington, D.C. 

STATUS: Open to the public. 

Docket 59. Saginaw Chippewa, 

Docket 332-C, Yankton Sioux. 

Docket 343, Cayuga Nation , et al 

FOR MORE INFORMATION: 

David H. Bigelow. Executive Direc¬ 
tor, Room 640, 1730 K Street NW., 
Washington, D.C. 20006, telephone 
202-653-6174. 

tS-981-78 Filed 5-8-78; 10:32 ami 


[ 7020 - 02 ] 

6 

tUSTTC 6E-78-231 

INTERNATIONAL TRADE COM¬ 
MISSION. 

TIME AND DATE: 2 p.m., Thursday, 
May 18, 1978. 

PLACE: Room 117, 701 E Street NW., 
Washington, D.C. 20436. 

STATUS: Open to the public. 
MATTERS TO BE CONSIDERED: 

1. Agenda. 

2. Minutes. 

3. Ratifications. 

4. Petitions and complaints (if necessary): 
8. Rayon staple fiber from Belgium (Docket 
No. 510). 

5. Investigation 337-TA-41 (Tile Setters)— 
Recommended determination with respect 
to respondent Ceramics Regiomontana, S.A 
(see document CC-B-091). 


6. Ceramic articles (Inv. TA-203-4, TA- 
131(b>-2, and 332-100)—Vote and approval 
of report. 

7. Any items left over from previous 
agenda. 

CONTACT PERSON FOR MORE IN- 
FORMATION: 

Kenneth R. Mason, Secretary, 202- 
523-0161. 

CS-979-78 FUed 5-8-78; 9:50 am] 


[ 4410 - 01 ] 

7 

PAROLE COMMISSION. National 
Commissioners (the Commissioners 
presently maintaining offices at Wash¬ 
ington, D.C. Headquarters). 

TIME AND DATE: Thursday. May 18, 
1978; 9:30 a.m. 

PLACE: Room 338. Federal Home 
Loan Bank Board Building. 320 1st 
Street NW., Washington, D.C. 20537. 

STATUS: Closed. 

MATTERS TO BE CONSIDERED: 
Referrals from Regional Commission¬ 
ers of approximately 20 cases in which 
inmates of Federal Prisons have ap¬ 
plied for parole or are contesting revo¬ 
cation of parole or mandatory release. 

CONTACT PERSON FOR MORE IN¬ 
FORMATION: 

Lee H. Chait, Analyst. 202-724-3094. 
[S-982-78 FUed 5-8-78; 10:32 am] 
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[3128-01] 

Title 10—Energy 

CHAPTER II—FEDERAL ENERGY 
ADMINISTRATION 1 

PART 430—ENERGY CONSERVATION 
PROGRAM FOR APPLIANCES 

Test Procedures for Conventional 
Ranges, Conventional Cooking 
Tops, Conventional Ovens, Micro- 
wave Ovens, and Microwave/Con¬ 
ventional Ranges 
/ 

AGENCY: Department of Energy. 
ACTION: Final rule. 

SUMMARY: This rule prescribes final 
test procedures for conventional 
ranges, conventional cooking tops, 
conventional ovens, microwave ovens, 
and microwave/conventional ranges. 
DOE has determined to continue the 
delay in the publication of test proce¬ 
dures for any class of the type of cov¬ 
ered product designated by the Act as 
“kitchen ranges and ovens” other than 
conventional ranges, conventional 
cooking tops, conventional ovens, mi¬ 
crowave ovens, and microwave/con¬ 
ventional ranges. Appliance test proce¬ 
dures are one element of the energy 
conservation program for appliances 
required by the Energy Policy and 
Conservation Act. The effect of this 
action is to establish standard meth¬ 
ods of testing when testing is required 
by the Act or by regulations imple¬ 
menting other parts of the program. 

EFFECTIVE DATE: June 15, 1978. 

FOR FURTHER INFORMATION 
CONTACT: 

James A. Smith (Office of Conserva¬ 
tion and Solar Applications), Room 
307. Old Post Office Building. 12th 
Street and Pennsylvania Avenue 
NW.. Washington. D.C. 20461, 202- 
566-4635. 

Jim Mema (Media Relations). Room 
3104, Federal Building, 12th Street 
and Pennsylvania Avenue NW.. 
Washington. D.C. 20461, 202-566- 
9833. 

Michael T. Skinker (Office of Gener¬ 
al Counsel), Room 7148, Federal 
Building, 12th Street and Pennsylva¬ 
nia Avenue NW., Washington, D.C. 
20461, 202-566-9750. 

SUPPLEMENTARY INFORMATION: 

A. Background 

On October 1, 1977, the Department 
of Energy (DOE) assumed the Federal 


1 Editorial Non.—It is contemplated that 
Chapter II will be renamed at a future date 
to reflect the fact that it contains regula¬ 
tions, such as this regulation, administered 
by the Office of Conservation and Solar Ap¬ 
plications of the Department of Energy. 
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Energy Administration’s (FEA) au¬ 
thority under the Energy Policy and 
Conservation Act (Act) (Pub. L. 94- 
163), with regard to the energy conser¬ 
vation program for appliances, pursu¬ 
ant to section 301 of the Department 
of Energy Organization Act (DOE Act) 
(Pub. L. 95-91). 

The Department of Energy hereby 
amends Part 430, Chapter II of Title 
10, Code of Federal Regulations, in 
order to prescribe test procedures for 
conventional ranges, conventional 
cooking tops, conventional ovens, mi¬ 
crowave ovens, and microwave/con¬ 
ventional ranges pursuant to Section 
323 (42 U.S.C. 6293) of the Energy 
Policy and Conservation Act (Act) 
(Pub. L. 94-163). These test procedures 
were proposed by DOE by notice 
issued on December 21, 1977 (42 FR 
65576, December 30, 1977), which solic¬ 
ited oral and written comments from 
interested persons and a public hear¬ 
ing on the proposed test procedures 
was held on February 16, 1978. A 
notice correcting a number of provi¬ 
sions contained in the proposed test 
procedures was issued on February 7, 
1978 (43 FR 6234, February 14, 1978). 

By notice Issued on May 24, 1977 (42 
FR 27896, June 1, 1977), FEA estab¬ 
lished Subparts A and B of Part 430, 
Chapter II of Title 10, Code of Federal 
Regulations. By notice issued on April 
5. 1978 (43 FR 15138, April 11, 1978). 
DOE established Subpart C of Part 
430, Chapter II of Title 10, Code of 
Federal Regulations. Certain defini¬ 
tions and general provisions applicable 
to the energy conservation program 
for appliances have been promulgated 
in Subpart A. Final test procedures for 
room air conditioners, central air con¬ 
ditioners. dishwashers, clothes dryers, 
water heaters, television sets, electric 
refrigerators, electric refrigerator- 
freezers, freezers, clothes washers, hu¬ 
midifiers, and dehumidifiers have been 
prescribed in Subpart B. Test proce¬ 
dures for furnaces and vented and un- 
vented home heating equipment have 
been proposed for inclusion in Subpart 
B. Appliance energy improvement tar¬ 
gets for refrigerators, refrigerator- 
freezers, freezers, dishwashers, clothes 
dryers, room air conditioners, televi¬ 
sion sets, humidifiers, dehumidifiers, 
and central air conditioners have been 
prescribed in Subpart C. Several other 
targets have been proposed for inclu¬ 
sion in Subpart C. 

An outline of the provisions of Sub¬ 
parts A and B of Part 430 which have 
so far been established, including pro¬ 
visions in today’s rulemaking, is as fol¬ 
lows: 

Subpart A—General Provisions 

Sec. 

430.1 Purpose and Scope. 

430.2 Definitions. 

Supart A— General Provisions 

430.21 Purpose and Scope. 


Sec 

430.22 Test Procedures for Measures of 
Energy Consumption. 

(a) Refrigerators and regfrigerator-freezers 

(b) Freezers. 

(c) Dishwashers. 

(d) Clothes dryers. 

(e) Water heaters. 

(f) Room air conditioners. 


(h) Television sets. 

(i) Kitchen ranges and ovens. 

(J) Clothes washers. 

(k) Humidifiers. 

(l) Dehumidifiers. 

(m) Central air conditoners. 

430.23 Units to be Tested [Reserved 1 

430.24 Representations Regarding Meas¬ 
ures of Energy Consumption. 

(a) Refrigerators and refrigerator-freezers. 

(b) Freezers. 

(c) Dishwashers. 

(d) Clothes dryers. 

(e) Water heaters. 

(f) Room air conditioners. 

• • • • • 

(h) Television sets. 

(i) Kitchen ranges and ovens. 

(J) Clothes washers. 

(k) Humidifiers 

(l) Dehumidifiers. 

(m) Central air conditioners. 

Appendices to subpart B 

Appendix Al—Uniform Test Method for 
Measuring the Energy Consumption of 
Electric Refrigerators and Electric Re¬ 
frigerator-Freezers. 


Appendix B—Uniform Test Method for 

Measuring the Energy Consumption of 
Freezers. 

Appendix C—Uniform Test Method for 

Measuring the Energy Consumption of 
Dishwashers. 

Appendix D—Uniform Test Method for 

Measuring the Energy Consumption of 
Clothes Dryers. 

Appendix E—Uniform Test Method for 

Measuring the Energy Consumption of 
Water Heaters. 

Appendix F—Uniform Test Method for 

Measuring the Energy Consumption of 
Room Air Conditioners. 


Appendix H—Uniform Test Method for 

Measuring the Energy Consumption of 
Television Sets. 

Appendix I—Uniform Test Method for 

Measuring the Energy Consumption of 
Conventional Ranges. Conventional 

Cooking Tops, Conventional Ovens, Mi¬ 
crowave Ovens and Microwave/Conven- 
tional Ranges. 

Appendix J—Uniform Test Method for 

Measuring the Energy Consumption of 
Clothes Washers. 

Appendix Kl-Uniform Test Method for 
Measuring the Energy Consumption of 
Central System Humidifiers. 

Appendix K2—Uniform Test Method for 
Measuring the Energy Consumption of 
Room Humidifiers. 

Appendix L—Uniform Test Method for 
Measuring the Energy Consumption of 
Dehumidifiers. 

Appendix M—Uniform Test Method for 
Measuring the Energy Consumption of 
Central Air Conditioners. 
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B. Discussion of Comments 

Comments were received from indi¬ 
vidual manufacturers, trade associ¬ 
ations, and the Consumers Union 
(CTJ). a consumer oriented nonprofit 
organization. Most of the comments 
vrere directed toward technical areas 
of the proposed test procedures, al¬ 
though some of them were specifically 
directed toward the information that 
was to be placed on the label. Those 
comments directly concerned with the 
content of the label were applicable to 
the labeling program under section 
324 of the Act, rather than to the pre¬ 
scription of final test procedures, and 
were therefore forwarded to the Fed¬ 
eral Trade Commission for considera¬ 
tion in developing labeling rules appli¬ 
cable to kitchen ranges and ovens. The 
major issues raised by the comments 
on the proposed test procedures are 
discussed below. 

1. ENERGY CONSUMPTION 

(a) Measures of energy consumption. 
Several comments were received con¬ 
cerning the measures of energy con¬ 
sumption provided in the proposed 
test procedures. One commenter ques¬ 
tioned the use of the energy consump¬ 
tion of electric clocks and the use of 
the energy consumption of self-clean¬ 
ing operation of conventional ovens in 
determining the energy factors for the 
different classes of kitchen ranges and 
ovens. It was also recommended that 
the test procedures provided an addi¬ 
tional measure or measures of energy 
consumption that would account for 
overall resources energy requirements. 
In other words, the commenter 
wanted a value that would represent 
the efficiency of a kitchen range and 
oven measured from the source of 
energy to the point-of-use. 

The proposed test procedures pro¬ 
vided three different measures of 
energy consumption—the estimated 
annual operating cost, the cooking ef¬ 
ficiency and the energy factor. The 
energy use or annual energy consump¬ 
tion utilized in the test methods for 
determining these three measures ac¬ 
count for the quantity of energy di¬ 
rectly consumed by the product at its 
Point of use. The cooking efficiencies 
provided In the test procedures only 
measure the efficiency of the appli¬ 
ance in terms of the energy required 
u per * orm Its principle function, 
which Is to cook food. They do not 
take into account the energy con¬ 
sumed by electric clocks or self-clean¬ 
ing operations of the appliances. The 
energy factor, however, does include 
these energy consumptions. 

DOE is required by section 
323<aX4XA) of the Act to prescribe 
procedures for different consumer 
products, including kitchen ranges and 
ovens, for the determination of an es¬ 
timated annual operating cost for that 
product and at least one other meas¬ 
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ure of energy consumption which 
DOE determines is likely to assist con¬ 
sumers in making purchasing deci¬ 
sions. DOE has determined that the 
three proposed measures of energy 
consumptions will be useful to con¬ 
sumers and are likely to assist them in 
making purchasing decisions. DOE 
has, therefore, retained these meas¬ 
ures in the test procedures prescribed 
today. DOE does not feel that it is nec¬ 
essary to proposed any additional 
measures of energy consumption for 
kitchen ranges and ovens at this time. 

(b) Implied accuracy of cooking effi¬ 
ciencies and energy factors. It was sug¬ 
gested by certain comments that the 
test procedures require that the cook¬ 
ing efficiencies and the energy factors 
be expressed in three significant 
digits. DOE has accepted this sigges- 
tion since the rounding off of these 
calculated values to three significant 
digits is consistent with the measure¬ 
ment accuracy in the data derived 
from the test procedures. Sections 
430.22<i) (2), (3), and (4) have been 
modified accordingly. 

(c) Oven maintenance rate. One 
manufacturer recommended that the 
test procedures provide an additional 
measure of energy consumption which 
would account for the steady state 
heat loss or maintenance rate for con¬ 
ventional ovens. The steady state heat 
loss or oven maintenance rate is the 
amount of heat lost by conduction 
through the oven walls plus the 
amount of heat lost up the vent. The 
commenter was concerned that the ap¬ 
plication of the proposed test proce¬ 
dures would incorrectly reflect that 
larger ovens, due to their size and 
mass, would necessarily have smaller 
cooking efficiencies. It was felt that 
the proposed test procedures would 
not give sufficient credit for well 
planned oven insulation because of the 
emphasis placed on oven size and 
mass. 

The steady state heat loss of an oven 
is only one factor of the cooking effi¬ 
ciency of that oven. Although oven 
cooking efficiency could be character¬ 
ized by two separate measurements, 
the energy required to bring the oven 
up to operating temperature and the 
maintenance rate, there is no apparent 
advantage in using separate measure¬ 
ments. The proposed test procedures 
were designed to simulate an average 
oven cooking operation lasting ap¬ 
proximately 50 minutes. It was as¬ 
sumed that the same type and amount 
of food was being cooked regardless of 
the size of the oven. The measured 
energy consumption during the pro¬ 
posed test Includes the steady state 
heat losses as well as the energy re¬ 
quired to being the oven up to operat¬ 
ing temperature. Since the test simu¬ 
lates average cooking time, DOE be¬ 
lieves that the relative importance of 
these two types of energy losses is 
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properly accounted for in the pro¬ 
posed test procedures without a sepa¬ 
rate test for steady state heat losses. 

(d) Degradation of cooking efficien¬ 
cy . One manufacturer claimed that 
the cooking efficiencies and energy 
factors for some conventional cooking 
tops may degrade during the life of 
the product. No quantitative data was 
provided, however, to support this 
statement. 

DOE does not presently have suffi¬ 
cient data to indicate any degradation 
of the cooking efficiencies or energy 
factors of conventional cooking tops, 
or of any other kitchen ranges and 
ovens, over time and, therefore, the 
test procedures prescribed today do 
not account for any possible degrada¬ 
tion. 

(e) Other changes. In the proposed 
test procedures the cooking efficiency 
of conventional ovens, conventional 
ranges and microwave/conventional 
ranges had been expressed as the ratio 
of the annual useful energy output for 
cooking to the annual energy input for 
cooking. To simplify these calculations 
and make them more straightforward, 
the equations for determining the 
cooking efficiencies of the different 
kitchen ranges and ovens have been 
revised. These changes do not have 
any effect on the numerical values de¬ 
termined for the cooking efficiencies. 
Likewise, the additional equations in 
sections 4.1.4.2 and 4.5.1.3 of appendix 
I do not change the total annual 
energy consumption, but are given to 
show more explicitly the separate cal¬ 
culation of gas and electrical energy. 
Definitions of primary energy and sec¬ 
ondary energy have been added in sec¬ 
tions 1.6 and 1.7 of appendix I to help 
distinguish between the calculation of 
gas energy consumption and electrical 
energy consumption. 

2. CONVERTIBLE COOKING APPLIANCES 

Some of the comments stated that 
the test procedures did not clarify the 
method for testing products which are 
designed by the manufacturer to be 
changed in service to operate with 
either natural gas of LP-gas. The corn- 
men ters felt that their testing burden 
would be greatly reduced if testing of 
these products was required with only 
one gas. They felt that acceptable 
measures of energy consumption could 
be derived from testing these convert¬ 
ible cooking appliances using only nat¬ 
ural gas and, if necessary, data for LP- 
gas testing could be predicted using 
appropriate conversion factors. 

More than 97 percent of all LP-gas 
used by consumers is propane. Based 
on recommendations from the Nation¬ 
al Bureau of Standards (NBS), DOE 
had determined that the use of pro¬ 
pane for testing convertible cooking 
appliances to represent LP-gas usage 
would provide representative test re¬ 
sults that could be used to derive 
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measures of energy consumption that 
would be useful to consumers and 
would insure uniformity of testing for 
LP-gas appliances without being 
unduly burdensome on the manufac¬ 
turers conducting the tests. DOE has. 
therefore, modified the test proce¬ 
dures to permit the testing of convert¬ 
ible cooking appliances with propane 
in addition to natural gas. The test 
procedures also require the use of pro¬ 
pane for testing appliances which are 
designed to operate using only LP-gas. 

In response to the comments. NBS 
performed laboratory tests and re¬ 
viewed test data provided by the Gas 
Appliance Manufacturers Association 
(GAMA) for the cooking efficiencies 
of convertible cooking tops and con¬ 
ventional ovens tested using both nat¬ 
ural gas and propane. All of the tests 
performed with conventional ovens 
yielded slightly higher cooking effi¬ 
ciencies for products tested with pro¬ 
pane as opposed to those tested with 
natural gas. Six out of eight tests of 
conventional cooking tops yielded 
cooking efficiencies which were slight¬ 
ly higher for products tested with pro¬ 
pane as opposed to natural gas. Also, 
one of the commenters indicated that 
their testing of appliances with natu¬ 
ral gas and propane did not indicate 
any material difference in the efficien¬ 
cies of the product between two gases. 
Based on the above information and 
its own testing, NBS has recommended 
that since the actual cooking efficien¬ 
cies of products tested with propane 
are not lower, and probably slightly 
higher, than the cooking efficiencies 
of those same products when tested 
using natural gas, the data derived for 
the amount of energy consumed would 
be sufficiently accurate to represent 
operation with both gases if the test 
procedures permitted testing of these 
convertible appliances using only nat¬ 
ural gas. 

Based also on NBS' recommenda¬ 
tion, DOE feels that the GAMA test¬ 
ing may not be representative of re¬ 
sults obtained during actual consumer 
use. After consultation with NBS and 
further analysis of the testing done, 
DOE also does not believe that the 
limited testing performed by NBS pro¬ 
vides sufficiently reliable data on 
which to base an appropriate conver¬ 
sion factor from which the amount of 
energy consumed during testing with 
natural gas could be converted into 
the equivalent amount of energy that 
would have been consumed if the ap¬ 
pliance had been tested with propane. 
Any data or information related to 
this issue that would be representative 
of actual consumer use would be con¬ 
sidered by DOE, as it becomes availa¬ 
ble, in determining whether or not an 
appropriate conversion factor should 
be incorporated in these test proce¬ 
dures. 

The proposed test procedures did 
not specify whether a convertible 


cooking appliance may be tested with 
only one gas or whether testing must 
be performed using each gas. The test 
procedures prescribed today provide 
for the testing of convertible cooking 
appliances with both natural gas and 
propane. Based on NBS’ recommenda¬ 
tion, however, DOE has modified the 
test procedures to allow the manufac¬ 
turer to test a convertible cooking ap¬ 
pliance with natural gas only to deter¬ 
mine the amount of energy consumed. 
These energy consumption figures 
must then be used to represent pro¬ 
pane testing, if the appliance is not ac¬ 
tually tested with propane. 

In any event, the test procedures 
prescribed today require two estimated 
annual operating cost for convertible 
cooking appliances. The manufactur¬ 
ers must provide an estimated annual 
operating cost for a convertible cook¬ 
ing appliance which reflects testing 
with natural gas and a cost for the ap¬ 
pliance which reflects testing with 
propane. As mentioned above, the 
manufacturer may use the amount of 
energy consumed during the test with 
natural gas for determining the esti¬ 
mated annual operating cost of the ap¬ 
pliance which reflects testing with 
propane, but he must then multiply 
this amount times the appropriate 
cost of propane and any other factors 
that are applicable. 

Accordingly. DOE has added a defi¬ 
nition for “convertible cooking appli¬ 
ance” in §430.2 and clarified §430.24 
with respect to representations regard¬ 
ing convertible cooking appliances and 
sections 2.2.2.2 and 2.2.2.3 of appendix 
I concerning the installation of con¬ 
vertible cooking appliances. A method 
for determining the estimated annual 
operating costs, cooking efficiencies 
and energy factors for convertible 
cooking appliances has also been 
added to § 430.22. 

3. UNITS OF MEASUREMENT 

It was suggested that the test proce¬ 
dures use both English and metric 
units of measurement. The commenter 
suggested that all measures in the test 
procedures be expressed in English 
units followed in parenthesis by the 
equivalent value in metric units. 

DOE has attempted to use the most 
common units of measurement in the 
test procedures, which, in general, are 
the English units of measurement. 
The metric unit values have been used 
in certain instances in order to provide 
consistency with usual laboratory 
practices (e.g. beaker diameter of 85 
millimeters) or consistency with exist¬ 
ing commercial standards (e.g. micro- 
wave oven test loads expressed in mil¬ 
limeters). DOE does not consider it 
necessary in the final test procedures 
to provide the equivalent units of mea¬ 
surement in all instances. 

4. INSTALLATION CONDITIONS 

Several comments were received sug¬ 
gesting changes in the installation 


instructions proposed in section 2.1 of 
appendix I. One comment suggested 
that the installation of electric free¬ 
standing conventional ranges, conven¬ 
tional ovens, conventional cooking 
tops, and microwave/conventional 
ranges be set up in the manner speci¬ 
fied in the proposed test procedures 
for gas appliances. It was also request¬ 
ed that in order to be consistent with 
existing industry standards, electric 
built-in and drop-in products be in¬ 
stalled for testing according to the Un¬ 
derwriters Laboratories Inc. (UL) 
standard for household electric 
ranges, UL-858, and that the built-in 
as products be installed for testing ac¬ 
cording to the American National 
Standards Institute (ANSI) standard 
for household cooking appliances, 
ANS-Z21.1-1974 (as amended by 
Z21.la-1974 and Z21.1b-1976). 

In response to these comments. NBS 
reviewed the above industry standards 
and has recommended that the test 
procedures provide consistent installa¬ 
tion provisions for gas and electric ap¬ 
pliances and an installation approach 
which is consistent with these stand¬ 
ards. DOE has adopted NBS’ recom¬ 
mendation and amended section 2.1 of 
appendix I accordingly. 

Another comment pointed out that 
drop-in appliances were not included 
in the built-in classification, and 
should therefore be specifically ad¬ 
dressed in the test procedures. DOE 
agrees with this comment and has 
modified the installation instructions 
in section 2.1 of appendix I to indicate 
that drop-in appliances are to be in¬ 
stalled in the same manner as built-in 
and wall-mounted appliances. 

Some of the comments noted that 
the positioning of any broiling pan in 
conventional electric ovens and single 
compartment gas ovens was not made 
clear in the proposed test procedures. 
One comment specifically requested 
that the test procedures permit remov¬ 
al of the broiling pan during the test. 
NBS recommends that the broiling 
pan be removed during the test In 
order to be more representative of 
actual conditions in the home during 
baking in an oven. Based on NBS’ rec¬ 
ommendation and in order to provide 
uniformity of testing between manu¬ 
facturers, DOE has amended section 
2.1 of appendix I to provide that the 
broiling pan be removed during the 
test. 

One commenter requested that the 
treatment of features or devices which 
operate continuously in proposed sec¬ 
tions 2.1.1 and 2.1.2 of appendix I be 
clarified. In response to this comment 
DOE is prescribing in section 2.1 of ap¬ 
pendix I a requirement to only discon¬ 
nect electric clocks which use energy 
continuously and no other electrical 
devices. This will provide test methods 
for conventional appliances and micro- 
wave appliances which are consistent 
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in the sense that any energy consumed 
by features or devices on the different 
appliances in included in the amount 
which represents the total energy con¬ 
sumption for the test. . 

y ELECTRICAL ENERGY SUPPLY 

Some of the comments requested 
that the test procedures be changed to 
permit the testing of conventional 
electric ovens and conventional elec¬ 
tric cooking tops at their rated watt¬ 
age rather than at a fixed voltage. 

It was suggested that this was 
needed to make the instructions for 
setting the electrical energy supply 
consistent with the instructions for 
setting the gas energy supply. Wattage 
is equivalent to the rate of gas flow 
and voltage is equivalent to gas pres¬ 
sure. DOE believes that the test proce¬ 
dures already provide for consistent 
instructions for measuring the energy 
supplies. Section 2.2.2 of appendix I 
specifies the gas supply in terms of gas 
pressure rather than the rate of gas 
flow and section 2.2.1 of appendix I 
specifies the electrical energy supply 
at a fixed voltage. 

It was also commented that testing 
at rated wattages would reduce vari¬ 
ations in the test results derived for 
the different measures of energy con¬ 
sumption thereby permitting a smaller 
number of models to be tested. NBS’ 
testing indicated that the measures of 
energy consumption determined ac¬ 
cording to the proposed test proce¬ 
dures are rather insensitive to vari¬ 
ations in the test wattage. Therefore, 
any additional variation in the test 
data due to testing at a rated wattage 
would be expected to be relatively 
small. 

Although testing at the rated watt¬ 
age may reduce possible variations in 
the test results, DOE belives that the 
use of fixed voltages would provide re¬ 
sults that are more representative of 
actual home use. Therefore, based on 
NBS’ recommendation and analysis, 
DOE has determined to retain the pro¬ 
posed method of testing conventional 
electric ovens and conventional elec¬ 
tric cooking tops at a fixed voltage 
rather than at a rated wattage. 

It was also pointed out that testing 
appliances at their rated wattage 
would make the test less burdensome 
to conduct since measuring the electri¬ 
cal energy supply with a watt-hour 
meter is easier than measuring it with 
a voltmeter, since to obtain the same 
degree of accuracy, the wattage would 
need to be held to with 2 percent, 
whereas the voltage would need to be 
held only to within 1 percent. NBS 
testing, however, indicates that testing 

conventional electric cooking tops 
at their rated wattage would cause a 
peater testing burden on the maufac- 
turer due to the need to measure the 
wattage of each heating element and 
*djust the voltage supply accordingly. 
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Another comment requested that 
the tolerance on the test voltage be in¬ 
creased from 1 percent to at least 2 
percent. DOE and NBS recognize that 
test results for the different measures 
of energy consumption are relatively 
insensitive to small changes in the test 
voltage. Therefore, DOE has modified 
section 2.2.1 to increase the test volt¬ 
age tolerance from 1 percent to 2 per¬ 
cent in order to ease the burden of 
testing on the manufacturers. 

6. GAS ENERGY SUPPLY 

(a) Gas burner adjustment Some bf 
the comments suggested that it was 
not sufficient simply to specify in the 
test procedures that the gas burners 
should be adjusted in accordance with 
the manufacturer’s instructions. It 
was also recommended that the gas 
burner adjustment be in a manner 
that would not conflict with the oper¬ 
ating characteristics required to 
comply with approval testing under 
the ANSI Standard for Household 
Cooking Gas Appliances. ANS-Z21.1- 
1974 (as amended by ANSI-Z21.1a- 
1974 and ANS- 221.1b-1976). This 
ANSI standard requires that the air 
adjustment of the burner give a good 
flame, that is, a blue flame, rather 
than one with yellow flame tips. The 
standard also requires cooking appli¬ 
ances to pass a combustion test which 
requires that the appliance produce 
essentially no carbon monoxide. 

Since the adjustment of the air to 
the burner can influence the burner’s 
efficiency, it is important that this ad¬ 
justment be representative of typical 
installation practices in the home. 
DOE believes that this can best be 
achieved by requiring that the test be 
conducted by installing the gas burner 
in accordance with the manufacturer’s 
instructions. After reviewing the com¬ 
ment, DOE has agreed that additional 
instructions on proper air adjustment 
would be useful. Therefore, section 
2.2.2.1 of appendix I has been modified 
to require that in addition to using the 
manufacturers installation instruc¬ 
tions, the gas burner must be adjusted 
in every case so as not to result in a 
yellow flame, or a yellow tipped flame. 
This approach is consistent with the 
gas burner adjustment instructions of 
section 2.3.5 of the ANSI standard 
mentioned above. 

DOE does not feel that it is neces¬ 
sary to provide that the appliance, 
after the adjustment of the air to the 
gas burner, comply with the combus¬ 
tion test specified in the ANSI stand¬ 
ard. This is a safety test and would not 
be consistent with usual installation 
practices. 

<b) Heating value of gas. Several 
comments were received which re¬ 
quested that sections 2.2.2.2 and 2.2.2.3 
of appendix I specify the “net” heat¬ 
ing value of the different test gases, 
natural gas and propane, rather than 
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the “gross” heating value. DOE has 
determined, however, that the appro¬ 
priate value to be used In the test pro¬ 
cedures is the “gross” heating value of 
the gas, since the continous flow calor¬ 
imeter measures the “gross” value and 
all values certified on bottled gas rep¬ 
resent “gross” values. 

Concerning the requirement in the 
test procedures for the determination 
of the gross heating value of the natu¬ 
ral gas used for testing, a comment 
was made that this requirement 
should be eliminated and a fixed nomi¬ 
nal gross heating value be assumed for 
all natural gas used for test purposes. 
It was suggested that this fixed nomi¬ 
nal gross heating value for natural gas 
should be 1,000 or 1,025 Btu’s per 
cubic foot. It was further stated that 
few, if any, gas range manufacturers 
have continuous flow calorimeters and 
that the cost of the calorimeter in¬ 
cluding installation is estimated at 
$15,000. One commenter stated that 
laboratory testing performed by the 
American Gas Association (AGA) indi¬ 
cated that the heating value of natu¬ 
ral gas varies only slightly over a sus¬ 
tained period of time. 

To assume reliable test results, DOE 
considers it essential to be able to ac¬ 
curately monitor and thereby control 
the heating value of the natural gas 
used for energy consumption testing. 
If natural gas supplied through the 
distributor network of local utilities 
were used there would be no way of 
knowing the actual heating value or 
the magnitude of any fluctuations 
that occurred during the test. Howev¬ 
er, in lieu of requiring the gases to be 
measured with a standard continuous 
flow calorimeter, the test procedures 
permit the use of bottled gas, if the 
gross heating value of the bottled gas 
is certified to be at least as accurate a 
value as could be obtained with mea¬ 
surements derived from using a stand¬ 
ard continuous flow calorimeter. This 
alleviates the necessity of purchasing 
and installing a standard continuous 
flow calorimeter. 

7. MEASUREMENT OF THE OVEN 
TEMPERATURE FOR CALIBRATION 

(a) Oven cycles. In section 2.4.1 and 
2.4.2 of appendix I of the proposed 
test procedures it was specified that 
for the purpose of calibrating the 
oven’s controls, the temperature of 
the oven should be measured over 
three consecutive cut-off/cut-on cycles 
of the oven thermostat which regu¬ 
lates the oven’s energy source. One of 
the commenters suggested that the 
instructions in the proposed test pro¬ 
cedures were confusing and could be 
interpreted to mean the three cycles 
immediately following the initial cut- 
off/cut-on operation of the oven’s 
energy source. In order to permit 
greater flexibility in the testing, the 
commenter recommended that the 
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test procedures be modified to allow 
measurement of the oven tempera¬ 
ture, on ovens that have “cycling” 
thermostats, during any three correc¬ 
tive cut-off/cut-on cycles following the 
initial cycle. 

NBS laboratory testing of conven¬ 
tional ovens using different sets of 
three consecutive cut-off/cut-on cycles 
did not produce any adverse effects on 
the method of calibrating the oven. 
Therefore, based on NBS testing. DOE 
has amended sections 2.4.1 and 2.4.2 of 
appendix I of the test procedures to 
permit testing over any three consecu¬ 
tive cut-off/cut-on cycles following the 
initial cycle. 

(b) Use of thermocouples. Different 
methods for measuring the oven tem¬ 
peratures of conventional electic ovens 
and conventional gas ovens were speci¬ 
fied in the proposed test procedures. A 
single thermocouple was used to meas¬ 
ure the temperature in an electric 
oven while five thermocouples were 
used to measure the temperature in a 
gas oven. One comment suggested that 
the temperature calibration of the 
electric oven controls would be more 
accurate if five parallel thermocouples 
were used as is the case for gas ovens. 
CU also questioned the use of differ¬ 
ent methods for measuring oven tem¬ 
perature and urged that the same test 
method be used for both conventional 
electric ovens and conventional gas 
ovens. 

A conventional electric oven has a 
relatively small vent and less air move¬ 
ment within the oven compartment 
than a conventional gas oven. There 
is, therefore, less variation in tempera¬ 
ture over a horizontal plane within the 
compartment of an electric oven than 
in the compartment of a gas oven. 
This horizontal plane concept is used 
since it is representative of actual 
cooking on an oven shelf. 

DOE has determined that no change 
is necessary to section 2.4.1 of appen¬ 
dix I regarding the number of thermo¬ 
couples used to measure the tempera¬ 
ture of a conventional electic oven, in 
order to calibrate properly the oven’s 
temperature controls. 

(c) Non-cycling controls. In several 
sections of the test procedures instruc¬ 
tions are given for measuring oven 
temperatures or test block tempera¬ 
tures in terms of the cycling action of 
the oven thermostat. Two commenters 
remarked that no provision has been 
made for measuring the test energy 
consumption of a gas oven equipped 
with a bypass-type thermostat or any 
other modulating control. A bypass- 
type thermostat is one which controls 
the oven temperature by modulating 
the gas flow rather than by cycling on 
and off. 

The objectives of the pertinent sec¬ 
tions of the test procedures are either 
to obtain a thermostat setting which 
will produce a desired average internal 
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oven temperature or to determine the 
energy required by the oven to heat a 
test load to a specified temperature. 
These two objectives may be achieved 
by direct measurement when testing 
an oven which utilizes a modulating 
thermostat to maintain a reasonably 
steady internal temperature. 

In response to this comment, sec¬ 
tions 2.4.1, 2.4.2, 3.1.1, and 3.2.1 of ap¬ 
pendix I have been modified to ex¬ 
plain that interpolation of data from 
“on” and “off” points is not necessary 
for ovens which do not operate in such 
cycles. 

(d) Temperature indicator system for 
measuring oven temperature. One of 
the comments requested that the tem¬ 
perature range for the temperature In¬ 
dicator system for measuring oven 
temperature provided in section 2.9.3.2 
of appendix I be increased. The pro¬ 
posed test procedures specified a range 
of 65° P to 400° P. A review of the oven 
temperature measurements required 
by the test procedures indicates that it 
may be necessary to use an instrument 
which could measure temperatures 
above 400* F. After consultation with 
NBS, DOE has, therefore, increased 
the upper limit of the temperature 
range in section 2.9.3.2 of appendix I 
to 500' F in order to provide an indica¬ 
tor system that would be consistent 
with any necessary measurements in 
the test procedures. 

8. NORMAL NONOPERATING TEMPERATURE 

Several comments were made re¬ 
garding the proposed normal nonoper¬ 
ating temperatures of the appliances 
to be tested. One manufacturer also 
pointed out that the proposed test 
procedures did not specify a method 
for measuring the normal nonopera¬ 
ting temperatures of conventional 
cooking tops. 

NBS and DOE have reexamined sec¬ 
tion 2.6 of appendix I which proposed 
normal nonoperating temperatures for 
kitchen ranges and ovens. As a result, 
DOE has modified section 2.6 and 
added a definition of “normal nonop¬ 
erating temperature” in section 1.5 in 
order to insure that the normal non¬ 
operating temperature of the appli¬ 
ances being tested is achieved before 
any testing is begun. The normal non¬ 
operating temperature is now permit¬ 
ted to be achieved in any manner, as 
long as the temperature of all of the 
areas of the appliance are within 5* F 
of the temperature that that area 
would have attained if the appliance 
had been left in the test room for 24 
hours while not operating. Section 
2.9.3.5 of appendix I has also been 
added in order to specify a method for 
measuring surface temperatures. 

9. TEST BLOCKS 

(a) Black finish on test block for con¬ 
ventional ovens. CU commented on 
the test block finish used for the test¬ 


ing of conventional ovens. Instead of 
using an anodic black coating as the 
test procedures specify, CU suggested 
that leaving the block's natural alumi¬ 
num finish without a coating might 
better simulate the heat absorption 
characteristics of the aluminum or 
stainless steel pans normally used In 
an oven by consumers. CU was also 
concerned that since a black block ab¬ 
sorbs radiant energy better than a 
shiny block, an unfair advantage may 
be given to electric ovens. 

Several studies have been conducted 
to determine what type of test load 
would best simulate foods normally 
cooked in conventional ovens. The re¬ 
sults of one such study are summa¬ 
rized by the AGA Research Report 
No. 1510, entitled “Methods to Deter¬ 
mine the Thermal Efficiency and Esti¬ 
mated Annual Energy Consumption of 
Conventional Gas and Electric 
Ranges.” After experimenting with 10 
different types of test loads, AGA con¬ 
cluded that test results achieved using 
an 8.5 lb. black anodized aluminum 
block, which is the same test block 
proposed in the test procedures, corre¬ 
sponded the closest to the energy con¬ 
sumptions and efficiencies observed in 
the actual cooking of foods in conven¬ 
tional gas and electric ovens. 

Laboratory tests conducted by NBS 
indicate that the energy consumed by 
conventional gas and electric ovens 
when tested with the proposed black 
test block provide results that are 
more representative of actual cooking 
in the home than results from testing 
with a shiny test block. The tests com¬ 
pared the amount of energy consumed 
when testing with shiny aluminum 
test blocks, when testing with black 
test blocks, and when testing with 
food in conventional gas and electric 
ovens both with and without forced 
convection. 

Based on NBS recommendation, 
DOE has determined to retain the use 
of anodic black aluminum test blocks 
for testing conventional ovens. 

Some of the comments also suggest¬ 
ed that the test procedures permit the 
conventional oven test block to be fin¬ 
ished with something other than the 
anodic black coating which incorpo¬ 
rates an inorganic dye as was pro¬ 
posed. One comment indicated that an 
inorganic dye for anodized aluminum 
is not available. Another comment 
suggested that the ability of an anodic 
black test block to absorb radiant 
energy would decrease over time and 
therefore affect the accuracy of the 
testing. Based on NBS' recommenda¬ 
tions. DOE has modified section 2.7.1 
of appendix I to eliminate the require¬ 
ment of incorporating an inorganic 
black dye in the coating of the test 
block. 

Laboratory tests at NBS over a 
period of about 1 year indicate that 
the deterioration of the absorptivity 
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level of the test blocks is not a serious 
problem. However, in recognition of 
the possibility of some deterioration in 
the absorptivity level of a test block 
finished with an anodic black coating. 
DOE has also modified section 2,7.1 to 
permit the use of any finish which has 
the same level of absorptivity as the 
anodic black coating. 

(b) Installation of Thermocouple on 
Test Blocks. It was suggested that the 
method of installing the thermocouple 
to the test block proposed in section 
2.7.2 of appendix I may result in im¬ 
proper installation, which could lead 
to variations in the test results. DOE 
agrees with this comment and has 
modified section 2.7.4 of appendix I to 
permit the manufacturer conducting 
the test to use appropriate means to 
ensure that a positive contact between 
the thermocouple and the test block 
and an adequate sealing of the hole in 
the test block to prevent the entry of 
moisture is achieved. 

(c) Test Blocks for Conventional 
Cooking Tops. One manufacturer re¬ 
quested that the required temperature 
rise of the test block for conventional 
cooking tops be 135° P instead of the 
144* P specified in the proposed test 
procedures. The commenter felt that 
the temperature at the time the 
energy input is reduced (before being 
turned off) should equal the boiling 
point of water, 212° F, in order more 
closely to simulate actual cooking con¬ 
ditions in the home. No data, however, 
was provided to support the proposi¬ 
tion that this would be more repre¬ 
sentative of actual cooking. 

The commenter was also concerned 
that testing with the 6.25-inch diame¬ 
ter test block would unduly penalize 
small glass-ceramic cooking tops by 
producing a lower cooking efficiency 
than would be obtained with the 9- 
inch test block. It was felt that this 
method of testing precludes a valid 
comparison of small electric surface 
units with similar sized gas surface 
units which are tested with the 9-inch 
test block. The commenter recom¬ 
mended that the test procedures re- 
Quire that the large test block (9-inch 
diameter) be used for testing all elec¬ 
tric surface units, as is the case for 
testing all gas surface units. 

The proposed test procedures are de¬ 
signed to measure the cooking effi¬ 
ciency of all electric surface units 
under conditions which would most ac¬ 
curately simulate actual cooking in 
the home. The temperature rise of 
144’ F was selected for inclusion in the 
test procedures by DOE based upon 
NBS’ recommendation that it would 
represent the average temperature 
rise of food being cooked in the home. 
After review of the above comment, 
NBS determined that it is not neces¬ 
sary. as the commenter suggested, 
that the test procedures provide that 
the test block temperature equal the 
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boiling point of water at the time that 
the energy source to the surface unit 
is turned down. Based on this recom¬ 
mendation, DOE has decided not to 
change the temperature rise of 144° P 
as originally proposed. 

In regard to the size of the test 
block, NBS believes that the small test 
block (6.25-inch diameter) more close¬ 
ly approximates the bottom diameter 
of the cooking utensils generally used 
by consumers for cooking on small sur¬ 
face units. Based on NBS’ recommen¬ 
dation, DOE has, therefore, deter¬ 
mined that the small test block is the 
appropriate size to use for testing and 
determining the cooking efficiency of 
small glass-ceramic cooking tops. 

Another manufacturer wanted the 
test procedures to credit the energy 
saving aspects of glass-ceramic cooking 
tops which have a built-in automatic 
thermostatic control and which are 
sold with matching flat-ground cook¬ 
ware. No data was provided by the 
commenter. however, and DOE does 
not have sufficient data at this time 
on the energy saving aspects of these 
features to give any possible credit to 
them in the test procedures. DOE will 
review any reliable data, as it becomes 
available, concerning the consumer 
usage of these glass-ceramic cooking 
tops and any possible energy savings 
derived from their use. 

(d) Initial temperature of the test 
block. One comment suggested that 
the initial test block temperature for 
conventional ovens and conventional 
cooking tops should be referenced to 
the nonoperating temperature of the 
appliance being tested, rather than to 
the ambient room air temperature. 
The comment, however, did not pre¬ 
sent any arguments to justify making 
this change. The proposed test proce¬ 
dures referenced the initial test block 
temperature to the ambient room air 
temperature in order to simulate typi¬ 
cal consumer usage. 

For some of the tests, following this 
suggestion would not^cause a signifi¬ 
cant difference in the test results be¬ 
cause the nonoperating temperature 
would be essentially the same as the 
ambient room air temperature. The 
suggested change would not be appli¬ 
cable for conventional gas ovens with 
continuously burning pilot lights, be¬ 
cause the test block in that case 
should be near room temperature, 
rather than oven temperature, in 
order to simulate actual consumer 
usage. Based on NBS* recommenda¬ 
tion, DOE has determined to retain 
the definition of the initial tempera¬ 
ture of the test block as proposed in 
section 2.7.5 of appendix I. 

CU also commented regarding the 
rate at which the test block is cooled 
to the initial test block temperature. 
They were concerned that if the test 
block was cooled too rapidly between 
tests that the initial temperature read¬ 
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ing would not be representative of the 
temperature of the entire block. It was 
suggested that specifications for the 
thermal equilibrium of the block be 
added to the test procedures to assure 
that all parts of the block are at the 
same temperature before starting any 
test. 

DOE agrees that the test procedures 
should clearly require that the test 
block be in thermal equilibrium before 
starting any test. Therefore, instruc¬ 
tions for assuring thermal equilibrium 
have been added to section 2.7.5 of ap¬ 
pendix L 

(e) Weight of test block. Section 3.3.2 
of appendix I of the proposed test pro¬ 
cedures requires that the actual 
weight of the test blocks be deter¬ 
mined. Since these measurements 
need only be determined once for each 
test block, they have not been includ¬ 
ed in the test measurements in section 
3.2 of appendix I. However. DOE has 
determined that a tolerance should be 
specified for these measurements in 
order to be consistent with other test 
measurements. With regard to this 
issue, NBS has recommended that the 
scale used for weighing the test blocks 
have a maximum error no greater 
than 1 ounce. DOE has accepted this 
recommendation and modified section 
2.9 of appendix I accordingly by 
adding a section 2.9.5. 

10. TEST BEAKERS 

One commenter requested that “bro- 
silicate glass” be required as the mate¬ 
rial to constitute the test beakers for 
the microwave oven tests. Brosilicate 
glass includes pyrex glass and has a 
low coefficient of thermal expansion. 
It is, therefore, less likely to crack as a 
result of the microwave testing. DOE 
has modified section 2.8 of appendix I 
to require that the test beakers be 
made of a thin walled brosilicate glass, 
which is the kind generally used in the 
laboratory. 

11. CONVENTIONAL OVEN TEST METHOD 

(a) Calculation of oven energy con¬ 
sumption. In the proposed test proce¬ 
dures the method for determining the 
amount of energy consumed by the 
oven during the test using the pre¬ 
scribed test blocks is calculated by an 
interpolation formula. The interpola¬ 
tion is based on energy and tempera¬ 
ture measurements taken at different 
cut-off and cut-on points in the cycles 
of the oven’s energy source. Several 
commenters suggested that the 
method of interpolation should be 
based only on data taken at the cut-on 
points. It was claimed that this would 
more accurately measure the actual 
amount of energy required to heat the 
test block, whereas the proposed test 
method would result in measurements 
that were 1.5 to 3 percent too high. 

The commenter presented two hypo¬ 
thetical examples to illustrate that the 
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method of Interpolation in the pro¬ 
posed test procedures would yield er¬ 
roneous results, whereas his new 
method would produce correct results. 
These examples were analyzed by 
NBS. In general, the NBS analysis in¬ 
dicated that although the ovens in the 
examples would have identical effi¬ 
ciencies when tested by this new 
method, ovens under actual use condi¬ 
tions in the home would not be equal¬ 
ly efficient and that this actual differ¬ 
ence in efficiency would be more accu¬ 
rately measured by the DOE method 
in the proposed test procedures. 

The new method proposed by the 
commenter is based on the assump¬ 
tions that an oven’s heating cycle 
begins at the cut-on point of the 
oven’s energy source and ends at the 
following cut-on point, and that the 
amount of energy consumed during a 
portion of such a cycle is determined 
on a prorated basis. This new proce¬ 
dure, which is based on only two data 
collection points, appears to be less 
burdensome to conduct than the pro¬ 
posed DOE test method which is based 
on four data points. This new proce¬ 
dure, however, has two disadvantages. 
First, the oven’s temperature varies 
considerably during the heating cycle 
and is near a minimum at the cut-on 
point. At this point the oven’s tem¬ 
perature is below its average tempera¬ 
ture and the measurement of the 
energy consumption would be too low. 
or lower than it would be if the oven 
were at its average temperature. 
Second, the oven temperature at cut- 
on may vary from one model to an¬ 
other due only to differing thermostat 
characteristics. This would mean that 
the error in the energy consumption 
measurement would depend on the 
thermostat characteristics. Hence, 
energy measurements derived from 
this new method would not accurately 
correspond to values that would be 
achieved during actual consumer 
usage. 

The interpolation procedure pro¬ 
posed in the test procedures was essen¬ 
tially based on the average oven tem¬ 
perature as determined from measure¬ 
ments at both cut-on and cut-off 
points of the oven’s energy source. 
NBS believes that this method will 
provide results that are representative 
of average gven conditions in the 
home. 

In view of the above considerations, 
DOE concurs with the NBS recom¬ 
mendation that the interpolation pro¬ 
cedure in the proposed test procedures 
is a better and more representative 
method for accurately measuring the 
energy cbnsumption of a conventional 
oven without being unduly burden¬ 
some, and has therefore retained this 
method in the test procedures pre¬ 
scribed today. 

(b) Oven modes to be tested, CU 
raised an issue as to which oven modes 
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of operation shoud be tested. The 
comment stated that the test proce¬ 
dure requires the testing of ovens in 
"each baking mode,” but does not 
clearly explain what types of baking 
modes should be included. CU recom¬ 
mends that the test procedure specify 
that all modes of operation including 
"timed baked,” "preheat,” etc., be 
tested. 

The proposed test procedures re¬ 
quire that conventional ovens which 
can be operated either with forced 
convection or without forced convec¬ 
tion shall be tested in both of these 
modes of operation. Sections 3.1.1 and 
4.1.1.1 of appendix I have been modi¬ 
fied to state this requirement more 
clearly. Testing the oven in both of 
these modes is required because the 
different modes may have significant¬ 
ly different cooking efficiencies. 

On the other hand. NBS laboratory 
data indicates that the use of a "pre¬ 
heat” setting, has very little effect on 
the cooking efficiency when it is fol¬ 
lowed by resetting to "bake” after the 
oven has reached operating tempera¬ 
ture. On conventional electric ovens 
the only difference between the "pre¬ 
heat” setting and the "bake” setting is 
in that during preheat both the upper 
and lower resistance heaters are oper¬ 
ated at 240 volts, while during "bake” 
only the lower resistance heater oper¬ 
ates at 240 volts and the upper resis¬ 
tance heater is either not used or oper¬ 
ates at 120 volts (one-fourth power). 

For most conventional electric ovens 
the method of heating is identical for 
"timed bake” and "bake.” However, as 
suggested by CU. there are some con¬ 
ventional electric ovens which use the 
upper resistance heater at 120 volts 
during "bake” but do not use the 
upper resistance heater for "timed 
bake.” For these ovens the difference 
in oven heating wattage is about 20 
percent. Based on laboratory tests at 
NBS of ovens at both 240 and 208 
volts, which involved a difference in 
heating wattage of about 25 percent, 
NBS concluded that any differences in 
the cooking efficiency due to different 
wattages for "bake” and "timed bake” 
are not significant. Based on NBS' rec¬ 
ommendation, DOE does not believe 
that testing in all possible baking 
modes is necessary to achieve accurate 
and representative test results. 

(c) Measurement of pilot light con¬ 
sumption. CU commented that accu¬ 
rate measurement of the gas consump¬ 
tion of pilot lights could be obtained 
in less time than the 24-hour period 
specified in the proposed test proce¬ 
dures. CU suggested that two methods 
for measuring the gas consumption of 
pilot lights be permitted; one involving 
the use of positive displacement gas 
meters (referred to simply as "gas 
meters” in the proposed test proce¬ 
dures), and the other involving the use 
of gas flow meters (not addressed in 


the proposed test procedures). CU 
stated that the adoption of this sug- 
gestion would facilitate testing and 
conserve gas. 

For. positive displacement gas 
meters. CU suggested that rather than 
specifying a fixed minimum time 
period for the measurement, a mini¬ 
mum quantity of gas consumption 
should be specified where this mini¬ 
mum quantity is a function of the res¬ 
olution of the gas meter used for 
making the measurement. It was sug¬ 
gested that a minimum gas consump¬ 
tion of 200 times the resolution of the 
gas meter be specified. 

DOE finds that the adoption of this 
suggestion would reduce the time re¬ 
quired to measure the rate of gas con¬ 
sumption of pilot lights without reduc¬ 
ing the accuracy of the measurement 
appreciably. Using CU’s suggested 
method, it 1s estimated that it would 
require about 1 hour to measure the 
gas consumption rate of a pilot light 
with a gas meter that has a resolution 
of 0.001 cubic foot. Although the 
maximum error associated with taking 
a reading from such a gas meter using 
CU’s suggested method would be 
larger than for the 24-hour duration 
test proposed (0.5 percent for CU’s 
method, compared to approximately 
0.02 percent for the 24-hour test) the 
overall measurement error would still 
be determined primarily by the al¬ 
lowable meter error of 2 percent. 

DOE has adopted CU’s suggestion 
and has changed sections 3.1.1.2 and 
3.1.2.1 of appendix I to specify that 
the duration of the tests shall be suffi¬ 
cient to measure a gas consumption 
which is at least 200 times the resolu¬ 
tion of the gas meter. 

In further consideration of CU’s sug¬ 
gestion, DOE finds that if a gas meter 
with a resolution of 0.01 cubic foot was 
used to measure the gas consumption 
of pilot lights instead of one with a 
resolution of 0.001 cubic foot as stipu¬ 
lated in the proposed test procedures, 
the measurement would require ap¬ 
proximately ten hours to complete. By 
allowing the use of a gas meter with a 
resolution of 0.01 cubic foot, the dura¬ 
tion of the pilot light gas consumption 
measurement would still be signifi¬ 
cantly reduced from the 24-hour dura¬ 
tion measurement specified in the pro¬ 
posed test procedures, but manufac¬ 
turers could secure one gas meter 
which meets the accuracy measure¬ 
ments for measurement of the gas 
consumption of both pilot lights and 
gas burners. 

DOE has. therefore, changed section 
2.9.2 of appendix I to allow the use of 
a gas meter with a resolution of at 
least 0.01 cubic foot for measurement 
of pilot gas consumption. 

CU had a further comment bearing 
on the measurement of the gas con¬ 
sumption of pilot lights to the effect 
that DOE should permit the use of a 
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gas flow meter with a resolution of at 
least 1 percent of the gas consumption 
rate and a maximum error no greater 
than 2 percent, in lieu of the volume 
measuring gas meter specified in the 
proposed test procedures. 

This suggestion has been accepted 
by DOE with the modification that 
the meter error must not exceed 1.5 
percent in order to maintain an overall 
measurement accuracy (meter error 
plus possible reading error) compara¬ 
ble to that required of the positive dis¬ 
placement type gas meter. Section 
2.9.2 of appendix I has been modified 
to allow the use of either a positive 
displacement gas meter or a gas flow 
meter to measure the gas consumption 
of pilot lights. Sections 3.2.1.2 and 
3.2.2.1 of appendix I have been modi¬ 
fied to provide for the measurement of 
the gas flow rate directly when a gas 
flow meter is used and sections 4.1.2.2 
and 4.2.2.2.2 have been modified to 
provide for the direct substitution of 
the gas flow rate measurements into 
the equations for the annual energy 
consumption. 

(d) Representative use of self-clean¬ 
ing operation of conventional oven. In 
the proposed test procedures the 
annual energy consumed for conven¬ 
tional oven self-cleaning operations 
was based upon 11 cleanings per year 
for electric ovens and 7 cleanings per 
year for gas ovens. One manufacturer 
suggested that 7 cleanings per year for 
an electric oven would more accurately 
represent the average annual use of 
this feature. Another commenter sug¬ 
gested that since the conventional 
oven usage is somewhat less in a mi¬ 
crowave/conventional range than in a 
conventional range, the annual self¬ 
cleaning energy consumption for a mi¬ 
crowave/conventional range should be 
less than that for a conventional 
range. 

The number of self-cleaning oper¬ 
ations per year proposed in the test 
procedures are based upon very limit¬ 
ed industry data. DOE will review 
these numbers should more complete 
field data become available. Likewise, 
additional data on conventional ovens, 
when used as a component of a micro¬ 
wave/conventional range may allow a 
better determination of the average 
number of self-cleaning operations 
J^dch best represents consumer usage. 
DOE is not, however, aware of any 
data at this time which would justify 
changing the proposed self-cleaning 
oven usage of 11 times per year for 
electric ovens and 7 times per year for 
gas ovens. 

It was also suggested that the test 
procedures should account for the 
self-cleaning energy consumption of 
cooking appliances consisting of two or 
more self-cleaning ovens. Another 
commenter recommended that the cal¬ 
culation of the self-cleaning energy for 
two or more self-cleaning ovens be 
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based on the same total number of 
self-cleaning operations per year as for 
a single oven. 

The method of calculating the 
annual energy consumption for cook¬ 
ing with multiple conventional ovens 
is based on the premise that the total 
usage of multiple ovens is the same as 
that of a single oven. It follows that if 
the usage is the same, the total 
number of self-cleaning operations 
should be the same. Section 4.1.2.6 of 
appendix I has been changed to pro¬ 
vide for multiple self-cleaning ovens. 
The total self-cleaning energy con¬ 
sumption is now computed as the aver¬ 
age of the separate ovens, which is 
analogous to the computation of cook¬ 
ing energy for multiple ovens. 

12. MICROWAVE OVEN TEST METHOD 

(a) Test load temperature . The pro¬ 
posed test procedures provide that mi¬ 
crowave ovens be tested with test 
loads consisting of water in glass beak¬ 
ers. It was recommended in one com¬ 
ment that the starting water tempera¬ 
ture of the test load should be 
changed from ±4° F of the ambient 
room air temperature as proposed, to 
68° F ±9* F (20° C ±5° C), as specified 
in the international Electrotechnical 
Commission (IEC) standard, IEC-SC- 
59H, 1975, entitled “Methods of Meas¬ 
uring Performance of Microwave 
Cooking Appliances for Household 
and Similar Purposes/' The com¬ 
menter indicated that a temperature 
below room ambient air temperature is 
not inappropriate because foods are 
often taken directly from the refrig¬ 
erator to the microwave oven. 

For a nominal room temperature of 
77* F the proposed initial water tem¬ 
perature would be within the range of 
77* F ±4% which would overlap the al¬ 
lowable range of 59* to 77“ F in the 
above IEC standard by only 4* F. With 
such an overlap of only 4° F it was 
claimed that it would be difficult and 
burdensome to obtain test data which 
would satisfy both the DOE test pro¬ 
cedures and those tests required to be 
conducted in accordance with the 
above IEC standard. 

Any change to the starting water 
temperature naturally affects the 
final water temperature achieved after 
a specified temperature rise. NBS has 
determined from laboratory testing, as 
published in the NBS report, NBSIR- 
77-1387, September 1977, entitled 
“Evaluation of a Test Method for 
Measuring Microwave Oven Cooking 
Efficiency,” that the final test load 
temperature may have a considerable 
effect on the microwave oven cooking 
efficiency. For extreme conditions the 
tolerance in the proposed test proce¬ 
dures would allow a maximum vari¬ 
ation of ±22“ F in the final water tem¬ 
perature. since the final water tem¬ 
perature in the proposed test proce¬ 
dures is determined by three factors: 
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the difference between the initial 
water temperature and the room tem¬ 
perature (±4* F). the ambient room 
air temperature (77“±9“ F). and the 
temperature rise of the water during 
the test (45*±9° F). 

Complying with the commenter’s 
recommendation would reduce the 
above variation in final water tempera¬ 
ture to ±18“ F. NBS recommends that 
this variation be further limited by 
specifying that the initial test load 
temperature be within the range of 68° 
to 77“ F. This would allow the same 
possible overlap between the initial 
water temperature and the ambient 
room air temperature as allowed in 
the proposed IEC test procedure, but 
would limit the maximum variation in 
the final water temperature. NBS feels 
that this temperature range adequate¬ 
ly represents consumer usage. NBS 
recommends against the adoption of 
that portion of the comment which 
suggested a temperature below 68“ F, 
since that particular change to the 
test procedures would seriously de¬ 
grade the accuracy and repeatability 
of the test results by permitting too 
wide a tolerance on the final water 
temperature. 

Based on the recommendation of 
NBS. DOE has specified in section 
2.8.2.1 of appendix I that the initial 
temperature of the test loads be 
within the range of 68“ F to 77“ F. 

(b) Cooking efficiency . In section 
4.4.3 of appendix I, the test procedures 
proposed a method for determining 
the cooking efficiency of the micro- 
wave oven in which the cooking effi¬ 
ciencies for each test load were added 
and divided by 4, the number of test 
loads. One comment recommended 
that the cooking efficiency be deter¬ 
mined instead by dividing the average 
output power derived using the four 
different test loads by the average 
input power for those tests, in order to 
be consistent with the method used in 
the proposed AHAM standard, ER-4- 
MWO, 1977, entitled “Performance 
Evaluation Procedure for Microwave 
Cooking Appliances.” 

Using laboratory test data. NBS 
compared the resulting cooking effi¬ 
ciencies determined according to both 
of the above methods. NBS concluded 
that there was no significant differ¬ 
ence in the resulting cooking efficien¬ 
cy when determined by either the pro¬ 
posed test method or the suggested 
method. Based on NBS' recommenda¬ 
tion, DOE has retained in section 4.4.2 
of appendix I the proposed method for 
determining the microwave oven cook¬ 
ing efficiency. 

(c) Test energy consumption. One 
commenter recommended that the 
starting point for the measurement of 
time, t. and the input energy, E, pro¬ 
posed in section 3.2.3 of appendix I, 
should be after the time when the 
magnetron (which is a type of vacuum 
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tube used to generate power in micro- 
wave ovens) reaches full power output, 
instead of the beginning of the test as 
proposed. The suggested change would 
make the test procedures consistent 
with the procedures in the proposed 
AHAM standard ER-4-MWO, 1977. 
The commenter also claimed that this 
change would have no effect on the 
test results. 

NBS recommends against adopting 
this change since there could be cases 
when the amount of energy used by 
the microwave oven before the magne¬ 
tron reaches full power may be signifi¬ 
cant. 

DOE has, therefore, retained the 
method proposed in section 3.2.3 of ap¬ 
pendix I of measuring the data from 
the time that the microwave oven is 
turned on. This method will produce 
test results that are representative of 
actual consumer use. 

<d) Resolution of the watt-hour 
meter. NBS has determined that the 
accuracy and repeatability of the mi¬ 
crowave oven test results could be sig¬ 
nificantly improved if the watt-hour 
meter used to measure the microwave 
oven energy consumption had a reso¬ 
lution of 0.1 watt-hour, rather than 1 
watt-hour as indicated in section 2.9.1 
of the proposed test procedures. Watt- 
hour meters with a resolution 0.1 watt- 
hour are available at about the same 
cost as watt-hour meters with a resolu¬ 
tion of only 1 watt-hour and their use 
would significantly increase the accu¬ 
racy of the test measurements. DOE 
has determined that the accompany¬ 
ing improvement in accuracy of the 
derived test results outweighs the pos¬ 
sible increase in the test burden. 
Therefore, DOE adopts the suggested 
change by modifying section 2.9.1 of 
appendix L 

13. USAGE FACTORS FOR MICROWAVE/ 
CONVENTIONAL RANGES 

The proposed test procedures pre¬ 
scribed usage factors, K and L, to ac¬ 
count for a reduced usage of the con¬ 
ventional oven and conventional cook¬ 
ing top of a microwave/conventional 
range compared to the usage of the 
conventional oven and cooking top of 
a conventional range. The usage factor 
K was defined as the annual energy 
consumption for cooking of the con¬ 
ventional oven component of a micro¬ 
wave/conventional range divided by 
the annual energy consumption for 
cooking of the conventional oven com¬ 
ponent of a conventional range. The 
usage factor L was defined as the 
annual energy consumption for cook¬ 
ing of the conventional cooking top 
component of a microwave/conven¬ 
tional range divided by the annual 
energy consumption for cooking of the 
conventional cooking top component 
of a conventional range. In the pro¬ 
posed test procedures, K equaled 
0.8196 in section 4.5.1.1 of appendix I 
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and L equaled 0.9076 in section 4.5.1.2 
of appendix I. 

Several commenters expressed con¬ 
cern about the proposed numerical 
values of the usage factors. K and L, 
and recommended different values for 
these usage factors. In the proposed 
test procedures, the total useful cook¬ 
ing energy output of a microwave/con¬ 
ventional range was assumed to be the 
same as that of a conventional range. 
The commenters recommended that in 
the final test procedures the total 
useful cooking energy output of micro¬ 
wave/conventional range should be 
less than that of a conventional range 
in order to be consistent with AHAM 
field data. The commenter also felt 
that this would reflect the proper 
energy savings obtained through the 
use of the microwave oven. This 
AHAM field data, supplied to NBS and 
FEA on August 3, 1976, showed a 14 
percent energy savings for those 
households which had a microwave 
oven and a conventional range as op¬ 
posed to a conventional range alone. 
One manufacturer presented addition¬ 
al data to support his claim that mi¬ 
crowave/conventional ranges save 15 
percent more cooking energy than 
conventional ranges. Both the AHAM 
data and the manufacturer’s data indi¬ 
cated higher cooking efficiencies for 
microwave ovens than for convention¬ 
al cooking tops. This conclusion, how¬ 
ever, is contrary to results obtained 
from NBS laboratory testing. NBS 
conducted tests according to the pro¬ 
posed tests procedures of microwave 
ovens and conventional cooking tops. 
The cooking efficiencies of these prod¬ 
ucts were derived from the NBS test 
results, and NBS concluded that the 
cooking efficiency of a conventional 
cooking top was higher than the cook¬ 
ing efficiency of a microwave oven, 
when tested in accordance with the 
proposed test procedures. NBS has de¬ 
termined that the proposed method 
for measuring the useful cooking 
energy output of microwave ovens and 
conventional cooking tops adequately 
represents consumer cooking in the 
home. 

Another manufacturer submitted 
data based upon a limited field survey 
which monitored households which 
used conventional ranges in conjunc¬ 
tion with microwave ovens. The 
amount of energy consumption was 
measured before and after the addi¬ 
tion of the microwave oven to the 
household. This survey indicated that 
the total average energy savings for 
these households as a result of the ad¬ 
dition of the microwave oven was 3 
percent. The data from this field 
survey indicates that the total useful 
cooking energy output for a micro¬ 
wave/conventional range is less than 
for a conventional range. NBS has de¬ 
termined that the results of this 
survey are the most representative 


consumer usage data available. They 
were derived from an accurate method 
of comparing the effect of the addi¬ 
tion of a microwave oven into the 
home, since the same households with 
and without the microwave oven were 
used for the tests. This minimized any 
possible variations in energy consump¬ 
tions that could have been caused by 
differences in consumer cooking 
habits. NBS has therefore recom¬ 
mended that the usage factors, K and 
L, be changed to conform to the above 
field survey results. 

DOE has adopted the NBS recom¬ 
mendation and has provided usage 
factor K of 0.83 and a usage factor L 
of 0.85 in section 4.5 of appendix I. 
The usage factors have been expressed 
in two significant figures, rather than 
four significant figures as in the pro¬ 
posed test procedures, in order to be 
compatible with the data which has 
been used to generate these usage fac¬ 
tors. Consistent with these changes, 
the value of total annual useful 
energy output for a microwave/con¬ 
ventional range, O rm , in section 4.5 of 
appendix I has been reduced by 4.9 
percent to 808.9 kWh (1,054,000 Btu). 

14. CONVENTIONAL COOKING TOP TEST 
METHOD 

One manufacturer claimed that the 
use of an aluminum test block pro¬ 
posed in the test procedures for test¬ 
ing conventional cooking tops does not 
properly relate to the cooking of food. 
The commenter claimed that the cook¬ 
ing efficiencies of conventional cook¬ 
ing tops would be more accurately 
measured using water in a beaker as 
the test load. The commenter also felt 
that the cooking efficiency obtained 
by using the proposed test block would 
be too high. The data presented by 
the commenter to support this propo¬ 
sition was reviewed by NBS. and deter¬ 
mined not to be representative of 
actual consumer use because of the 
smallness of the test load used and the 
failure to collect any data at reduced 
wattage settings. 

In response to this comment, NBS 
reviewed existing industry data on the 
cooking efficiencies of conventional 
cooking tops when tested with food. 
NBS also conducted laboratory tests 
of conventional cooking tops using the 
proposed aluminum test block and 
using various types of cooking utensils 
with water loads. The results of these 
tests were then compared to the indus¬ 
try data derived when cooking with 
food. 

NBS concluded that testing conven¬ 
tional cooking tops with a test block 
will provide more representative and 
repeatable test results than testing 
with a water test load. Based on the 
NBS recommendation, DOE has re¬ 
tained the use of the aluminum test 
block for testing conventional cooking 
tops in the test procedures prescribed 
today. 
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15. OVEN SIZE CATEGORIES 

All conventional ovens regardless of 
size are treated In the same manner in 
the proposed test procedures. A 
number of manufacturers recommend¬ 
ed that the test procedures provide for 
different oven categories to be deter¬ 
mined on the basis of the size of the 
oven's cooking compartment. The 
commenters were concerned that if a 
minimum standards program should 
be established, the present test proce¬ 
dures could lead to the elimination 
from the marketplace of larger ovens, 
since larger ovens would not appear to 
be as energy efficient, based on the 
test procedures, as the smaller ovens. 
Any attempt to relate the prescription 
of final test procedures to a minimum 
standards program under the Act 
would be premature at this time. DOE 
has also determined that although the 
test procedures provide for only one 
category of ovens, the derived meas¬ 
ures of energy consumption still are 
likely to assist consumers in making 
purchasing decisions. 

16. REPRESENTATIONS REGARDING 
MEASURES 07 ENERGY CONSUMPTION 

Test procedures prescribed under 
section 323 of the Act are intended ul¬ 
timately to be used for labeling under 
section 324 of the Act. for monitoring 
the progress of manufacturers toward 
accomplishing the energy efficiency 
improvement targets under section 325 
of the Act, and for enforcement test¬ 
ing under section 326 of the Act. All of 
these aspects of the appliance pro¬ 
gram have not. however, been imple¬ 
mented. It is quite possible that the 
objectives of appliance testing under 
each of these parts of the program, as 
well as the instructions on how a test 
procedure should be applied (e.g., sam¬ 
pling of production units), may differ. 
DOE, MBS, and PTC are continuing to 
evaluate the appropriate method or 
methods for applying the test proce¬ 
dures In order to comply with the stat¬ 
ute and satisfy all of the different ele¬ 
ments of the appliance program. Thus, 
a generalized test methodology for ap¬ 
plying test procedures is inappropriate 
at this time. 

While all of the various parts of the 
appliance program identified above 
are not in effect at this time, section 
323(c) of the Act provides: 

Effective 90 days after a test procedure 
mie applicable to a covered product is pre- 
*hbed under this section, no manufacturer, 
distributor, retailer or private labeler may 
make any representation— 

(1) In writing (including a representation 
a label), or 

( 2) In any broadcast advertisement, re- 

energy consumption of such 
Product or cost of energy consumed by such 
Product, unless such product has been 
^ted in accordance with such test proce¬ 
dure and such representation fairly dis¬ 
poses the results of such testing. 

In order to implement this statutory 
^ulrement, the sampling require¬ 


ments prescribed today in §430.24<i) 
apply only where a representation is 
made with respect to the energy con¬ 
sumption of kitchen ranges and ovens. 

Section 430.24(i) provides a method 
by which the minimum size of a 
sample of kitchen ranges and ovens is 
to be determined. Representations re¬ 
garding the energy consumption of 
kitchen ranges and ovens must be 
based upon the testing of that sample. 
Under the regulations, the sample will 
have to be of sufficient size to assure 
that, for each representation regard¬ 
ing a measure of energy consumption 
described in §430.22(1), there is a 95 
percent confidence that the true mean 
of such measures of the basic model to 
which the representation applies is 
within 5 percent of the mean of such 
measures of the sample. 

Strict sampling of conventional and 
microwave/conventional ranges could, 
iiV many cases, result In duplicative 
testing. This is because it is likely that 
the conventional cooking tops, conven¬ 
tional ovens, and microwave ovens 
which comprise these products would 
be marketed as distinct products and 
would, therefore, have already been 
tested. In order to avoid re-testing the 
components of conventional and 
mircowave/conventional ranges, 

§ 430.24(1) permits data obtained from 
the testing of the major cooking com¬ 
ponents (conventional cooking tops, 
conventional ovens, and microwave 
ovens) which comprise conventional 
ranges and microwave/conventional 
ranges to be used in making represen¬ 
tations concerning those ranges. 

As discussed above, §430.24<i) has 
been modified to clarify that for pur¬ 
poses of making representations re¬ 
specting the energy consumption of 
kitchen ranges and ovens, convertible 
cooking appliances need only be tested 
using natural gas if the manufacturer 
does not wish to test using both natu¬ 
ral gas and propane. This will ease the 
burden on the manufacturer conduct¬ 
ing the test. In this case, however, the 
manufacturer must utilize the values 
derived for the annual energy con¬ 
sumptions from testing with natural 
gas to determine the appropriate 
measures of energy consumption that 
would represent the LP-gas usage of 
that convertible cooking appliance. 
However, cooking appliances which 
are designed to use only natural gas 
must be tested using natural gas and 
cooking appliances which are designed 
to use only LP-gas must be tested 
using propane gas. Except for these 
modifications, § 430.22(0 prescribed 
today is similar in all respects to the 
section proposed. The comments 
which addressed §430.22(1) found the 
substance of its provisions acceptable 
as proposed. 

Until a labeling rule for kitchen 
ranges and ovens has been implement¬ 
ed pursuant to section 324, manufac¬ 


turers are not required to test, unless 
they choose to make representations 
regarding a measure of energy con¬ 
sumption identified In or based upon 
§430.22(1). It should also be empha¬ 
sized that the test procedures pre¬ 
scribed today apply only to the initial 
rating of a basic model. 

17. PRODUCTS NOT COVERED BY TEST 
PROCEDURES 

One commenter recommended that 
the definition of microwave/conven¬ 
tional range be expanded to include 
the following two products which he 
felt were being excluded from the pro¬ 
posed test procedures: (1)A microwave 
oven in combination with a conven¬ 
tional oven and (2) a microwave oven 
in combination with a conventional 
cooking top. No consumer usage data 
on these products was provided. 

Section 323<aX3) of the Act requires 
that proposed test procedures for 
kitchen ranges and ovens be published 
not later than September 30, 1976. 
Section 323(a)(6) of the Act. however, 
provides that the publication of pro¬ 
posed test procedures for a type of 
covered product (or class thereof) may 
be delayed beyond the required dates 
of publication, if it is determined that 
publication of the proposed test proce¬ 
dures cannot be made within the ap¬ 
plicable time period and notice of such 
determination is published in the Fed¬ 
eral Register. 

In addition to prescribing test proce¬ 
dures today for most classes of "kitch¬ 
en ranges and ovens", DOE gives 
notice of its determination to delay 
further the publication of proposed 
test procedures for any class of the 
type "kitchen ranges and ovens" other 
than conventional ranges, convention¬ 
al cooking tops, conventional ovens, 
microwave ovens, and microwave/con¬ 
ventional ranges. In particular, DOE is 
delaying further the publication of 
proposed test procedures for the fol¬ 
lowing consumer products which are 
relatively new products and, therefore, 
presently represent only a small per¬ 
centage of the market: (1) Cooking 
tops which utilize induction surface 
heating elements; (2) single compart¬ 
ment ovens which are capable of heat¬ 
ing food by means of electric resis¬ 
tance heaters and microwave energy in 
the same compartment; (3) a micro- 
wave oven In combination with a con¬ 
ventional oven; and (4) a microwave 
oven in combination with a conven¬ 
tional cooking top. NBS has deter¬ 
mined that there is not sufficient data 
at this time on the consumer usage of 
these products to develop adequate 
test procedures to measure their 
energy consumption, cooking efficien¬ 
cy or energy factor. DOE will publish 
proposed test procedures for such 
products, as soon as practicable, unless 
it determines that test procedures 
cannot be developed which meet the 
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requirements of section 323(b) of the 
Act and publishes such determination 
in the Federal Register together with 
the reasons therefor. 

18. MISCELLANEOUS 

After careful consideration of all of 
the comments and further consulta¬ 
tion with NBS and FTC, DOE has 
made some editorial and minor techni¬ 
cal changes in the proposed test proce¬ 
dures that were not discussed above 
and incorporated them in the final 
rule prescribed today. 

C. Regulations Prescribed 

i. test procedures 

The test procedures for conventional 
ranges, conventional cooking tops, 
conventional ovens, microwave ovens 
and microwave/conventional ranges 
prescribed today are included in Sub¬ 
part B and are substantially the same 
as those proposed, with the addition of 
the changes discussed above. As with 
the proposed procedures, the test 
methodology incorporates the field 
survey data and the general approach 
of the proposed AHAM Standard Test 
Method for Measuring Energy Con¬ 
sumption of Electric and Gas Ovens 
and Surface Units and Microwave 
Ovens (ER-5-EC) dated August 2, 1976 
and of the proposed AHAM Standard 
Performance Evaluation Procedure for 
Microwave Cooking Appliances (ER-4- 
MWO). The test procedures also incor¬ 
porate the general approach contained 
in the American National Standards 
Institute (ANSI) standard ANS-C71.1- 
1972 for household electric ranges. 
Some provisions for conventional 
ranges, conventional cooking tops and 
conventional ovens contained in the 
ANSI standard ANS-Z21.1-1974 (as 
amended by ANS-Z21.1a-1974 and 
ANS-Z21.lb-1976) for household cook¬ 
ing gas appliances and the Underwrit¬ 
ers Laboratories Incorporated (UL) 
standard UL-858 for household elec¬ 
tric ranges were also incorporated. For 
purposes of DOE’s appliance program, 
the incorporated approaches remain 
applicable as presently written, re¬ 
gardless of any subsequent amend¬ 
ment by the standard setting organiza¬ 
tions until such time as DOE may fur¬ 
ther amend the test procedures. 

Pursuant to section 301 of the DOE 
Act, DOE became responsible for com¬ 
plying with section 32 of the Federal 
Energy Administration Act of 1974 
(FEA Act) (15 U.S.C. 761 et seq.), as 
amended by section 9 of the Federal 
Energy Administration Authorization 
Act of 1977 (Pub. L. 95-70). Under the 
requirements of section 32(c) of the 
FEA Act, the Attorney General and 
the Chairman of the Federal Trade 
Commission must be consulted con¬ 
cerning the impact on competition of 
any rules prescribed by DOE which 
utilize or incorporate any commercial 


standards. DOE has transmitted 
copies of the test procedures for con¬ 
ventional ranges, conventional cooking 
tops, conventional ovens, microwave 
ovens, and microwave/conventional 
ranges, which incorporate the above- 
mentioned commercial standards, to 
the Attorney general and the Chair¬ 
man of the Federal Trade Commission 
for their comments concerning the 
impact of such standards on competi¬ 
tion, in accordance with section 32(c). 
Neither official had any unfavorable 
comments nor did they recommend 
against the incorporation or use of 
these commercial standards in the 
final test procedures for conventional 
ranges, conventional cooking tops, 
conventional ovens, microwave ovens, 
and microwave/conventional ranges. 

2. GENERAL PROVISIONS 

Definitions of “electric range/' “non¬ 
electric range/' and “surface unit/' 
were originally proposed by notice 
issued May 10, 1976 (41 FR 19977. May 
14, 1976). The proposed test proce¬ 
dures withdrew these definitions in 
$430.2 and provided a new definition 
of “surface unit" and added defini¬ 
tions for “DOE," “Secretary," “kitch¬ 
en ranges and ovens" and each of the 
different classes of the type “kitchen 
ranges and ovens." Today’s rulemak¬ 
ing prescribes definitions for “conven¬ 
tional cooking top," “conventional 
oven," “conventional range," “convert¬ 
ible cooking appliance," “DOE," kitch¬ 
en ranges and oven." “LP-gas," “major 
cooking component,” “microwave/con¬ 
ventional range," “microwave oven," 
“Secretary," and “surface unit." The 
definition of the term “basic model" 
for “kitchen ranges and ovens" has 
also been added. Any comments which 
were received regarding these defini¬ 
tions and the Issues which they raised 
have been discussed earlier in this ru¬ 
lemaking. 

3. APPLICATION OF TEST PROCEDURES 

As discussed previously, the final 
test procedures prescribed today must 
be applied before representations re¬ 
garding a measure of energy consump¬ 
tion can be made. Because the pur¬ 
poses and needs of the different ele¬ 
ments of the appliance program (e.g., 
labeling, targets) vary, application of 
the standard test methodology pre¬ 
scribed today may differ in some re¬ 
spects for each program element. It is 
expected that instructions for apply¬ 
ing the standard test methodology to 
these other elements of the appliance 
program will be proposed for comment 
in the near future. 

The requirements of $430.24(1) of 
the final regulations apply until such 
time as the final labeling requirements 
for a particular measure of energy 
consumption and the provision for ap¬ 
plying the associated test procedures 
are prescribed. After that time, any 


representations regarding a measure 
of energy consumption covered by a 
labeling rule must be the same as the 
measure of energy consumption speci¬ 
fied on the label. 

D. Unit Cost of Energy 

Under section 323(b)(2) of the Act, 
FEA was to provide manufacturers 
with information on representative 
average unit costs of energy. This in¬ 
formation was provided by notice 
issued by FEA on July 11, 1977 (42 FR 
36549, July 15, 1977). 

E. Preemption 

Today's rulemaking prescribing final 
test procedures for conventional 
ranges, conventional cooking tops, 
conventional ovens, microwave ovens, 
and microwave/conventional ranges 
supersedes any State regulation to the 
extent required by section 327 of the 
Act. Pursuant to section 327, all State 
regulations which provide for the dis¬ 
closure of information with respect to 
any measure of energy consumption of 
conventional ranges, conventional 
cooking tops, conventional ovens, mi¬ 
crowave ovens, and microwave/con¬ 
ventional ranges, or which provide for 
an energy efficiency standard or simi¬ 
lar requirement regarding the energy 
efficiency or energy use of convention¬ 
al ranges, conventional cooking tops, 
conventional ovens, microwave ovens, 
and microwave/conventional ranges 
must now employ test procedures 
Identical to those specified in todays 
final rule. 

(Energy Policy and Conservation Act, Pub. 
L. 94-163. as amended by Pub. L. 94-385; 
Federal Energy Administation Act of 1974. 
Pub. L. 93-275, as amended by Pub. L. 94- 
385; Department of Energy Organization 
Act, Pub. L 95-91; EO 11790, 39 FR 23185.) 

In consideration of the foregoing, 
Part 430 of Chapter II of Title 10. 
Code of Federal Regulations is amend¬ 
ed as set forth below, effective June 
15. 1978. 

Lssued in Washington, D.C., May 2, 
1978. 

William P. Davis, 
Deputy Director 
of Administration. 

1. Section 430.2 is amended by 
adding paragraph (9) as part of the 
definition of “basic model." and by 
adding In the appropriate alphabetica 
order definitions of “conventional 
cooking top," “conventional oven, 
“conventional range," “convertible 
cooking appliance," "DOE," “kitchen 
ranges and ovens/' "LP-gas," “major 
cooking component," “microwave/ con¬ 
ventional range," “microwave oven, 
“other kitchen ranges and ovens. 
“Secretary," and "surface unit" to 
read as follows: 

$ 430.2 Definitions. 

. . . . • 
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“Basic model" means all units of a 
given type of covered product (or class 
thereof) manufactured by one manu¬ 
facturer and— 

• • • • • 

(9) With respect to kitchen ranges 
and ovens, whose major cooking com¬ 
ponents have the same primary energy 
source, which have electrical charac¬ 
teristics that are essentially identical, 
and which do not have any differing 
physical or functional characteristics 
that affect energy consumption. 

« • • • • 

• Conventional cooking top" means a 
class of kitchen ranges and ovens 
which is a household cooking appli¬ 
ance consisting of a horizontal surface 
containing one or more surface units 
which include either a gas flame or 
electric resistance heating. 

• • • • • 

“Conventional oven" means a class 
of kitchen ranges and ovens which is a 
household cooking appliance consist¬ 
ing of one or more compartments in¬ 
tended for the cooking or heating of 
food by means of either a gas flame or 
electric resistance heating. It does not 
include portable or countertop ovens 
which use electric resistance heating 
for the cooking or heating of food and 
are designed for an electrical supply of 
approximately 120 volts. 

• • • • # 

' Conventional range" means a class 
of kitchen ranges and ovens which is a 
household cooking appliance consist¬ 
ing of a conventional cooking top and 
one or more conventional ovens. 


“Convertible cooking appliance" 
means any kitchen range and oven 
which is a household cooking appli¬ 
ance designed by the manufacturer to 
be changed in service from use with 
natural gas to use with LP-gas, and 
vice versa, by incorporating in the ap¬ 
pliance convertible orifices for the 
main gas burners and a convertible gas 
pressure regulator. 


“DOE" means the Department of 
Energy. 


“Kitchen ranges and ovens" means 
consumer products that are used as 
the major household cooking appli¬ 
ances. They are designed 'to cook or 
heat different types of food by one or 
more of the following sources of heat: 
Jf&s. electricity, or microwave energy. 
Each product may consist of a hori¬ 


zontal cooking top containing one or 
more surface units and/or one or more 
heating compartments. They must be 
one of the following classes: Conven¬ 
tional ranges, conventional cooking 
tops, conventional ovens, microwave 
ovens, microwave/conventional ranges 
and other kitchen ranges and ovens. 


"LP-gas" means liquified petroleum 
gas, and Includes propane, butane, and 
propane/butane mixtures. 

• • * • * 

"Major cooking component" means 
either a conventional cooking top, a 
conventional oven or a microwave 
oven. 

• • • • • 

"Microwave/conventional range" 
means a class of kitchen ranges and 
ovens which is a household cooking 
appliance consisting of a microwave 
oven, a conventional oven, and a con¬ 
ventional cooking top. 

• • • • • 

"Microwave oven" means a class of 
kitchen ranges and ovens which is a 
household cooking appliance consist¬ 
ing of a compartment designed to cook 
or heat food by means of microwave 
energy. 


"Other kitchen ranges and ovens" 
means any class of kitchen ranges and 
ovens other than the conventional 
range, conventional cooking top, con¬ 
ventional oven, microwave oven, and 
microwave/conventional range classes. 

• • • • • 

"Secretary" means the Secretary of 
Energy. 

• • • • • 

"Surface unit" means either a heat¬ 
ing unit mounted in a cooking top. or a 
heating source and its associated 
heated area of the cooking top, on 
which vessels are placed for the cook¬ 
ing or heating of food. 

• • • • • 

2. Section 430.22 is amended by 
adding a paragraph (1), to read as fol¬ 
lows: 

S 430.22 Test procedures for measures of 
energy consumption. 

• • • • » 

(i) Kitchen ranges and ovens. (1) 
The estimated annual operating cost 
for conventional ranges, conventional 
cooking tops, conventional ovens, mi¬ 


crowave ovens, and microwave/con¬ 
ventional ranges shall be the sum of 
the following products: (i) The total 
annual electrical energy consumption 
for any electrical energy usage, in kilo¬ 
watt-hours (kWh’s) per year, times the 
representative average unit cost for 
electricity, in dollars per kWh, as pro¬ 
vided pursuant to section 323(b)(2) of 
the Act; plus (ii) the total annual gas 
energy consumption for any natural 
gas usage, in British thermal units 
(Btu’s) per year, times the representa¬ 
tive average unit cost for natural gas. 
In dollars per Btu, as provided pursu¬ 
ant to section 323(b)(2) of the Act: 
plus (ill) the total annual gas energy 
consumption for any propane usage, in 
Btu’s per year, times the representa¬ 
tive average unit cost for propane, in 
dollars per Btu, as provided pursuant 
to section 323(b)(2) of the Act. The 
total annual energy consumption for 
conventional ranges, conventional 
cooking tops, conventional ovens, mi¬ 
crowave ovens, and microwave/con¬ 
ventional ranges shall be as deter¬ 
mined according to 4.3.1, 4.2.2, 4.1.2.5 
or 4.1.2.6, 4.4.3, and 4.5.1.3, respective¬ 
ly, of appendix I to this subpart. The 
estimated annual operating cost shall 
be rounded off to the nearest dollar 
per year, except for microwave ovens, 
for which the estimated annual oper¬ 
ating cost shall be rounded off to the 
nearest one-quarter of a dollar per 
year. 

(2) The cooking efficiency for con¬ 
ventional cooking tops, conventional 
ovens, and microwave ovens shall be 
the ratio of the cooking energy output 
for the test to the cooking energy 
input for the test, as determined ac¬ 
cording to 4.2.1.3, 4.1.3 and 4.4.2, re¬ 
spectively, of appendix I to this sub- 
part. The final cooking efficiency 
values shall be rounded off to three 
significant digits. 

(3) The cooking efficiency for con¬ 
ventional ranges, and microwave/con¬ 
ventional ranges shall be determined 
according to 4.3.2 and 4.5.2, respective¬ 
ly, of appendix I to this subpart, 
which weights the cooking efficiencies 
of the major cooking components of 
the range. The final cooking efficiency 
values shall be rounded off to three 
significant digits. 

(4) The energy factor for conven¬ 
tional ranges, conventional cooking 
tops, conventional ovens, microwave 
ovens, and microwave/conventional 
ranges shall be the ratio of the annual 
useful cooking energy output to the 
total annual energy input, as deter¬ 
mined according to 4.3.3, 4.2.3, 4.1.4, 
4.4.4 and 4.5.3, respectively, of appen¬ 
dix I to this subpart. The final energy 
factor values shall be rounded off to 
three significant digits. 

(5) There shall be two estimated 
annual operating costs, two cooking ef¬ 
ficiencies, and two energy factors for 
convertible cooking appliances—(i) an 


FEDERAL REGISTER, VOL 43, HO. 91—WEDNESDAY, MAY 10, 1978 





20120 


RULES AND REGULATIONS 


estimated annual operating cost, a 
cooking efficiency and an energy 
factor which represent values for 
those three measures of energy con¬ 
sumption for the operation of the ap¬ 
pliance with natural gas. and (ii) an es¬ 
timated annual operating cost, a cook¬ 
ing efficiency and an energy factor 
which represent values for those three 
measures of energy consumption for 
the operation of the appliance with 
LP-gas. 

(8) The estimated annual operating 
cost for convertible cooking appliances 
which represents natural gas usage, as 
described in paragraph (i)(5)(i) of this 
section, shall be determined according 
to paragraph (i)(l) of this section 
using the total annual gas energy con¬ 
sumption for natural gas times the 
representative average unit cost for 
natural gas. 

(7) The estimated annual operating 
cost for convertible cooking appliances 
which represents LP-gas usage, as de¬ 
scribed in paragraph (i)(5)(ii) of this 
section, shall be determined according 
to paragraph <i)(l) of this section 
using the representative average unit 
cost for propane times the total 
annual energy consumption of the test 
gas, either propane or natural gas. 

(8) The cooking efficiency for con¬ 
vertible cooking appliances which rep¬ 
resents natural gas usage, as described 
in paragraph (i)(5)(i) of this section, 
shall be determined according to para¬ 
graphs <i)(2) and (1X3) of this section 
when the appliance is tested with nat¬ 
ural gas. 

(9) The cooking efficiency for con¬ 
vertible cooking appliances which rep¬ 
resents LP-gas usage, as described in 
paragraph (i)(5)(ii) of this section, 
shall be determined according to para¬ 
graphs (i)(2) and (i><3) of this section, 
when the appliance is tested with 
either natural gas or propane. 

(10) The energy factor for convert¬ 
ible cooking appliances which repre¬ 
sents natural gas usage, as described in 
paragraph (i)(5)(i) of this section, 
shall be determined according to para¬ 
graph (i)(4) of this section when the 
appliance is tested with natural gas. 

(11) The energy factor for convert¬ 
ible cooking appliances which repre¬ 
sents LP-gas usage, as described in 
paragraph (iX5)(ii) of this section, 
shall be determined according to para¬ 
graph (i)(4) of this section when the 
appliance is tested with either natural 
gas or propane. 

(12) Other useful measures of 
energy consumption for conventional 
ranges, conventional cooking tops, 
conventional ovens, microwave ovens 
and microwave/conventional ranges 
shall be those measures of energy con¬ 
sumption which the Secretary deter¬ 
mines are likely to assist consumers in 
making purchasing decisions and 
which are derived from the applica¬ 
tion of appendix I to this subpart. 




3. Section 430.24 is amended by 
adding a paragraph (i) to read as fol¬ 
lows: 

{439.24 Representations regarding meas¬ 
ure* of energy consumption. 


(1) Kitchen ranges and ovens . (1) 
Except as provided in paragraphs (i) 
(6) and (7) of this section, no manufac¬ 
turer, distributor, retailer, or private 
labeler of kitchen ranges and ovens 
may make any representation with re¬ 
spect to, or based upon, a measure or 
measures of energy consumption for 
conventional ranges, conventional 
cooking tops, conventional ovens, mi¬ 
crowave ovens, and micro wave/con- 
ventional ranges described in 
§ 430.22(1) unless a sample of sufficient 
size of each basic model for which 
such representation is made has been 
tested in accordance with applicable 
provisions of this subpart, such that, 
for each such measure of energy con¬ 
sumption, there is at least 95 percent 
confidence that the true mean of such 
measures of the basic model lies 
within ±5 percent of the mean of such 
measures of the sample. 

(2) Any sample selected under this 
paragraph shall be comprised of units 
which are production units, or are rep¬ 
resentative of production units, of the 
basic model being tested. 

(3) A basic model of a convertible 
cooking appliance must be tested with 
natural gas. but may also be tested 
with propane. 

(4) Any basic model of a convention¬ 
al range, conventional cooking top and 
conventional oven which is designed to 
operate using only natural gas as the 
gas energy source must be tested with 
natural gas. 

(5) Any basic model of a convention¬ 
al range, conventional cooking top and 
conventional oven which is designed to 
operate using only LP-gas as the gas 
energy source must be tested with pro¬ 
pane gas. 

(6) With respect to conventional 
ranges and microwave/conventional 
ranges, representations made with re¬ 
spect to, or based upon, measures of 
energy consumption described in 
§ 430.22(i) may be derived from test re¬ 
sults obtained from application of the 
test method of appendix I to this sub¬ 
part to basic models of such conven¬ 
tional cooking tops, conventional 
ovens and microwave ovens which 
comprise the cooking appliance to 
which such representations apply. 

(7) Whenever a rule applicable to 
kitchen ranges and ovens is prescribed 
under section 324 of the Act, §430.24 
(i) shall not apply to any label covered 
by such rule, and all representations 
of any measure of energy consumption 
covered by such rule shall be identical 
to the measure of energy consumption 
specified on the label. 


4. Subpart B of Part 430 is amended 
to add an appendix I, to read as fol¬ 
lows: 

Apptntux T—Uniform Test Mttvob ros 

UnsuKiKc tkz bnam Cowsumphos op 

Conventional Ranuks. Conyextiokal 

Cooking Tops, Conventional Ovens, Mi 

chowave Ovens and Michowavs/Convek. 

tional Ranges 

1. Definitions. 

1.1 “Built-in” means the product is sup¬ 
ported by surrounding cabinetry, walls, or 
other similar structures. 

1.2 “Drop-in” means the product is sup¬ 
ported by horizontal surface cabinetry. 

1.3 “Forced convection” means a mode of 
conventional oven operation In which a fan 
is used to circulate the heated air within the 
oven compartment during cooking. 

1.4 “Freestanding” means the product is 
not supported by surrounding cabinetry, 
walls, or other similar structures. 

1.5 “Normal nonoperating temperature" 
means the temperature of all areas of an of 
an appliance to be tested that is within 5 de¬ 
grees of the temperature that the identical 
areas of the same basic model of the appli¬ 
ance would attain if it remained in the test 
room for 24 hours while not operating with 
all oven doors closed and with any gas pilot 
lights on and adjusted in accordance with 
manufacturer’s Instructions. 

1.6 “Primary energy consumption" 
means either the electrical energy consump¬ 
tion of a conventional electric oven or the 
gas energy consumption of a conventional 
gas oven. 

1.7 “Secondary energy consumption" 
means any electrical energy consumption, 
other than clock energy consumption, of a 
conventional gas oven. 

1.8 “Standard cubic foot of gas” means 
that quantity of gas that occupies 1 cubic 
foot when saturated with water vapor at a 
temperature of 60* F and a pressure of 30 
inches of mercury (density of mercury 
equals 13.595 grams per cubic centimeter). 

1.9 “Thermocouple” means a device con¬ 
sisting of two dissimilar metals which are 
Joined together and, with their associated 
wires, are used to measure temperature by 
means of electromotive force. 

2. Test conditions. 

2.1 Installation. A free standing appll* 
cance shall be Installed with the back direct¬ 
ly against, or as near as passible to, a verti¬ 
cal wall which extends at least 1 foot above 
and on either side of the appliance. There 
shall be no side walls. A drop-in, built-in or 
wall-mounted applicance shall be Installed 
in an enclosure In accordance with the man¬ 
ufacturer’s Instructions. These appliances 
are to be completely assembled with all han¬ 
dles, knobs, guards and the like mounted in 
place. Any electric resistance heaters, gas 
burners, baking racks, and baffles shall be 
in place in accordance with the manufactur 
er’s instructions; however, broiler pans are 
to be removed from the oven’s baking com 
partment. 

Disconnect any electrical clock which uses 
energy continuously. Do not disconnect or 
modify the circuit to any other electrical de¬ 
vices or features, except as indicated in 
2 13. 

2.1.1 Conventional electric ranges, ovens 
and cooking tops and microwave/con pen- 
tional electric ranges. These products shall 
be connected to an electrical supply curemt 
with voltage as specified in 2.2.1 with a 
watt-hour meter installed in the circuit. Tne 
watt-hour meter shall be as described in 
2.9.1.1. 
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2.1.2 Conventional gas ranges, ovens, and 
cooking tops and gas microwave/conven¬ 
tional gas ranges. These products shall be 
connected to a gas supply line with a gas 
meter installed between the supply line and 
the appliance being tested, according to 
manufacturer’s specifications. The gas 
meter shall be as described in 2.9.2. Conven¬ 
tional gas ranges, ovens and cooking tops 
and microwave/conventional gas ranges 
with electrical ignition devices or other elec¬ 
trical components shall be connected to an 
electrical supply circuit of nameplate volt¬ 
age with a watt-hour meter installed in the 
circuit. The watt-hour meter shall be as de¬ 
scribed in 2.9.1.1. 

2.1.3 Microwave ovens. Install the micro- 
wave oven in accordance with the manufac¬ 
turer’s instructions and connect to an elec¬ 
trical supply circuit with voltage as specified 
in section 2.2.1. Disconnect all electrical de¬ 
vices or features, including clocks, which 
draw power when the microwave oven is 
turned off and which are not required for 
the operation of the oven. A watt-hour 
meter shall be installed in the circuit and 
shall be as described in 2.9.I.I. 

2.2 Energy supply. 

2.2.1 Electrical supply. Maintain the elec¬ 
trical supply to the conventional range, con¬ 
ventional cooking top. conventional oven, 
and microwave/conventional range being 
tested at 240/120 volts except that basic 
models rated only at 208/120 volts shall be 
tested at that rating. Maintain the electrical 
supply to a microwave oven at 120 volts and 
at 60 hertz. In every case, maintain the volt¬ 
age within 2 percent of the voltage at which 
the appliance is tested. 

2.2.2 Gas supply. 

2.2.2.1 Gas burner adjustments. Conven¬ 
tional gas ranges, ovens, and cooking tops 
and microwave/conventional gas ranges 
shall be tested with all of the gas burners 
adjusted in accordance with the installation 
or operation instructions provided by the 
manufacturer. In every case, the burner 
must be adjusted with sufficient air flow to 
prevent a yellow flame or a flame with 
yellow tips. 

2.2.2.2 Natural gas. For testing convert¬ 
ible cooking appliances or appliances which 
are designed to operate using only natural 
gas, maintain the natural gas pressure im¬ 
mediately ahead of all controls of the unit 
under test at 7 to 10 Inches of water column. 
The regulator outlet pressure shall be ap¬ 
proximately that recommended by the man¬ 
ufacturer. The natural gas supplied should 
have a heating value of approximately 1,025 
Btu’s per standard cubic foot. The actual 
gross heating value, H„, in Btu's per stand¬ 
ard cubic foot, for the natural gas to be used 
m the test shall be obtained either from 
measurements made by the manufacturer 
conducting the test using a standard con¬ 
tinuous flow calorimeter as described in 
2 9.4 or by the use of bottled natural gas 
whose gross heating value is certified to be 
at least as accurate a value as could be ob¬ 
tained from measurements taken with a 
standard continuous flow calorimeter as de¬ 
scribed in 2.9.4. 

2 2.2.3 Propane. For testing convertible 
cooking appliances with propane or for test- 
a PPliances which are designed to oper¬ 
ate using only LP-gas. maintain the propane 
pressure immediately ahead of all controls 
or the unit under test at 11 to 13 inches of 
C0 * UInil ‘ The regulator outlet pressure 
hvtK ^ approximately that recommended 
sk i manu *acturer. The propane supplied 
oould have a heating value of approxi¬ 
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mately 2.500 Btu’s per standard cubic foot. 
The actual gross heating value, H ot in Btu’s 
per standard cubic foot, for the propane to 
be used in the test shall be obtained either 
from measurements made by the manufac¬ 
turer conducting the test using a standard 
continuous flow calorimeter as described in 

2.9.4 or by the use of bottled propane whose 
gross heating value is certified to be at least 
as accurate a value as could be obtained 
from measurements taken with a standard 
continuous flow calorimeter as described in 
2.9.4. 

2.3 Air circulation. Maintain air circula¬ 
tion in the room sufficient to secure reason¬ 
ably uniform temperature distribution, but 
do not cause a direct draft on the unit 
under test. 

2.4 Setting the conventional oven ther¬ 
mostat 

2.4.1 Conventional electric oven. Install a 
thermocouple approximately in the center 
of the usable baking space. Provide a tem¬ 
perature indicator system for measuring the 
oven’s temperature with an accuracy as in¬ 
dicated in 2.9.3.2. If the oven thermostat 
does not cycle on and off, adjust or deter¬ 
mine the conventional electric oven thermo¬ 
stat setting to provide an average internal 
temperature which is 325*±5* F higher than 
the room ambient air temperature. If the 
oven thermostat operates by cycling on and 
off, adjust or determine the conventional 
electric oven thermostat setting to provide 
an average internal temperature which is 
325°±5* F higher than the room ambient air 
temperature. This shall be done by measur¬ 
ing the maximum and minimum tempera¬ 
tures in any three consecutive cut-off/cut- 
on actions of the electric resistance heaters, 
excluding the initial cut-off/cut-on action, 
by the thermostat after the temperature 
rise of 325*±5* F has been attained by the 
conventional electric oven. Remove the 
thermocouple after the thermostat has been 
set. 

2.4.2 Conventional gas oven. Install five 
parallel-connected weighted thermocouples, 
one located at the center of the convention¬ 
al gas oven's usable baking space and the 
other four equally spaced between the 
center and the comers of the conventional 
gas oven on the diagonals of a horizontal 
plane through the center of the convention¬ 
al gas oven. Each weighted thermocouple 
shall be constructed of a copper disc that is 
1-lnch in diameter and Vi-inch thick. The 
two thermocouple wires shall be located in 
two holes in the disc spaced Vi-inch apart, 
with each hole being located Vi-inch from 
the center of the disc. Both thermocouple 
wires shall be silver-soldered to the copper 
disc. Provide a temperature indicator system 
for measuring the oven’s temperature with 
an accuracy as Indicated in 2.9.3.2. If the 
oven thermostat does not cycle on or off. 
adjust or determine the conventional gas 
oven thermostat setting to provide an aver¬ 
age internal temperature which is 325’±5* F 
higher than the room ambient air tempera¬ 
ture. If the oven thermostat operates by cy¬ 
cling on and off, adjust or determine the 
conventional electric oven thermostat set¬ 
ting to provide an average internal tempera¬ 
ture which is 325*±5* F higher than the 
room ambient air temperature. This shall be 
done by measuring the maximum and mini¬ 
mum temperatures in any three consecutive 
cut-off/cut-on actions of the gas burners, 
excluding the Initial cut-off/cut-on action, 
by the thermostat after the temperature 
rise of 325*±5' F has been attained by the 
conventional gas oven. Remove the thermo¬ 
couples after the thermostat has been set. 
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2.5 Ambient room air temperature. 
During the test, maintain an ambient room 
air temperature, T*. of 77*±9* F as meas¬ 
ured at least 5 feet and not more than 8 feet 
from the nearest surface of the unit under 
test and approximately 3 feet above the 
floor. The temperature shall be measured 
with a thermometer or temperature indicat¬ 
ing system with an accuracy as indicated in 
2.9.3.I. 

2.6 Normal nonoperating temperature. 
All areas of the appliance to be tested shall 
attain the normal nonoperating tempera¬ 
ture, as defined in 1.5, before any testing 
begins. The equipment for measuring the 
applicable normal nonoperating tempera¬ 
ture shall be as described in 2.9.3.1. 2.9.3.2, 
2.9.3.4, and 2.9.3.5, as applicable. 

2.7 Test blocks for conventional oven and 
cooking top. The test blocks shall be made 
of aluminum alloy No. 6061, with a specific 
heat of 0.23 Btu’s/lb-*F and with any 
temper that will give a coefficient of ther¬ 
mal conductivity of 0.37 to 0.41 cal/cm-*C- 
sec. Each block shall have a hole at its top. 
The hole shall be 0.08 inch in diameter and 
0.80 inch deep. The manufacturer conduct¬ 
ing the test may provide other means which 
will ensure that the thermocouple junction 
is installed at this same position and depth. 

The bottom of each block shall be flat to 
within 0.002 inch TIR (total indicator read¬ 
ing). Determine the actual weight of each 
test block with a scale with an accuracy as 
indicated in 2.9.5. 

2.7.1 Conventional oven test block. 
The test block for the conventional 
oven. W lf shall be 6.25±0.05 inch in di¬ 
ameter, approximately 2.8 Inches high 
and shall weigh 8.5±0.1 lbs. The block 
shall be finished with an anodic black 
coating which has a minimum thick¬ 
ness of 0.001 inch or with a finish 
having the equivalent absorptivity. 

2.7.2 Small test block for conven¬ 
tional cooking top. The small test 
block, W», shall be 6.25±0.05 Inches in 
diameter, approximately 2.8 inches 
high and shall weigh 8.5 ±0.1 lbs. 

2.7.3 Large test block for conven¬ 
tional cooking top. The large test 
block for the conventional cooking 
top, W 5 , shall be 9±0.05 inches In di¬ 
ameter, approximately 3.0 inches high 
and shall weigh 19±0.1 lbs. 

2.7.4 Thermocouple installation. In¬ 
stall the thermocouple such that the 
thermocouple junction (where the 
thermocouple contacts the test block) 
is at the bottom of the hole provided 
in the test block and that the thermo¬ 
couple junction makes good thermal 
contact with the aluminum block. If 
the test blocks are to be water cooled 
between tests the thermocouple hole 
should be sealed, or other steps taken, 
to insure that the thermocouple hole 
Is completely dry at the start of the 
next test. Provide a temperature indi¬ 
cator system for measuring the test 
block temperature with an accuracy as 
indicated in 2.9.3.3. 

2.7.5 Initial test block temperature. 
Maintain the initial temperature of 
the test blocks. T b within ±4* P of the 
ambient room air temperature as spec¬ 
ified in 2.5. If the test block has been 
cooled (or heated) to bring it to room 
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temperature, allow the block to stabi¬ 
lize for at least 2 minutes after remov¬ 
al from the cooling (or heating) 
source, before measuring its initial 
temperature. 

2.8 Test beakers. 

2.8.1 Test beaker description. The 
five test beakers shall be made of a 
thin walled borosilicate glass. Two of 
the test beakers shall have an inside 
diameter of approximately 85 millime¬ 
ters (mm). Three of the test beakers 
shall have an inside diameter of ap¬ 
proximately 110 mm. 

2.8.2 Test beaker load. Pill one of 
the 85 ram diameter test beakers with 
275 milliliters (ml)±2.75 ml of distilled 
water containing 1 percent sodium 
chloride (NaCl) by weight. Fill one of 
the 85 mm diameter test beakers with 
500 ml±5.0 ml of distilled water con¬ 
taining 1 percent NaCl by weight. Pill 
each of the 110 mm diameter test 
beakers with 1,000 ml±10.0 ml of dis¬ 
tilled water containing 1 percent NaCl 
by weight. 

2.8.2.1 Test beaker water load tem¬ 
perature. Maintain the initial tempera¬ 
ture of the test beaker water load 
within the range of 68* F to 77* P. The 
temperature shall be measured with a 
thermometer or other equipment with 
an accuracy as indicated in 2.9.3.4. 

2.9 Instrumentation. Perform all 
test measurements using the following 
instruments, as appropriate: 

2.9.1 Electrical Measurements. 

2.9.1.1 Watt-hour meter. The watt- 
hour meter for measuring the electri¬ 
cal energy consumption of convention¬ 
al ovens and cooking tops shall have a 
resolution of at least 1 watt-hour and 
a maximum error no greater than 1.5 
percent of the measured value for any 
demand greater than 100 watts. The 
watt-hour meter for measuring the 
energy consumption of microwave 
ovens shall have a resolution of at 
least 0.1 watt-hour and a maximum 
error no greater than 1.5 percent of 
the measured value. 

2.9.1.2 Wattmeter. The wattmeter 
shall have a resolution of at least 0.2 
watt and a maximum error no greater 
than 5 percent of the measured value 
over the range of 0 to 10 waits. 

2.9.2 Gas Measurements. 

2.9.2.1 Positive displacement 

meters. The gas meter to be used for 
measuring the gas consumed by the 
gas burners of the oven or cocking top 
shall have a resolution of at least 0.01 
cubic foot and a maximum error no 
greater than 1 percent of the meas¬ 
ured value for any demand greater 
than 2.2 cubic feet per hour. If a posi¬ 
tive displacement gas meter is used for 
measuring the gas consumed by the 
pilot lights, it shall have a resolution 
of at least 0.01 cubic foot and have a 
maximum error no greater than 2 per¬ 
cent of the measured value. 

2.9.2.2 Flow meter. If a gas flow 
meter is used for measuring the gas 


consumed by the pilot lights, it shall 
be calibrated to have a maximum 
error no greater than 1.5 percent of 
the measured value and a resolution of 
at least 1 percent of the measured 
value. 

2.9.3 Temperature measurement equip¬ 
ment 

2.9.3.1 Room temperature indicating 
system. The room temperature indicating 
system shall have an error no greater than 
±1* P over the range 65* to 90* P. 

2.9.3.2 Temperature indicator system for 
measuring conventional oven temperature. 
The equipment for measuring the conven¬ 
tional oven temperature shall have an error 
no greater than ±4’ P over the range of 65' 
to 500' P. 

2.9 . 3.3 Temperature indicator system for 
measuring test block temperature. The 
system shall have an error no greater than 
2* P when measuring specific temperatures 
over the range of 65' to 330' P. It shall also 
have an error no greater than 2' P when 
measuring any temperature difference up to 
240* P within the above range. 

2.9.3.4 Microwave oven and test load 
temperatures. The thermometer or other 
equipment used to measure the microwave 
oven temperature and its test load tempera¬ 
ture shall have an error no greater than 1‘ 
F over the range of 65' to 140* P. 

2.9 . 3 . 5 Temperature indicator system for 
measuring surface temperatures. The tem¬ 
peratures of an external surface of an appli¬ 
ance shall be measured by means of a ther¬ 
mocouple in firm contact with the surface. 
The temperature indicating system shall 
have an error no greater than ±1* P over 
the range 65* to 90' P. 

2.9.4 Standard continuous flow calori¬ 
meter. The calorimeter shall have an operat¬ 
ing range of 750 to 3,500 Btu’s per cubic 
foot. The maximum error of the basic calor¬ 
imeter shall be no greater than 0.2 percent 
of the gross heating value of the gas used in 
the test. The indicator readout shall have a 
maximum error no greater than 0.5 percent 
of the measured value within the above op¬ 
erating range and a resolution of 0.2 percent 
or less of the full scale reading of the indica¬ 
tor instrument. 

2.9.5 Scale. The scale used for weighing 
the test blocks shall have a maximum error 
no greater than one ounce. 

3. Test methods and measurements. 

3.1 Test methods. 

3.1.1 Conventional oven. Perform a test 
by establishing the testing conditions set 
forth in 2 of this appendix, and adjust any 
pilot lights of a conventional gas oven in ac¬ 
cordance with the manufacturer s instruc¬ 
tions and turn off the gas flow to the con¬ 
ventional rooking top, If so equipped. 

Before beginning the test, the convention¬ 
al oven shall be at its normal nonoperating 
temperature as defined in 1.5 and described 
in 2 6. Set the conventional oven test block 
W, approximately in the center of the 
usable baking space. If there Is a selector 
switch for selecting the mode of operation 
of the oven, set for normal baking. If an 
oven permits baking by either forced con¬ 
vention usfng a fan, or without forced con¬ 
vection, the oven is to be tested in each of 
those two modes. If the oven thermostat 
does not cycle on and off, adjust or deter¬ 
mine the conventional electric oven thermo¬ 
stat setting to provide an average Internal 
temperature which Is 325* ±5* P higher 
than the room ambient air temperature. If 
the oven thermostat operates by cycling on 


and off. adjust or determine the convention- I 1 
al electric oven thermostat setting to pro- 1 1 
vide an average internal temperature which II 
is 325* ±5' of higher than the room ambient 1 1 
air temperature. If the oven thermostat op- | 
erates by cycling on and off, the oven shall II 
remain on for at least one complete thermo- || 
stat "cut-off/cut-on” of the electrical rests- |§ 
tance heaters or gas burners after the test || 
block temperature has increased 234* F || 
above its initial temperature. I 

3.1.1.1 Self-cleaning operation of a con - || 

ventional oven. Perform a test by establish- || 
lng the test conditions set forth in 2 of this || 
appendix. Adjust any pilot lights of a con- || 
ventional gas oven in accordance with the || 
manufacturer’s instructions and turn off || 
the gas flow to the conventional cooking || 
top. The temperature of the conventional || 
oven shall be its normal nonoperating tem- I 
perature as defined In 1.5 and described in || 
2.6. Then set the conventional oven's self- I 
cleaning process In accordance with the || 
manufacturer's instructions. If the self- 1 1 
cleaning process is adjustable, use the aver- I 
age time recommended by the manufacturer | 
for a moderately soiled oven. I 

3.1.1.2 Continuously burning pilot lights II 

of a conventional gas oven. Perform a test || 
by establishing the test conditions set forth I 
in 2 of this appendix. Adjust any pilot lights I 
of a conventional gas oven in accordance I 
with the manufacturer’s instructions and I 
turn off the gas flow to the conventional I 
cooking top. If a positive displacement gas I 
meter is used the test duration shall be suf- I 
ficient to measure a gas consumption which 1 
is at least 200 times the resolution of the I 
gas meter. I 

3.1.2 Conventional cooking top. Perform 1 

a test by establishing the test conditions set 1 
forthin 2 of this Appendix. Adjust any pilot I 
lights of a conventional gas cooking top in I 
accordance with the manufacturer’s instruc- II 
tions and turn off the gas flow to the con- I 
ventional oven(s), if so equipped. The tem* | 
perature of the conventional cooking top I 
shall be its normal nonoperating tempera- 1 
ture as defined in 1.5 and described in 2.8. ■ 

Set the test block in the center of the sur* I 
face unit under test. The small test block, ■ 
Wj, shall he used on electric surface units of I 
7 inches or less in diameter. The large test I 
block. W,. shall be used on electric surface | 
units over 7 inches in diameter and on all I 
gas surface units. Turn on the surface unit I 
under test and set its energy input rate to 1 
the maximum setting (100 percent). When I 
the test block reaches 144*F above its initial I 
test block temperature, Immediately reduce 1 
the energy input rate to 25±5 percent of I 
the maximum energy input rate. After I 
15±0.1 minutes at the reduced energy set- g 
ting, turn off the surface unit under test. | 

3.1.2.1 Continuously burning pilct lights | 
of a conventional gas cooking top. Perform g 
a test by establishing the test conditions set I 
forth in 2 of this Appendix. Adjust any phot I 
lights of a conventional gas cooking top in I 
accordance with the manufacturer’s Instruc- 1 
tions and turn off the gas flow to the con- | 
ventional oven(s). If a positive displacement | 
gas meter is used the test duration shall be | 
sufficient to measure a gas consumption g 
which is at least 200 times the resolution oi I 
the gas meter. I 

3.1.3 Aficrowat>e oven. Perform the tests g 
by establishing the testing conditions set g 
forth In 2 of this Appendix. Four tests are g 
to be conducted with the water test loads in | 
the following sequence: 2.000 ml. 1.000 mi. | 
500 ml and 275 ml. For each test, place ne I 
appropriate test beaker(s) containing tn I 
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I water load specified in 2.8.2 in approximate* 
I ly the center of the load carrying surface of 
I the oven, and operate the microwave oven 
I n its maximum microwave power setting 
I until the temperature of the water load has 
been raised 45 ±9* P. Allow one minute for 
changing the test load beakers between 
each of the tests. 

For the 2.000 ml test, set the two test 
beakers, each containing 1,000 ml of the 
specified water load, side by side, in the ap¬ 
proximate center of the oven. 

3.2 Test measurements, 

3.2.1 Conventional oven test energy con¬ 
sumption. If the oven thermostat is a type 
which controls the oven temperature with- 
I out cycling on and off. measure the energy 
consumed, E.. when the temperature of the 
block reaches T c (T. is 234* P above the ini¬ 
tial block temperature, T t ). If the oven ther¬ 
mostat operates by cycling on and off, make 
the following series of measurements: Meas¬ 
ure the block temperature, T A , and the 
energy consumed* E A , at the end of the last 
"ON" period of the conventional oven 
before the block reaches T 0 . Measure the 
block temperature. T B . and the energy con¬ 
sumed, E„. at the beginning of the next 
"ON" period. Measure the block tempera¬ 
ture, T c , and the energy consumed, E c . at 
the end of that “ON” period. Measure the 
block temperature. T D . and the energy con¬ 
sumed, E d , at the beginning of the following 
“ON" period. Energy measurements for E A , 
E*. E c and E„ should be expressed in watt- 
hours for conventional electric ovens or 
standard cubic feet of gas for conventional 
gas ovens. For a gas oven measure in watt- 
hours any electrical energy, Ek>. consumed 
by an ignition device or other electrical com¬ 
ponents required for the operation of a con¬ 
ventional gas oven while heating the test 
block to T 0 . 

3.2.1.1 Energy consumption of self-clean¬ 
ing operation. Measure the self-cleaning 
conventional electric or gas oven energy 
consumption, E t , specified as the number of 
watt-hours of electrical energy or standard 
cubic feet of gas, respectively, consumed 
aunng the self-cleaning test set forth in 
3.1.1.1. For a gas oven also measure in watt- 
hours any electrical energy, E», consumed 
°y an Ignition device or other electrical com- 
test entS required during the self-cleaning 

3.2.1.2 Gas consumption of continuously 
miming pilot lights. Measure the gas con¬ 
sumption of the pilot lights. P 0 . In standard 
cubic feet of gas and the test duration. L 0 . 
m hours for the test set forth in 3.1.1.2. If a 
gas flow meter is used, measure the flow 
rate> * n standard cubic feet per hour. 

3 2.1.3 Clock power. If the conventional 
oven, conventional range, or microwave/ 
conventional range Includes an electric 
ciock which is on continuously, and the 
Power rating in watts of this feature is not 
watts measiire the clock power, Po., in 

3.2.2 Conventional surface unit test 
cncj-pj/ consumption. For the surface unit 

huer test, measure the energy consump- 
in standard cubic feet of gas or 
att-hours of electricity, respectively, and 
IS?* 6 ®* bloc k temperature, Ter, at the end 
iml ne , minut6 (reduced Input setting) test 
*"al for the test specified in 3.1.2 and 
unrt taI time ' Tt> 111 hours * tha * the unit is 
aer test. Measure any electrical energy, 
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E, c . consumed by an ignition device of a gas 
heating element in watt-hours. 

3.2.2.1 Gas consumption of continuously 
burning pilot lights. If the conventional gas 
cooking top under test has one or more con¬ 
tinuously burning pilot lights, measure the 
gas consumed during the test by the pilot 
lights, P c . in standard cubic feet of gas. and 
the test duration. !<*, In hours as specified in 
3.1.2.1. If a gas flow meter is used, measure 
the flow rate, P, in standard cubic feet per 
hour. 

3.2.3 Microwave oven test energy con¬ 
sumption. Measure the initial. T,. and final, 
T r , temperatures, in degrees Fahrenheit 
CP), of the water test load for the 2,000 ml. 
1,000 ml. 500 ml and 275 ml tests. The final 
temperature. T r , shall be measured after the 
test load has been stirred to Insure uniform 
temperature distribution. Measure the 
elapsed time, t. in seconds, until the tem¬ 
perature rise of the water load Is 45 ±9* F. 

Measure for each test specified in 3.1.3 the 
electical input energy, E M , in watt-hours 
consumed by the microwave oven during the 
elapsed time, t. 

3.3 Recorded values. 

3.3.1 Record the test room temperature, 
T r , at the start and end of each test. 

3.3.2 Record measured test block weights 
W,. W,. and W, In pounds. 

3.3.3 Record the initial temperature, T|, 
of the test block under test. 

3.3.4 For a conventional oven with a 
thermostat which operates by cycling on 
and off, record the conventional oven test 
measurements T A . E A . T®, E». T c . Ec. To, and 
Et>. If the thermostat controls the oven tem¬ 
perature without cycling on and off, record 
Eo. For a gas oven which also uses electrical 
energy for the ignition or operation of the 
oven, also record Ek>- 

3.3.5 Record the measured energy con¬ 
sumption. E,. and for a gas oven, any electri¬ 
cal energy. E», for the test of the self-clean¬ 
ing operation of a conventional oven. 

3.3.8 Record the gas flow rate, P* or the 
gas consumption, P 0 , and the elapsed time. 
K. that any continuously burning pilot 
lights of a conventional oven are under test. 

3.3.7 Record the clock power measure¬ 
ment or rating, Po, in watts. 

3.3.8 For the surface unit under test, 
record the energy consumption. Ecr. the 
final test block temperature, Tct. the total 
test time, Tr. For a gas cooking top which 
uses electrical energy for Ignition of the 
burners, also record E, c . 

3.3.9 Record the gas flow rate, P; or the 
gas consumption, P c , and the elapsed time, 
Lc. that any continuously burning pilot 
lights of a conventional cooking top are 
under test. 

3.3.10 Record the heating value, H„, as 
determined in 2.2.2.2 for the natural gas 
supply. 

3.3.11 Record the heating value. Hp. as 
determined in 2.2.2.3 for the propane 
supply. 

3.3.12 Record the electrical input energy, 
Em. the elapsed time, t, and initial, T,. and 
final, T r . temperature of the water load for 
each microwave oven test. 

4. Calculation of derived results from test 
measurements. 

4.1 Conventional oven. 

4.1.1 Test energy consumption. For a con¬ 
ventional oven with a thermostat which op¬ 
erates by cycling on and off calculate the 
test energy consumption, Eo, corresponding 
to T 0 with the aid of the figure in 5 of this 
Appendix, expressed in watt-hours for elec- 


20123 

trie ovens and in Btu's for gas ovens, and de¬ 
fined as: 



and. 


a 

for electric 

ovens. 

e 0 - * “> 


k - \b w*c - 

E \x H 
ab; 



1 ? 

o 

1 

to 



for gas ovtm 


where: 

H=either H„ or Hp, the heating value of 
the gas used in the test as specified in 

2.2.2.2 and 2.2.2.3. expressed in Btu's per 
standard cubic foot. 


T q = 234°F plus the initial 
test block temperature 

t ab 3 t a + t b 


t cd = t c + t d 


e ab - e a + e b 


e cd * E c + V 


where: 

T a =block temperature at the end of the 
last “ON" period of the conventional 
oven before the test block reaches T 0 , 

E A =* volume of gas consumed In standard 
cubic feet at the end of the last “ON" 
period before the test block reaches T 

T„=block temperature at the beginning of 
the “ON" period following the measure¬ 
ment of T a . 

E®=volume of gas consumed in standard 
cubic feet of gas at the beginning of the 
“ON” period following the measurement 
T a . 

T c =block temperature at the end of the 
“ON" period which starts with T B . 

Ec=volume of gas consumed in standard 
cubic feet of gas at the end of the “ON" 
period which starts with T t . 

To=block temperature at the beginning of 
the “ON" period which follows the mea¬ 
surement of T c . 

E 0 =volume of gas consumed in standard 
cubic feet of gas at the beginning of the 
“ON" period which follows the measure¬ 
ment of Tc. 

4.1.1.1 Av>erage test energy consumption. 
If the conventional oven can be operated 
with or without forced convection, deter- 
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mine the average test energy consumption, 
E 0 and Ek>, using the following equations: 

E 0 - (E q ) 1 + (E o ) 2 

2 

E IO - ( E i 0 >! + (B 10 ) 2 

2 


where: 

(E*)*=Test energy consumption In 
each baking mode as measured In 3.2.1 
or as calculated in 4.1.1. 

<Eio>i. (E lo )«=electrical energy consump¬ 
tion of a gas oven in each baking mode 
as measured in 3.2.1. 

4.1.2 Conventional oven annual energy 
consumption. 

4.1.2.1. Annual cooking energy consump¬ 
tion. 

4.1.2.1.1. Annual primary energy con¬ 
sumption. Calculate the annual primary 
energy consumption for cooking. Eco. ex¬ 
pressed in kilowatt-hours for electric ovens 
and in Btu's for gas ovens, and defined as: 


E 

CO 


E x 
0 


x 0 
_ o 

x T 


for elwctnc ovtni, 


where: 

Eo=test energy consumption as calculated 
in 4.1.1 of 4.1.1.1. 

H* = 3.412 Btu's/Wh, conversion factor of 
watt-hours to Btu’s. 

0 0 =47.09 kWh’s, annual useful cooking 
energy output of conventional electric 
oven. 

W, = measured weight ef test block in 
pounds. 

Cr=0.23 Btu/lb-'F. specific heat of test 
block, 
or. 

T—234’F, temperature rise of test block. 


r 

“CC 



x T 


for gas ovens, 


where: 

Eo=test energy consumption as measured 
in 3.2.1. or as calculated in 4.1.1 or 

4.1.1.1. 

O g = 160.700 Btu’s. annual useful cooking 
energy output of conventional gas oven. 

W,C F and T are the same as defined above. 

4.1.2.1.2 Annual secondary energy con¬ 
sumption for cooking of gas ovens. Calcu¬ 
late the annual secondary energy consump¬ 
tion for cooking. E*>. expressed in kilowatt- 
hours and defined as: 


* E x H x 0 
SO io_ E Q 

W, x C x T 
1 P 


where: 

Ei#»electrical test energy ac¬ 

cording to 3.2.1 or as calculated in 

4.1.1.1. 

O 0 =47.09 kWh’8. annual useful cooking 
energy output. 


Hc.Wi.Cr. and T are as defined in 4.1.2.1.1. 

4.1.2.2 Annual energy consumption of 
any continuously burning pilot lights. Cal¬ 
culate the annual energy consumption of 
any continuously burning pilot lights, Epo. 
expressed in Btu’s and defined as: 

Epo=Pg X H X (A-B). 


where: 


P 


R 


= pilot flow rate in standard cubic feet per 
hour where P 0 and I* are defined below. 

P 0 =Standard cubic feet of gas consumed 
by any continuously burning pilot lights 
as determined in 3.2.1.2. 

H=H, or Hp.the heating value of the gas 
used in the test as specified in 2 2.2.2 
and 2.2.2.3 in Btu’s per standard cubic 
foot. 

Lo=elapsed test time In hours for any con¬ 
tinuously burning pilot lights tested. 

A=8,760. number of hours in a year. 

B=300, number of hours any continuously 
burning pilot lights contribute to the 
heating of an oven for cooking food. 

4.1.2.3 Annual conventional oven self¬ 
cleaning energy. 

4.1.2.3.1 Annual primary energy con¬ 
sumption. Calculate the annual primary 
energy consumption for conventional oven 
self-cleaning operations. Esc. expressed in 
kilowatt-hours for electric ovens and in 
Btu's for gas ovens, and defined as: 

Esc=E s x S, x C, for electric ovens, 
where: 

E*=energy consumption in watt-hours as 
measured in 3.2.I.I. 

8, = 11, average number of times a self¬ 
cleaning operation of a conventional 
electric oven is used per year. 

C=.001 kW/W conversion factor of watts 
to kilowatts, 
or 

E*t = E, x H x S„ for gas ovens, 
where: 

E s =gas consumption in standard cubic 
feet per oven tested according to 3.2.1.1. 

H = H„ or Hp, the heating value of the gas 
used in the test as specified in 2.2.2.2 
and 2.2.2.3 in Btu’s per standard cubic 
foot. 

8,=7, average number of times a self¬ 
cleaning operation of a conventional gas 
oven is used per year. 

4.1.2.3.2 Annual secondary energy con¬ 
sumption for self-cleaning operation of gas 
ovens. Calculate the annual secondary 
energy consumption for self-cleaning oper¬ 
ations of a gas oven. Em. expressed in kilo¬ 
watt-hours and defined as: 

Eti = EuixS g xC, 

where: 

E n =electrical energy consumed during 
the self-cleaning operation of a conven¬ 
tional gas oven, as measured in 3.2.1.1. 

S g and C are the same as defined in 

4.1.2.3.1. 

4.1.2.4 Annual clock energy consumption. 
Calculate the annual energy consumption of 
any constantly operating electric clock. Ecu 
expressed in kilowatt-hours and defined as: 

Eci=PaXH|, 

where: 


Pa. =Power rating, in watts, of clock which 
is on continuously. 

K*=8.76, thousands of hours in a year. 

4.1.2.5 Total annual energy consumption 
of a single conventional oven. 

4.1.2.5.1 Electric oven energy consump¬ 
tion. Calculate the total annual energy con¬ 
sumption of a conventional electric oven, 
Eao, expressed in kilowatt-hours and defined 
as: 


Eao = Eco + E*c -f Ecx. 


where: 

Eco =annual cooking energy consumption 
as determined in 4.I.2.I.I. 

=annual self-cleaning energy consump¬ 
tion as determined in 4.I.2.3.I. 

Ecl= annual clock energy consumption as 
determined in 4.I.2.4. 

4.1.2.5 2 Conventional gas oven energy 
consumption. Calculate the total annual gas 
energy consumption of a conventional gas 
oven, E AO c. expressed in Btu’s and defined 
as: 


E AO G=Eco+En,^E sc . 


where: 

Eco=annual primary cooking energy con¬ 
sumption as determined in 4.1.2.1.1. 

Ero=annual pilot energy consumption as 
determined in 4.1.2.2. 

E«:=annual primary self-cleaning energy 
consumption as determined in 4.1.2.3.1. 

If the conventional gas oven uses electri¬ 
cal energy, calculate the total annual elec¬ 
trical energy consumption. Eaok. expressed 
in kilowatt-hours, and defined as: 


E AO «=E BO +E M + E cu , 


where: 

E*>= annual secondary cooking energy 
consumption as determined in 4.1.2.1.2. 

Ess=annual secondary self-cleaning 
energy consumption as determined in 

4.1.2.3.2. 

Ecl - annual clock energy consumption as 
determined in 4.1.2.4. 

The total annual energy consumption of a 
conventional gas oven. is comprised of 
E aoo , expressed in Btu’s and E AOR . expressed 
in kilowatt-hours, as computed above. 

4.I.2.6. Total annual energy consumption 
of multiple conventional ovens. If the cook¬ 
ing appliance includes more than one con¬ 
ventional oven calculate the total aiinual 
energy consumption of the conventional 
ovens using the following equations: 

4.1.2.6.1 Conventional electric ovens 
energy consumption. Calculate the total 
annua] energy consumption, En>. in 
watt-hours and defined as: 


Ero = Eaco 4 E\ic -f Ea.. 


where: 


n 

e ACO ■ I E (Eco^i' 
n i=l 
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average annual primary energy consump¬ 
tion for cooking, where: 
n=number of conventional ovens in the 
basic model. 

«. annual primary energy consumption 
for cooking as determined in 4.I.2.I.I. 


ASC 


i £ lE sc >i, 

n i»l 


average annual self-cleaning energy con¬ 
sumption, where: 

number of self-cleaning conventional 
ovens in the basic model. 

Esc=self-cleaning energy consumption as 
determined according to 4.1.2.3.1. 

Ecl= clock energy consumption as deter¬ 
mined according to 4.1.2.4. 

4.1.2.6.2 Comyentional gas ovens energy 
consumption. Calculate the total annual gas 
energy consumption, Eroc. in Btu’s and 
define as: 

Eroo® Eaoo + Eabc + Etfo. 


where: 

E*co=average annual primary energy con¬ 
sumption in Btu’s as defined in 4.I.2.6.I. 
E*sc=average annual self-cleaning energy 
consumption in Btu’s as defined in 

41.2.6.1. 


e T po * ^ „ ( e po* i' 

i*l 

total annual energy consumption of any 
pilot lights, where: 

E ro =annual energy consumption of any 
continuously burning pilot lights deter¬ 
mined according to 4.1.2.2. 

number of pilot lights in the basic 
model. 

If the ovens also use electrical energy cal¬ 
culate the total annual electrical energy 
consumption, E™. in kilowatt-hours and de¬ 
fined as: 


Eto*=Easo + Ea** + Ecl* 

where: 

n 

e ASO * i 5Z ( E SO^i' 
n 1*1 

average annual secondary energy consump¬ 
tion for cooking, where: 

number of conventional ovens in the 
basic model. 

E»o=annual secondary energy consump¬ 
tion for cooking as determined in 

4.1.2.1.2. 


E ASS E < E SS>i' 

n i*l 

average annual secondary self-cleaning 
energy consumption, where: 
n=number of self-cleaning ovens in the 

basic model. 

Em ^annual secondary self-cleaning 
energy consumption as determined in 

4.I.2.3.2. 

Eo.=annual clock energy consumption as 
determined in 4.1.2.4. 

The total annual energy consumption of 
multiple gas ovens, E™, is comprised of Ero« 
expressed in Btu’s, and Et<* expressed in 
kilowatt-hours, as computed above. 

4.1.3 Conventional oven cooking efficien¬ 

cy. 

4.1.3.1 Single conventional oven. Calcu¬ 
late the conventional oven cooking efficien¬ 
cy, Eff^ using the following equations: 


For electric ovens: 

Eff AO " W 1 X C P X T ' 
E 0 * h E 
For gas ovens: 

Eff AQ « W 1 x C p x T 

E 0 + * E I0 x h E> 


where: 

W, = measured weight of test block in 
pounds. 

Cp=0.23 Btu/lb-" F. specific heat of test 
block. 

T=234* F, temperature rise of test block. 

Eo=test energy consumption as measured 
in 3.2.1 or calculated In 4.1.1 or 4.1.1.1. 

H R = 3.412 Btu's/Wh. conversion factor for 
watt-hours to Btu’s. 

E,.=electrical test energy consumption ac¬ 
cording to 3.2.1 or as calculated in 

4.1.1.1. 

4.1.3.2 Multiple conventional ovens. If 
(he cooking appliance includes more than 
one conventional oven, calculate the cook¬ 
ing efficiency for all of the conventional 
ovens in the appliance, Eff^ using the fol¬ 
lowing equation: 



where: 

n=number of conventional ovens in the 
cooking appliance. 

Eff^=cooking efficiency of each oven de¬ 
termined according to 4.I.3.I. 

4.1.4 Conventional oven energy factor. 

4.1.4.1 Single conventional oven. Calcu¬ 
late the energy factor, or the ratio of useful 
cooking energy output to the total energy 
input. Ro, using the following equations: 

For electric ovens. 



where: 

0**47.09 kWh’s per year, annual useful 
cooking energy output. 

E ao =total annual energy consumption as 
determined in 4.1.2.5.1. 

For gas ovens. 


O 

o 


AOG 


(E x H ) 
AOE e 


where: 

0**160.700 Btu’s per year, annual useful 
cooking energy output. 

E AO g= total annual gas energy consump¬ 
tion as determined in 4.1.2.5.2. 

E ao «=total annual electrical energy con¬ 
sumption as determined in 4.1.2.5.2. 

H«=3,412 Btu’s/kWh, conversion factor 
for kilowatt-hours to Btu’s. 

4.1.4.2 Multiple conventional ovens. If 
the cooking appliance includes more than 
one conventional oven, calculate the energy 
factor for all of the ovens, Rro. using the fol¬ 
lowing equations: 

For electric ovens. 


R 


TO 



9 


where: 

O u =47.09 kWh’s per year, annual useful 
cooking energy output. 

Eto= total energy consumption as deter¬ 
mined according to 4.I.2.6. 

For gas ovens. 


TO 


E TOG * (E TOE x H e* 


where: 

O©* 160.700 Btu’s per year, annual useful 
cooking energy output. 

Etog and Etuk are determined according to 

4.1.2.6.2. 

H©* 3,412 Btu’s/kWh, conversion factor 
for kilowatt-hours to Btu’s. 

4.2 Conventional cooking top 

4.2.1 Conventional cooking top cooking 
efficiency 

4.2.1.1 Electric surface unit cooking effi¬ 
ciency. Calculate the cooking efficiency, 
Effsu, of the electric surface unit under test, 
and defined as: 



where: 

W=measured weight of test block. W, or 
Wi, expressed in pounds. 

Cf.~0.23 Btu's/lb-* F, specific heat of test 
block. 

T„ * temperature rise of the test block: 
final test block temperature, Tct» as de¬ 
termined in 3.2.2, minus the initial test 
block temperature, T u expressed in " F. 

H f =3.412 Btu’s/Wh, conversion factor of 
watt-hours to Btu’s. 

Ect= measured energy consumption, as de¬ 
termined according to 3.2.2, expressed in 
watt-hours. 

4.2.1.2 Gas surface unit cooking efficien¬ 
cy. Calculate the cooking efficiency. Effgu, 
of the gas surface unit under test, and de¬ 
fined as: 

Eff er , * W x C x T , 
su 3 P su 

E 


where: 

W,=measured weight of test block accord¬ 
ing to 3.3.2, expressed in pounds. 

C* and T„ are the same as defined in 

4.2.1.1. 

E-[(E - E ) x Hi ♦ (E xH), 

[ CT CP J IC E 

where: 

E CT = total gas consumption for the gas 
surface unit test as defined in 3.2.2. 

E, c =electrical energy consumed by an Ig¬ 
nition device of a gas surface unit as de¬ 
fined in 3.2.2. 

H K =3.412 Btu’s/Wh, conversion factor of 
watt-hours to Btu’s. 

H=either H a or H*. the heating value of 
the gas used in the test as specified in 

2.2.2.2 and 2.2.2.3, expressed in Btu’s per 
standard cubic foot of gas. 

Ecr=P x T, (pilot consumption. In stand¬ 
ard cubic feet, during unit test) where 


P * ? c , (pilot flow in standard 
ZT cubic feet per hour) 
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where: 

P c =any pilot lights gas consumption de¬ 
fined In 3.2.2.1. 

I*=elapsed time of the cooking top pilot 
lights test as defined In 3.I.2.I. 

T T =the elapsed test time as defined In 

3.2.2. 

4.2.1.3 Conventional cooking top cooking 
efficiency. Calculate the conventional cook¬ 
ing top cooking efficiency, Eff CT * using the 
following equation: 

n 

EffCT * I L (Eff su )i, 
n i=l 


where: 

n=number of surface units in the cooking 
top. 

Effsr=the efficiency of each of the sur¬ 
face units, as determined according to 

4.2.1.1 or 4.2.1.2. 

4.2.2 Conventional cooking top annual 
energy consumption. 

4.2.2.1 Conventional electric cooking top 
energy consumption. Calculate the annual 
energy consumption of an electric cooking 
top, Eca, in kilowatt-hours per year and de¬ 
fined as: 


e CA 


* Oct 
"iff 


CT 


where: 

Oct =277.7 kWh per year, annual useful 
cooking energy output. 

Effcr =conventional cooking top cooking 
efficiency as defined In 4.2.I.3. 

4.2.2.2 Conventional gas cooking top 

4.2.2.2.1 Annual cooking energy con¬ 
sumption. Calculate the annual energy con¬ 
sumption for cooking, Ecc. in Btu’s per year 
for a gas cooking top and defined as: 

E * 0 , 

CC CT 

Erl- 

CT 

where: 

0^=947.500 Btu’s, annual useful cooking 
energy output. 


Effcr=the gas cooking top efficiency as de¬ 
fined in 4 2.1.3. 

4.2.2.2.2 Annual energy consumption of 
any continuously burning gas pilots. Calcu¬ 
late the annual energy consumption of any 
continuously burning gas pilot lights of the 
cooking top, Epo in Btu's per year and de¬ 
fined as: 


E pe =PxAxH, 

where: 

P=pilot light flow rate as defined in 

4.2.1.2, or as measured in 3.2.2.I. 

A = 8,760 hours, the total number of hours 
in a year. 

H=either H„ or H*. the heating value of 
the gas used in the test as specified in 

2.2.2.2. and 2.2.2.3, expressed, in Btu’s 
per standard cubic foot of gas. 

4.2.2.2.3 Total annual energy consump¬ 
tion of a conventional gas cooking top. Cal¬ 
culate the total annual energy consumption 
of a conventional gas cooking top. Eca. in 
Btu's per year and defined as: 


EcA^Ecc+Efc, 


where: 

Ecc=energy consumption for cooking as 
determined in 4.2.2.2.I. 

Epc=annual energy consumption of the 
pilot lights as determined in 4.2.2.2.2. 

4.2.3 Conventional cooking top energy 
factor. Calculate the energy factor, or ratio 
of useful cooking energy output for cooking 
to the total energy input, R CT , as follows: 

For an electric cooking top the energy 
factor is the same as the cooking efficiency 
as determined according to 4.2.1.3. 

For gas cooking tops, 

*CT ~ °CT ' 

e ca 


where: 

Oct= 947.500 Btu's per year, annual useful 
cooking energy output of cooking top. 
Eca= total annual energy consumption of 
cooking top determined according to 
4.2.2.2.3. 

4.3 Conventional range. 

4.3.1 Conventional range annual energy 
consumption. Calculate the conventional 


range annual energy consumption. E* in 
kWh's per year for electrical energy and 
Btu’s per year for gas energy, and defined 
as: 


E*=E Ar >EcA. where gas and electrical energy 
are added separately, and where 


E at =Eao or Eto» the conventional oven(s) 
annual energy consumption in kWh's 
per year and/or Btu’s per year as deter¬ 
mined in 4.1.2.5 or 4.I.2.6. 

CcA=the conventional cooking top annual 
energy consumption in kWh's per year 
or Btu's per year as defined in 4.2.2. 

4.3.2 Conventional range cooking effi¬ 
ciency. Calculate the conventional range 
cooking efficiency, Eff*, and defined as: 


Eff R 


(Tn5 ~+ 6.8ST ' 

Eff 0 Eff CT 


where: 

Eff 0 =Eff*o or Effjo. the cooking efficiency 
of the oven(s) as determined according 
to 4.1.3.1 or 4.1.3.2. 

EffcT=cooking top efficiency as deter¬ 
mined in 4.2.1.3. 

The constants 0.145 and 0.855 are fractions 
of the annual useful energy output repre¬ 
sented by oven usage and cooking top usage 
respectively. 

4.3.3 Conventional range energy factor. 
Calculate the energy factor, or the ratio of 
the useful cooking energy output to the 
total energy input on a yearly basis for the 
complete range, R*. and defined as: 

R R " °R ' 


where: 

O a = 1,108.000 Btu’s, annual useful cooking 
energy output. 

E*=total annual energy consumption as 
determined in 4.3.1 and with all values 
for electrical energy converted from 
kilowatt-hours to Btu's by multiplying 
by 3,412 Btu’s per kWh. 

4.4 Microwave oven. 

4.4.1 Specific microwave oven cooking ef¬ 
ficiency for each test load. Calculate the 
specific microwave oven cooking efficiency, 
Eff u for each test load and defined as: 

Eff i = W x F X T m , 

e m 
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where: 

W=size of the test load. In milliliters 

T*=Tr-T,, 

where: 

T F =the final temperature expressed in "F 
of the test load as defined In 3.2.3. 

T,=the initial temperature expressed in *F 
of the test load as defined in 3.2.3. 

F=.000646 Watt-hr/Ml- # F (used to convert 
milliliters of water times degrees Fahr¬ 
enheit to watt-hours). 

Eh- the energy consumption as defined In 

3.2.3. 

4.4.2 Microwave oven cooking efficiency. 
Calculate the microwave oven cooking effi¬ 
ciency. Eff M o. and defined as: 

n 

E«MQ - I £ Effi 
n i*l 

n=4, the number of test loads. 

Eff,=the specified microwave cooking effi¬ 
ciency of each test load as determined in 

4.4.1. 

4.4.3 Microwave oven annual energy con¬ 
sumption. Calculate the microwave oven 
annual energy consumption. E*o. In kWh's 
per year, and defined as: 


^MO * --— * (P MC x ' 


where: 

Ok= 34.2 kWh’s per year, the microwave 
oven annual useful cooking energy 
output. 

Eff|, 0 =the microwave oven cooking effi¬ 
ciency as defined in 4.4.2. 

Pnc=the power rating of features (such as 
clocks), expressed in watts. The power 
rating is the power drawn from the elec¬ 
trical supply when the microwave oven 
is turned off. 

H k = 8.76, the number of thousand hours 
in a year. 

4.4.4 Microwave oven energy factor. Cal¬ 
culate the energy factor or the ratio of the 
useful cooking energy output to total 
energy input on a yearly basis. R^o, and de¬ 
fined as: 


R MO " —_.* 


where: 

O m = 34.2 kWh, annual useful cooking 
energy output. 

E*o=annual total energy input as deter¬ 
mined in 4.4.3. 

4.5 Microwave/conventional range 

4.5.1 Annual energy consumption. 

4 5.1.1 Annual energy consumption of the 
conventional oven for cooking. 

4.5.1.1.1 Annual primary energy con¬ 
sumption. Calculate the annual primary 
energy consumption for cooking of a con¬ 
ventional oven in combination with a micro- 
wave oven, Ecom. expressed in Btu’s for gas 


ovens and in kilowatt-hours for electric 
ovens, with the following equation: 

Ecow=Kx Eco, 

where: 

K=0.82, estimated fraction of usage for a 
conventional oven due to microwave 
oven usage. 

Eco ^energy consumption as calculated in 

4.12.1.1. 

4.5.1.1.2 Annual secondary energy con¬ 
sumption for a gas oven. Calculate the 
annual secondary energy consumption for 
cooking of a gas oven in combination with a 
microwave oven, E„o M , expressed in kilowatt- 
hours, with the following equation: 

Esom = KxEg<>, 

where: 

K=0.82. as defined in 4 5.1.1.1. 

Eao=energy consumption as calculated in 
4.1.2.1.2. 

4.5.1.2 Annual energy consumption of the 
conventional cooking top. Calculate the 
annual energy consumption of a cooking top 
in combination with a microwave oven. Ecam. 
expressed in kilowatt-hours for an electric 
cooking top and in Btu’s for a gas cooking 
top. with the following equations: 

For electric cooking tops: 

Eout=LxEcA, 

where: 

L=0.85, estimated fraction of usage for a 
conventional cooking top due to 
mircowave oven usage. 

Ec A = energy consumption as calcuated in 

4.2.2.1. 

For gas cooking tops: 

Ecah = ILxEoc) + {Vet 

where: 

Ecc=annual energy consumption for cook¬ 
ing as determined in 4.2.2.2.I. 

Ere=annual energy consumption of sur¬ 
face pilots as determined in 4.2.2.2.2. 
L=0.85. as defined above. 

4.5.1.3 Total annual energy consumption 
of microwave/conventional range 

4.5.1.3.1 Microwave/conventional elec¬ 
tric range Calculate the total annual 
energy consumption of all-electric micro¬ 
wave/conventional range, E**, expressed in 
kilowatt-hours per year with the following 
equation: 

Erm = Ecom + E»c + Eld.+E cam + E*o, 

where: 

E^=primary energy consumption for 
oven cooking as determined in 4.5.1.1.L 
Egc=primary energy consumption for oven 
self-cleaning as determined in 4.1.2.3.1. 
Eo.=conventional oven clock energy con¬ 
sumption as determined in 4.1.2.4. 

Ecam= cooking top energy consumption as 
determined In 4.5.1.2. 

Em 0 =microwave oven energy consumption 
as determined in 4.4.3. 

4.5.1.3.2 Microwave/conventional gas 
range. For a microwave/conventional range 
with a conventional gas cooking top and gas 
oven calculate the total annual gas con¬ 
sumption, Ermg. in Btu’s and defined as: 

Ermo = Ecom + E*c 4 -Ecam + EfoEre, 


where: 

Ecom* E k , and Ecam are the same as defined 
in 4.5.I.3.I. 

E TO -gas oven pilot energy consumption as 
determined in 4.I.2.2. 

Ere=gas cooking top pilot energy con¬ 
sumption as determined in 4.2.2.2.2. 
Calculate the total annual electrical energy 
consumption, E***. in kilowatt-hours and de¬ 
fined as: 

ErmS - E|| 0 -f EgoM + Eg# + Ecu 

where: 

E M o“ microwave oven energy consumption 
as determined in 4.4.3. 

E*om= secondary energy consumption for 
oven cooking as determined in 4.5.1.1.2. 
E»=secondary energy consumption for 
oven self-cleaning as determined in 

4.1.2.3.X 

Ecl= conventional oven clock energy con¬ 
sumption as determined in 4.1.2.4. 

The total annual energy consumption of a 
gas and electric microwave/conventional 
range. E**. is comprised of E**©. expressed 
In Btu’s, and Ermr. expressed in kilowatt- 
hours, as computed above. 

4.5.2. Cooking efficiency of microwave/ 
conventional range. Calculate the cooking 
efficiency of a microwave/conventional 
range. Elf**. and defined as: 


eff * _ 1 _, 

6.1250 ♦ 0. *764 3 ♦ 57TT5T 

tzt ETF zff 

AO CT MO 


where: 

EffAo~cooking efficiency of conventional 
oven as determined in 4.1.3.1. 

Effcr«= cooking efficiency of the cooking 
top as determined in 4.2.1.3. 

Eff*o = microwave oven cooking efficiency 
as determined in 4.4.2. 

The constants 0.1250. 0.7643 and 0.1107 are 
the fractions of total annual useful energy 
output represented by conventional oven 
usage, cooking top usage, and microwave 
oven usage respectively. 

4.5.3. Energy factor of microwave/con¬ 
ventional range Calculate the energy factor 
of a microwave/conventional range, Rr*. 
and defined as: 

For all-electric ranges, 


°RM 

Rrm " Erm ' 


where: 

Or*= 308.9 kWh, annual useful cooking 
energy output. 

Erm= total annual energy consumption as 
determined in 4.5.I.3.I. 

For ranges which use both gas and electrical 
energy. 


R RI! “ (Erme x H e ) + e rmc 
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where: 

OHa,=1.054,000 Btu, annual useful cooking 
energy output. 

Ekmk= total annual electrical energy con- 
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PART 430—ENERGY CONSERVATION 
PROGRAM FOR APPLIANCES 

Test Procedures for Unvented Home 
Heating Equipment 

AGENCY: Department of Energy. 


RULES AND REGULATIONS 

sumption as determined In 4.5.1.3.2. 
Ermc= total annual gas energy consump¬ 
tion as determined in 4.5.I.3.2. 

H« = 3412 Btu’s/kWh, conversion factor for 
kilowatt-hours to Btu’s. 


ACTION: Final rule. 

SUMMARY: This rule prescribes final 
test procedures for unvented home 
heating equipment. Appliance test 
procedures are one element of the ap¬ 
pliance energy efficiency program re¬ 
quired by the Energy Policy and Con¬ 
servation Act. The effect of this action 
is to establish standard methods of 


testing when testing is required by the 
Act or by regulations implementing 
other parts of the program. 

EFFECTIVE DATE: June 15, 1978. 

FOR FURTHER INFORMATION 
CONTACT: 

James A. Smith (Office of Conserva¬ 
tion), Room 307, Old Post Office 
Building, 12th and Pennsylvania 
Avenue NW„ Washington, D.C. 
20461, 202-566-4635. 

Jim Merna (Media Relations), Room 
3104, Federal Building. 12th and 
Pennsylvania Avenue NW„ Washing¬ 
ton. D.C. 20461, 202-566-9833. 
Robert Mussler (Office of General 
Counsel). Room 7150, Federal Build¬ 
ing. 12th and Pennsylvania Avenue 
NW.. Washington. D.C. 20461, 202- 
566-9750. 


SUPPLEMENTARY INFORMATION: 

A. Background 

On October 1, 1977, pursuant to the 
Department of Energy Organization 
Act (DOE Act) (Pub. L. 95-91) the De¬ 
partment of Energy (DOE) assumed 
the authority of the Federal Energy 
Administration (FEA) under the 
Energy Policy and Conservation Act 
(Act) (Pub. L. 94-163), with regard to 
the energy conservation program for 
consumer products. DOE hereby 
amends Part 430, Chapter II of Title 
10, Code of Federal Regulations, in 
order to prescribe test procedures for 
unvented home heating equipment 
pursuant to section 323 (43 U.S.C. 
6293) of the Act. These test proce¬ 
dures were proposed by notice issued 
May 11, 1977 (42 FR 23860) for un¬ 
vented home heating equipment. 
Public hearings on the proposed test 
procedures were held on July 6, 1977. 

By notice issued May 24, 1977 (42 
FR 27896). DOE established Subparts 
A and B of Part 430, Chapter II of 
Title 10, Code of Federal Regulations. 
Certain definitions and general provi¬ 
sions applicable to the energy conser¬ 
vation program for appliances have 
been promulgated in subpart A. Final 
test procedures for room air condition¬ 
ers, dishwashers, electric refrigerators 
and electric refrigerator-freezers, 
freezers, television sets, clothes dryers, 
waters heaters, clothes washers, dehu* 
mldifers, humidifiers, and central air 
conditioners have been prescribed in 
subpart B. Test procedures for ranges 
and ovens, furnaces, and vented home 
heating equipment have been pro 


5, ILLUSTRATION OF CONVENTIONAL OVEN TEST DATA 
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posed for Inclusion in subpart B. DOE 
has also established a subpart C for 
appliance energy efficiency improve¬ 
ment targets. An outline of the provi¬ 
sions of subparts A and B of part 430 
which have so far been established, in¬ 
cluding provisions in this rulemaking, 
is as follows: 

Suipart A—General Provisions Section 

Sec. 

430.1 Purpose and scope. 

430.2 Definitions. 

Subpart B—Test Procedures 

430.21 Purpose and scope. 

430.22 Test procedures for measures of 
energy consumption. 

(a) Refrigerators and refrigerator-freezers. 

(b) Freezers. 

(c) Dishwashers. 

(d) Clothes dryers. 

(e) Water heaters. 

(f) Room air conditioners. 

(g) Unvented home heating equipment. 

(h) Television sets. 


• • • • • 

(J) Clothes washers. 

(k) Humidifiers. 

(l) Dehumidifiers. 

<m) Central air conditioners. 


• * • • • 

430.22 Units to be tested (reserved). 

430.24 Representations regarding measures 
of energy consumption. 

(a) Refrigerators and refrigerator-freezers. 
<b) Freezers. 

(c) Dishwashers. 

(d) Clothes dryers. 

(e) Water heaters. 

(f) Room air conditioners. 

(g) Unvented home heating equipment. 

(h) Television sets. 


(J) Clothes washers. 

(k) Humidifiers. 

(l) Dehumidifiers. 

Cm) Central air conditioners. 


Appendices to Subpart B 

Appendix A1—Uniform Test Method for 
Measuring the Energy Consumption of 
Electric Refrigerators and Electric Refrig¬ 
erator-freezers 


Appendix B—Uniform Test Method for 
Measuring the Energy Consumption of 
Freezers 

Appendix C—Uniform Test Method for 

Measuring the Energy Consumption of 
Dishwashers 

Appendix D—Uniform Test Method for 

Measuring the Energy Consumption of 
Clothes Dryers 

Appendix E—Uniform Test Method for 

Measuring the Energy Consumption of 
Water Heaters 

Appendix F—Uniform Test Method for 

Measuring the Energy Consumption of 
Room Air Conditioners 

Appendix G—Uniform Test Method for 

Measuring the Energy Consumption of 
Unvented Home Heating Equipment 


Appendix H—Uniform Test Method for 
Measuring the Energy Consumption of 
Television Sets 

• • • • • 

Appendix J—Uniform Test Method for 
Measuring the Energy Consumption of 
Clothes Washers 

Appendix Kl—Uniform Test Method for 
Measuring the Energy Consumption of 
Central System Humidifiers 
Appendix K2— Uniform Test Method for 
Measuring the Energy Consumption of 
Room Humidifiers 

Appendix L—Uniform Test Method for 
Measuring the Energy Consumption of 
Dehumidifiers 

Appendix M—Uniform Test Method for 
Measuring the Energy Consumption of 
Central Air Conditioners 

B. Discussion of Comments 

Comments were received from indus¬ 
try, trade associations and members of 
the public. The major issues raised by 
the comments are discussed below. 

1. ANNUAL OPERATING COST 
CALCULATIONS FOR PRIMARY HEATERS 

Comments were received stating 
that primary heaters are typically not 
sized to meet exactly the design heat 
loss of a structure and that annual op¬ 
erating costs calculated on such a basis 
would be misleading. The proposed 
test procedures used an assumption 
that the maximum power input of a 
primary heater matched the design 
heat loss of the structure in which it 
was to be installed. Information was 
presented by commenters that showed 
the typical sizing of primary heaters 
to be 10 to 20 percent larger than the 
design heat loss of the structure. The 
National Bureau of Standards (NBS) 
has recommended to DOE that a 
change be made to the unvented home 
heating equipment test procedures 
which incorporates a 20 percent over¬ 
sizing factor as being representative of 
residential applications of primary 
heaters. This recommendation has 
been accepted by DOE and a change 
has been made in today's final rule 
whereby the equation for the average 
annual energy consumption contained 
in section 3.1 has been modified. This 
modification replaces the term, “P E ”, 
the maximum power input of primary 
heaters, with the term, “design heat¬ 
ing requirement'*. The design heating 
requirement is equal to “P E " divided 
by 1.2, the oversizing factor. 

Several other commenters pointed 
out that if heaters are oversized more 
than the typical 20 percent, the 
annual operating cost would not be 
any higher than a heater that is over¬ 
sized by 20 percent. This comment re¬ 
lates to the fact that the value of the 
design heating requirement is derived 
from the heater size in the test proce¬ 
dures. DOE agrees that oversized 
(larger than 20 percent) heaters will 
not consume more energy than prop¬ 


erly sized heaters. However, in order 
to determine an estimated annual op¬ 
erating cost based on a representative 
average-use cycle, it was necessary to 
assume a typical fixed oversizing 
factor. 

A comment was received that sug¬ 
gested using a 68* F indoor tempera¬ 
ture instead of 70* F in the annual 
energy consumption calculations. DOE 
has determined that a 70* F indoor 
temperature is representative of typi¬ 
cal thermostat settings used today. If 
data become available that show dif¬ 
ferent consumer usage patterns, the 
energy consumption calculations can 
be modified to reflect those patterns. 

Another commenter suggested that 
consumers might be influenced to buy 
smaller heaters that may not meet 
their particular heating requirements. 
This comment apparently was based 
upon the assumption that the consum¬ 
er would use information derived from 
the test procedures without informa¬ 
tion on the heat output needed for the 
particular space the consumer wished 
to heat. While it is imperative that a 
consumer have basic information 
about his heating requirements prior 
to making any decisions concerning 
the purchase of a heater, DOE be¬ 
lieves this information is more appro¬ 
priately found elsewhere then by oper¬ 
ation of the test procedures them¬ 
selves. It Is expected, for example, 
that labels for heating equipment 
under the Federal Trade Commission 
(FTC) labeling program can deal ad- 
quately with this item of needed addi¬ 
tional information. 

2. ANNUAL OPERATING COST CALCULA¬ 
TIONS FOR SUPPLEMENTARY HEATERS 

Many comments were submitted 
criticizing the use of 133 hours per 
year as a representative average use 
cycle for supplementary heaters. 
Other commenters suggested that 
both primary and supplementary 
heaters be labeled on the basis of cost 
per hour of continuous use. Several 
commenters stated that primary and 
supplementary heaters should have 
annual operating costs based on the 
same number of hours of use per year. 

A review of background information 
revealed that data was unavailable to 
support the 133 hours per year of use 
for supplementary heaters. DOE ex¬ 
amined the possibility of comparing 
primary and supplementary heaters 
based on the same number of hours of 
use per year but has determined that 
treating a supplementary heater as a 
primary source of heat is not consist¬ 
ent with the typical usage patterns of 
supplementary heaters. 

DOE has determined that there is 
not sufficient data available at this 
time on which to base the establish¬ 
ment of a representative average-use 
cycle for supplementary heaters. 
Therefore, DOE has determined to 
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delay that portion of the test proce¬ 
dures dealing with establishing esti¬ 
mated annual operating costs for sup¬ 
plementary heaters. DOE will propose 
test procedures for determining esti¬ 
mated annual operating costs of sup¬ 
plementary heaters as soon as practi¬ 
cable, unless it determines that the 
test procedures cannot be developed 
which meet the requirements of sec¬ 
tion 323(b) of the Act and publishes 
such determination in the Federal 
Register together with the reasons 
therefor. 

The test procedures promulgated 
today, do, however, provide for the de¬ 
termination of an estimated hourly 
operating cost for supplementary 
heaters. This is based on cost per hour 
of continuous use. DOE has deter¬ 
mined that the estimated hourly oper¬ 
ating cost is a measure of energy con¬ 
sumption that is likely to assist con¬ 
sumers in making purchasing deci¬ 
sions. 

Several commenters were concerned 
that consumers could be misinformed 
if primary and supplementary heaters 
had different labeled operating costs 
based on different usage patterns. 
DOE agrees this possibility could 
occur but also recognizes that the dif¬ 
ferences in usage patterns for these 
two products do in fact exist. Through 
DOE consumer education programs 
and FTC labeling program informa¬ 
tion is expected to be made available 
to the consumer so that he can make 
an informed decision when purchasing 
a heating device. 

3. AVERAGE ANNUAL ENERGY 
CONSUMPTION EQUATION 

Commenters suggested that a 
common rrfethod of calculating annual 
energy consumption should be adopt¬ 
ed for all types of heating systems, i.e., 
unvented home heating equipment, 
vented home heating equipment, and 
furnaces and boilers. The final rule 
prescribed today contains modifica¬ 
tions to the annual energy consump¬ 
tion calculation in section 3.1. The 
equation in section 3.1 has been 
changed to be consistent with the 
annual energy consumption equation 
in the final rule for furnaces and boil¬ 
ers and for vented heaters. The 
changes made to the equation in sec¬ 
tion 3.1 include: replacing the maxi¬ 
mum power input term, "P* M , with the 
terra ‘‘design heating requirement", 
which is equal to “P B " divided by 1.2 
(oversizing factor); replacing the ex¬ 
pression—“D" (4,000 degree days) 

times "A" (24 hours per day) divided 
by “At" (60° F design temperature dif¬ 
ference) with the value 2080 (the na¬ 
tional average heating load hours); 
and using the constant adjustment 
factor “C" (0.77) in place of “C D " (the 
ASHRAE correction factor). In addi¬ 
tion, the degree day map of the United 
States contained in the proposed test 
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procedures has been changed to a 
heating load hour map. 

Several commenters criticized the 
value of the correction factor “C D M 
used in the proposed average annual 
energy consumption equation. An¬ 
other commenter stated that use of a 
constant “Q," factor to determine esti¬ 
mated annual operating costs for dif¬ 
ferent geographic regions was not cor¬ 
rect. 

NBS has reviewed the development 
of the “C D ” factor that was published 
in Table 2 of Chapter 43 in the Ameri¬ 
can Society of Heating, Refrigerating 
and Air-Conditioning Engineers 
(ASHRAE) Systems Handbook—1976. 
The available background information 
supports the use of a correction factor 
to adjust energy consumption calcula¬ 
tions to measured field values. Howev¬ 
er, very little evidence was found to 
substantiate the use of a “C D " factor 
that varied by geographic region. As a 
result of this review, NBS has recom¬ 
mended to DOE that a correction 
factor of 0.77 be used in the energy 
consumption equations for all types of 
heating systems and all fuel types. 
The value 0.77 was selected from the 
1973 ASHRAE Systems Handbook as 
being representative of typical heating 
system installations. The selection of a 
constant correction factor is based on 
the best available information and will 
be used in the final test procedures 
until such time as further data can be 
developed to determine an energy con¬ 
sumption equation, without an adjust¬ 
ment factor, that yields agreement 
with energy consumption measure¬ 
ments taken in the field. 

Another commenter stated that the 
degree day method is only valid in geo¬ 
graphic regions with the range of 
3,000 to 7,000 degree days per heating 
season. NBS has recommended that 
the energy consumption calculations 
prescribed in this rule be used for all 
geographic regions in the United 
States. DOE has accepted this recom¬ 
mendation and therefore no limitation 
has been made on the useful range of 
the degree day method. 

4. UNITS TO BE TESTED 

Several commenters criticized the 
sampling provision contained in pro¬ 
posed § 430.23. The commenters stated 
that the 5 percent tolerance on the 
mean of the sample was too restrictive 
and would lead to the testing of a 
large number of units in order to satis¬ 
fy the sampling requirements. Infor¬ 
mation was supplied by the com¬ 
menters that showed typical industry 
tolerances on heater output are +5 to 
-10% of the nameplate rating. DOE 
has evaluated these inputs and has de¬ 
termined that a change in the sam¬ 
pling provision is warranted. The sam¬ 
pling provision contained in the final 
rule prescribed today allows a ±7.5% 
tolerance on the mean of the sample. 


Test procedures prescribed under 
section 323 of the Act are intended ul¬ 
timately to be used throughout the 
program, such as for labeling under 
section 324, for monitoring the pro¬ 
gress of manufacturers toward meet¬ 
ing the energy efficiency improvement 
targets under section 325, and for en¬ 
forcement testing under section 326. 
These aspects of the appliance pro¬ 
gram have not. however, been imple¬ 
mented. It is quite possible that the 
objectives of appliance testing under 
each of these parts of the program, as 
well as the instructions as to how a 
test procedure should be applied (e.g„ 
sampling of production units), may 
differ. DOE. NBS, and FTC are con¬ 
tinuing to evaluate the appropriate 
method or methods for sampling the 
units to be tested in order to comply 
with the statute and satisfy all of the 
different elements of the appliance 
program. 

While the various parts of the appli¬ 
ance program identified above are not 
in effect at this time, section 323(c) of 
the Act provides: 

Effective 90 days after a test procedure 
rule applicable to a covered product is pre¬ 
scribed under this section, no manufacturer, 
distributor, retailer or private labeler may 
make any representation— 

(1) in writing (including a representation 
on a label), or 

(2) in any broadcast advertisement, re¬ 
specting the energy consumption of such 
product, unless such product has been 
tested in accordance with such test proce¬ 
dure and such representation fairly dis¬ 
closes the results of such testing. 

In order to eliminate some of the 
difficulties associated with a general 
sampling provision. $430.23, which is 
concerned with the number of units to 
be tested, has been reserved in the 
final test procedures. Also, sampling 
requirements which apply only for ad¬ 
vertising unvented home heating 
equipment have been reorganized into 
§ 430.24(g) of the final test procedures. 
Section 430.24(g) has been revised 
slightly from the proposed § 430.23(g). 
Most notably, the units tested are now 
required only to be representative of 
production units or actual production 
units. This change is intended to 
reduce the burden which might be 
caused by requiring post-production 
rating of basic models in every in¬ 
stance of testing pursuant to section 
323(c) of the Act. Until a labeling rule 
has been implemented pursuant to 
section 324, manufacturers are not re¬ 
quired to test unless they choose to 
make representations regarding a 
measure of energy consumption identi¬ 
fied in or based upon $ 430.22(g). It 
should also be emphasized that the 
test procedures prescribed today apply 
only to the initial rating of a basic 
model where representations under 
§ 430.24(g) are concerned. 
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5. HEATER DESIGN, LOCATION AND METHOD 
OP CONTROL 

One commenter stated that heater 
design, location, and method of con¬ 
trol will have substantial impact on 
energy consumption. DOE agrees that 
these design characteristics may influ¬ 
ence energy consumption, but because 
of insufficient data with which to 
evaluate these effects DOE has deter¬ 
mined that changes to the test proce¬ 
dures are not technically feasible at 
this time. Therefore, no changes have 
been made to the final test procedures 
in this regard. 

6. UNVENTED GAS HEATERS 

The test procedures proposed for un- 
vented home heating equipment in¬ 
cluded provisions for unvented gas 
home heating equipment. Several com¬ 
ments were submitted suggesting that 
unvented heaters be eliminated from 
the consumer product efficiency and 
labeling program because of the pend¬ 
ing ban on the sale of unvented gas 
heaters by the Consumer Product 
Safety Commission (CPSC). The 
CPSC proposed a ban on the sale of 
unvented gas heaters on February 14, 
1978 (43 FR 6235) and conducted 
public hearings on March 6. 1978. A 
final determination is expected by 
CPSC in July, 1978. Therefore, DOE 
has delayed the issuance of the por¬ 
tions of the test procedures that deal 
exclusively with unvented gas heaters 
pending the CPSC decision. 

C. Regulations Prescribed 
1. TEST procedures 

The test procedures for unvented 
home heating equipment prescribed 
today are included in Subpart B and 
are substantially the same as those 
proposed, with the exception of the 
changes discussed above. 

2. GENERAL PROVISIONS 

Also prescribed today are definitions 
of "Baseboard electric heater/* “Basic 
model/* with respect to unvented 
home heating equipment, “Ceiling 
electric heater/* “Floor electric 
heater/* “Home heating equipment, 
not including furnaces/* “Portable 
electric heater/* “Unvented home 
heating equipment.** and “Wall elec¬ 
tric heater/* These definitions for un¬ 
vented home heating equipment were 
previously proposed In subpart A (42 
FR 23860, May 11, 1977). The defini¬ 
tions of the terms "primary heater** 
and “supplementary heater** have 
been added. Comments which were re¬ 
ceived regarding these definitions and 
the issues which they raised have been 
discussed earlier in this notice. 

3. APPLICATION OP TEST PROCEDURES 

As discussed previously, the final 
test procedures prescribed today must 


be applied before representations re¬ 
garding a measure of energy consump¬ 
tion can be made. Because the pur¬ 
poses and needs of the different ele¬ 
ments of the appliance program (e.g., 
labeling, targets) vary, application of 
the standard test methodology pre¬ 
scribed today may differ In some re¬ 
spects for each program element. 
Instructions on how to apply the 
standard test methodology to these 
other elements of the appliance pro¬ 
gram will be proposed for comment in 
the near future. 

The requirements of § 430.24(g) of 
the final regulations apply until such 
time as final labeling requirements for 
a particular measure of energy con¬ 
sumption and the associated test pro¬ 
cedure application provision are pre¬ 
scribed. After that time, ail represen¬ 
tations regarding a measure of energy 
consumption covered by a labeling 
rule must be the same as represented 
on the label. 

D. Unit Costs of Energy 

Under section 323(b)(2) of the Act. 
FEA is to provide manufacturers in¬ 
formation as to the representative 
average unit costs of energy. This in¬ 
formation was provided by notice 
issued July 11, 1977 (42 FR 36549, July 
15. 1977). 

E. Preemption 

Today's rulemaking prescribing final 
test procedures for unvented home 
heating equipment supersedes any 
State regulation to the extent re¬ 
quired by section 327 of the Act. Pur¬ 
suant to section 327, all State regula¬ 
tions which provide for the disclosure 
of information with respect to any 
measure of energy consumption of un¬ 
vented home heating equipment, or 
which provide for any energy efficien¬ 
cy standard or similar requirement 
with respect to energy efficiency or 
energy use of unvented home heating 
equipment, must now employ test pro¬ 
cedures identical to those specified in 
today's final rule, 

(Energy Policy and Conservation Act, Pub. 
L. 94-163, as amended by Pub. L. 94-385; 
Federal Energy Administration Act of 1974, 
Pub. L. 93-275, as amended by Pub. L. 94- 
385; Department of Energy Organization 
Act. Pub. L. 95-91; E.O. 11790, 39 FR 23185) 

In consideration of the foregoing, 
part 430 of chapter n of title 10, Code 
of Federal Regulations, is amended as 
set forth below, effective June 15, 
1978. 

Issued in Washington, D.C.. May 2. 
1978. 

William P. Davis, 
Deputy Director of 
Administration, 

1. Section 430.2 is amended by 
adding a subparagraph (7)(i) as part of 
the definition of “Basic model,** and 


by adding in appropriate alphabetical 
order the definitions of “baseboard 
electric heater/* “ceiling electric 
heater/* ‘‘electric heater.** “floor elec¬ 
tric heater/* “home heating equip¬ 
ment, not including furnaces,’* “porta¬ 
ble electric heater." “primary heater," 
“supplementary heater/’ “unvented 
home heating equipment/* and “wall 
electric heater," to read as follows: 

$ 430.2 Definitions. 

• * • • • 

"Basic model** means all units of a 
given type of covered product manu¬ 
factured by one manufacturer and— 


(7)(i) with respect to unvented home 
heating equipment, having essentially 
identical functional physical and elec¬ 
trical characteristics. 

x i • • • • 

“Baseboard electric heater" means 
an electric heater which is intended to 
be recessed in or surface mounted on 
walls at floor level, which is character¬ 
ized by long, low physical dimensions, 
and which transfers heat by natural 
convection and/or radiation. 

“Ceiling electric heater** means an 
electric heater which is intended to be 
recessed in, surface mounted on. or 
hung from a ceiling, and which trans¬ 
fers heat by radiation and/or convec¬ 
tion (either natural or forced). 

“Electric heater" means an electric 
appliance in which heat is generated 
from electrical energy and dissipated 
by convection and radiation and in¬ 
cludes baseboard electric heaters, ceil¬ 
ing electric heaters, floor electric heat¬ 
ers, portable electric heaters, and wall 
electric heaters. 

“Floor electric heater" means an 
electric heater which is intended to be 
recessed in a floor, and which trans¬ 
fers by radiation and/or convection 
(either natural or forced). 

“Home heating equipment, not in¬ 
cluding furnaces" means vented home 
heating equipment and unvented 
home heating equipment. 

“Portable electric heater," means an 
electric heater which Ls Intended to 
stand unsupported, and can be moved 
from place to place within a structure. 
It is connected to electric supply by 
means of a cord and plug, and trans¬ 
fers heat by radiation and/or conven¬ 
tion (either natural or forced). 

“Primary heater" means a heating 
device that is the principal source of 
heat for a structure and includes base¬ 
board electric heaters, ceiling electric 
heaters, and wall electric heaters. 

“Supplementary heater" means a 
heating device that provides heat to a 
space in addition to that which is sup¬ 
plied by a primary heater. Supplemen¬ 
tary heaters include portable electric 
heaters. 
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"Unvented home heating equip¬ 
ment” means a class of home heating 
equipment not including furnaces, 
used for the purpose of furnishing 
heat to a space proximate to such 
heater directly from the heater and 
without duct connections and includes 
electric heaters and unvented gas 
heaters. 

• • » » • 

“Wall electric heater” means an 
electric heater (excluding baseboard 
electric heaters) which is intended to 
be recessed in or surface mounted on 
walls, which transfers heat by radi¬ 
ation and/or convection (either natu¬ 
ral or forced) and which includes 
forced convectors, natural convectors, 
radiant heaters, high wall or valance 
heaters. 

• • * • • 

2. Section 430.22 is amended by 
adding a paragraph (g). to read as fol¬ 
lows: 

§ 430.22 Test procedures for measures of 
energy consumption. 

♦ * • • • 

(g) Unvented Home Heating Equip¬ 
ment. 

(1) The estimated annual operating 
cost for primary heaters, shall be the 
product of (i) the average annual elec¬ 
tric energy consumption in kilowatt- 
hours per year, determined according 
to 3.1 of appendix G of this subpart 
and (ii) the representative average 
unit cost in dollars per kilowatt-hour 
as provided pursuant to section 
323(b)(2) of the Act, the resulting 
product then being rounded off to the 
nearest dollar per year. 

(2) The estimated hourly operating 
cost for supplementary heaters, shall 
be the product of (i) the maximum 
power input in kilowatts, determined 
according to 2.1 of appendix G of this 
subpart, (ii) 1 hour of continuous use. 
and (iii) the representative average 
unit cost in dollars per kilowatt-hour 
as provided pursuant to section 
323(b)(2) of the Act, the resulting 
product then being rounded off to the 
nearest 0.01 dollar per hour. 

(3) The estimated hourly operating 
cost for unvented home heating equip¬ 
ment shall be the product of (i) the 
maximum power input in kilowatts for 
electric heaters, determined according 
to 2.1 of appendix G of this subpart, 
(ii) 1 hour of continuous use, and (iii) 
the representative average unit cost in 
dollars per kilowatt-hour as provided 
pursuant to section 323(b)(2) of the 
Act, the resulting product then being 
rounded off to the nearest 0.01 dollar 
per hour. 

(4) The estimated regional annual 
operating cost for primary heaters, 
shall be the product of (i) the regional 
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annual electric energy consumption in 
kilowatt-hours per year for primary 
heaters determined according to 3.2 of 
appendix G of this subpart and (ii) the 
representative average unit cost in dol¬ 
lars per kilowatt-hour as provided pur¬ 
suant to section 323(b)(2) of the Act, 
the resulting product then being 
rounded off to the nearest dollar per 
year. 

(5) Other useful measures of energy 
consumption for unvented home heat¬ 
ing equipment shall be those measures 
of energy consumption for unvented 
home heating equipment which the 
Secretary of Energy determines are 
likely to assist consumers in making 
purchasing decisions and which are de¬ 
rived from the application of appendix 
G of this subpart. 

• * • • • 

3. Section 430.24 is amended by 
adding paragraph (g) to read as fol¬ 
lows: 

430.24 Re presentations regarding meas¬ 
ures of energy consumption. 

• • ♦ • • 

(g) Unvented home heating equip¬ 
ment (1) Except as provided in para¬ 
graph (g)(3) of this section, no manu¬ 
facturer, distributor, retailer, or pri¬ 
vate labeler of unvented home heating 
equipment may make any representa¬ 
tion with respect to or based upon a 
measure or measures of energy con¬ 
sumption described in § 430.22(g) 
unless a sample of sufficient size of 
each basic model for which such repre¬ 
sentation is made has been tested in 
accordance with applicable provisions 
of this subpart such that for each 
such measure of energy consumption, 
there is 95 percent confidence that the 
true mean of such measures of the 
basic model lies within ±7.5 percent of 
the mean of such measures of the 
sample. 

(2) The sample selected for para¬ 
graph (gKl) of this section shall be 
comprised of units which are produc¬ 
tion units, or are representative of pro¬ 
duction units, of the basic model being 
tested. 

(3) Whenever a rule applicable to 
unvented home heating equipment is 
prescribed under section 324 of the 
Act, S 430.24(g) shall not apply to any 
label covered by such rule, and all rep¬ 
resentations of any measure of energy 
consumption covered by such rule 
shall be identical to the measure of 
energy consumption of the label. 

• • • • • 

4. Subpart B of Part 430 is amended 
to add an Appendix G, to read as fol¬ 
lows: 

Appendix G—Uniform Method for Measur¬ 
ing the Energy Consumption of Unvent¬ 
ed Home Heating Equipment 

1. Testing Conditions. 


1.1 Installation. 

1.1.1 Electric heater. Install heater ac¬ 
cording to manufacturer's instructions. 
Heaters shall be connected to an eleetricai 
supply circuit of a nameplate voltage with a 
wattmeter Installed in the circuit. The watt¬ 
meter shall have a maximum error not 
greater than 1 percent. 

1.2 Temperature regulating controls. All 
temperature regulating controls shall be 
shorted out of the circuit or adjusted so 
that they will not operate during the test 
period. 

1.3 Fan controls. All fan controls shall be 
set at the highest fan speed setting. 

1.4 Ambient temperature . Maintain the 
room ambient air temperature (T r ) between 
68* and 72° P. 

1.5 Energy supply. 

1.5.1 Electrical supply. Supply electricity 
to the heater within 1 percent of the name¬ 
plate voltage. 

1.8 Energy flow instrumentation. Install 
one or more wattmeters which measure the 
quantity of electrical energy supplied to the 
heater, with error no greater than 1 per¬ 
cent. 

2. Test procedures and measurements. 

2.1 Electric power measurement . Estab¬ 
lish the test conditions set forth in 1 of this 
appendix. Allow an electric heater to warm 
up for at least 5 minutes before recording 
the maximum electric power measurement 
from the wattmeter. 

2.2 Recorded valves. 

2.2.1 Record the test room temperature, 
T r , for each test in degrees Fahrenheit. 

2.2.2 Electrical power values. 

2.2.2.1 Primary heaters, the maximum 
electric power input (P B ). 

2.2.2.2 Supplementary heaters, the maxi¬ 
mum electric power input (Pg*). 

3. Calculation of Derived Results from 

Test Measurements. 

3.1 Average Annual Electric Energy Con¬ 
sumption for Primary Heaters. 

Calculate the average annual electric 
energy consumption for primary heaters. 
E B . expressed in kilowatt-hours per year, 
and defined as: 


F.£ * (design heating requirt-^nt) U ;> - i ) 
! ’E 


where: 

2080=national average annual heating 
load hours. 

Mg =*1.0, rated full load efficiency for elec¬ 
tric heaters. 

C-0.77, adjustment factor design heating 
requirement=P*/1.2. 

where: 

Pg=the maximum power input of primary 
heater, In kilowatts, as measured in 2 of 
this Appendix. 

1.2* oversizing factor corresponding to 
heater being typically 20% larger than 
the design hearing requirement. 

3.2 Average Annual Electric Energy Con¬ 
sumption for primary Heaters by Geo¬ 
graphic Region of the United States. Calcu¬ 
late the average annual electric energy con¬ 
sumption by geographic region of the 
United States, Eg.g, expressed in kilowatt- 
hours per year, and defined as: 


E f (design heating rcgulrgnenOtCj 

m e 
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where: 

HLH a heating load hours for a specific ge¬ 
ographic region determined in accord¬ 
ance with the heating load hour map in 
Figure L 


design heating requirement as defined in 
3.1; C as defined in 3.1; and M B as de¬ 
fined in 3.1. 

CFH Doc. 78-12461 Filed 5-9-78; 8:45 am] 
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FIGURE 2a 
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FIGURE 2c 
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[3128-01] 

p A R T 430—ENERGY CONSERVATION 

program for appliances 

Test Procedures for Furnaces and 
Vented Home Heating Equipment 

AGENCY: Department of Energy. 
ACTION: Final rule. 

SUMMARY: This rule prescribes final 
test procedures for furnaces and 
vented home heating equipment. Ap¬ 
pliance test procedures are one ele¬ 
ment of the appliance energy efficien¬ 
cy program required by the Energy 
Policy and Conservation Act. The 
effect of this action is to establish 
standard methods of testing when 
testing is required by the Act or by 
regulations implementing other parts 
of the program. 

EFFECTIVE DATE: June 15, 1978. 

FOR FURTHER INFORMATION 
CONTACT: 

James A. Smith (Office of Conserva¬ 
tion), Room 307, Old Post Office 
Building, 12th and Pennsylvania 
Avenue NW., Washington, D.C. 
20461, 202-566*4635. 

Jim Mema (Media Relations), Room 
3104, Federal Building, 12th and 
Pennsylvania Avenue NW., Washing¬ 
ton, D.C. 20461, 292-566-9833. 
Laurence J. Hyman (Office of Gen¬ 
eral Counsel), Room 7150, Federal 
Building, 12th and Pennsylvania 
Avenue NW., Washington, D.C. 
20461, 202-566-9750. 

SUPPLEMENTARY INFORMATION: 
A. Background 

On October 1, 1977, pursuant to the 
Department of Energy Organization 
Act (DOE Act) (Pub. L. 95-91), the De¬ 
partment of Energy (DOE) assumed 
the authority of the Federal Energy 
Administration (FEA) under the 
Energy Policy and Conservation Act 
(Act) (Pub. L. 94-163), with regard to 
the energy conservation program for 
consumer products. DOE hereby 
amends Part 430, Chapter II of Title 
10, Code of Federal Regulations, in 
order to prescribe test procedures for 
furnaces and vented home heating 
equipment pursuant to section 323 (42 
U.S.C. 6293) of the Act. These test 
procedures were proposed by notice 
ksued August 11, 1977 (42 FR 40826), 
for furnaces and August 31, 1977 (42 
ER 43930), for vented home heating 
equipment. Public hearings on the 
Proposed test procedures were held on 
October 4, 1977, for furnaces and on 
November 2. 1977, for vented home 
heating equipment. 

By notice issued May 24, 1977 (42 
ER 27896), DOE established Subparts 
A and B of Part 430, Chapter II of 


Title 10. Code of Federal Regulations. 
Certain definitions and general provi¬ 
sions applicable to the energy conser¬ 
vation program for appliances have 
been promulgated in subpart A. Final 
test procedures for room air condition¬ 
ers, dishwashers, electric refrigerators 
and electric refrigerator-freezers, 
freezers, television sets, clothes dryers, 
water heaters, clothes washers, dehu¬ 
midifiers, humidifiers, and central air 
conditioners have been prescribed in 
subpart B. Test procedures for ranges 
and ovens and unvented home heating 
equipment have been proposed for in¬ 
clusion in subpart B. DOE has also es¬ 
tablished a subpart C for appliance 
energy efficiency improvement tar¬ 
gets. An outline of the provisions of 
part 430 which have so far been estab¬ 
lished, including the provisions in this 
rulemaking, is as follows: 

Subpart A—General Provisions 

Sec. 

430.1 Purpose and scope. 

430.2 Definitions. 

Subpart B— Test Procedures 

430.21 Purpose and scope. 

430.22 Test procedures for measures of 
energy consumption. 

(a) Refrigerators and refrigerator-freezers. 

(b) Freezers. 

(c) Dishwashers. 

(d) Clothes dryers. 

(e) Water heaters. 

(f) Room air conditioners. 


<h) Television sets. 


(J) Clothes washers. 

(k) Humidifiers. 

(l) Dehumidifiers. 

(m) Central air conditioners. 

(n) Furnaces. 

(o) Vented home heating equipment. 

430.23 Units to be tested (reserved). 

430.24 Representations regarding measures 
of energy consumption. 

(a) Refrigerators and refrigerator-freezers. 

(b) Freezers. 

(c) Dishwashers. 

(d) Clothes dryers. 

(e) Water heaters. 

(f) Room air conditioners. 


(h) Television sets. 


(j) Clothes washers. 

(k) Humidifiers. 

(l) Dehumidifiers. 

(m) Central air conditioners. 

(n) Furnaces. 

(o) Vented home heating equipment 

Appendices to Subpart B 

Appendix Al—Uniform Test Method for 
Measuring the Energy Consumption of 
Electric Refrigerators and Electric Refrig¬ 
erator-freezers. 


Appendix B—Uniform Test Method for 

Measuring the Energy Consumption of 
Freezers 

Appendix C—Uniform Test Method for 

Measuring the Energy Consumption of 
Dishwashers 

Appendix D—Uniform Test Method for 

Measuring the Energy Consumption of 
Clothes Dryers 

Appendix E—Uniform Test Method for 

Measuring the Energy Consumption of 
Water Heaters 

Appendix F—Uniform Test Method for 

Measuring the Energy Consumption of 
Room Air Conditioners 


Appendix H—Uniform Test Method for 
Measuring the Energy Consumption of 
Television Sets 


Appendix J—Uniform Test Method for 
Measuring the Energy Consumption of 
Clothes Washers 

Appendix Kl—Uniform Test Method for 
Measuring the Energy Consumption of 
Central System Humidifiers 
Appendix K2—Uniform Test Method for 
Measuring the Energy Consumption of 
Room Humidifiers 

Appendix L— Uniform Test Method for 

Measuring the Energy Consumption of 
Dehumidifiers 

Appendix M—Uniform Test Method for 

Measuring the Energy Consumption of 
Central Air Conditioners 
Appendix N—Uniform Test Method for 

Measuring the Energy Consumption of 
Furnaces 

Appendix O—Uniform Test Method for 

Measuring the Energy Consumption of 
Vented Home Heating Equipment 

Subpart C—Energy Efficiency 
Improvement Targets 

Sec. 

430.31 Purpose and scope. 

430.32 Energy efficiency improvement tar¬ 
gets 

(a) Refrigerators and refrigerator-freez¬ 
ers. 

(b) Freezers. 

(c) Dishwashers. 

(d) Clothes dryers. 

(e) [Reserved]. 

(f) Television sets. 

(g) [Reserved]. 

(h) Television sets. 

(i) [Reserved]. 

(J) [Reserved]. 

(k) Humidifiers. 

(l) Dehumidifiers. 

(m) Central air conditioners. 

B. Discussion of Comments 

Comments were received from indus¬ 
try. trade associations and members of 
the public. The major issues raised by 
the comments are discussed below. 

1. BURDEN OF TESTING 

Several commenters criticized var¬ 
ious aspects of the proposed test pro¬ 
cedures as imposing significant testing 
burdens upon the industry. 

Several commenters stated that, 
under their understanding of proposed 
sampling provisions 430.23 (n) and (o). 
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the number of units to be tested would 
be large, and consequently burden¬ 
some. The commenters provided exam¬ 
ples of the large number of units they 
believed would be required to be 
tested. 

While it is not clear how these num¬ 
bers were derived, they appear to 
result from misunderstanding the ap¬ 
plication of the proposed sampling 
plan. DOE verified the appropriate¬ 
ness of using the sampling provisions 
for furnaces and vented heaters by 
using typical furnace data. The correct 
application of the sampling provisions 
resulted in sample sizes much more 
reasonable than those cited by the 
commenters. 

Also cited by the commenters as con¬ 
tributing to the burden of testing was 
the large number of basic models ex¬ 
isting in the furnace and vented 
heater industry which would have to 
be tested. In an attempt to reduce the 
number of basic models to be tested, 
commenters suggested DOE adopt a 
definition of basic model in which 
models would be grouped by common 
design characteristics. All units within 
such a basic model grouping would 
have energy efficiency characteristics 
either nearly identical to, or capable 
of correlation with, each other. DOE 
does not have sufficient information 
to determine the validity of such an 
approach. Therefore, DOE has deter¬ 
mined that the definition of basic 
model in the proposed test procedures 
will remain the same in the final rules 
described today. 

Many commenters suggested other 
alternative sampling plans they be¬ 
lieved were less burdensome. DOE has 
weighed these alternative sampling 
plans against the need for accuracy in 
the determination of any energy meas¬ 
ure and, after an analysis of the avail¬ 
able statistical and economic informa¬ 
tion, DOE has determined that the 
proposed sampling plan results in rea¬ 
sonable accuracy without producing 
an unreasonable testing burden. 
Therefore, DOE has not changed the 
proposed sampling provision in the 
final rule issued today. 

In addition to the large sample sizes 
discussed above, several of those com¬ 
menting cited the cost and time of 
conducting tests as contributing sub¬ 
stantially to the burden of testing. 
One of those commenting noted the 
cost of energy to conduct the test, due 
to the long test time, would itself 
become a significat factor contributing 
to high testing cost. 

These comments have been consid¬ 
ered, and DOE has agreed to modify 
slightly the test procedures for the 
final rule. The modifications simplify 
the test procedures and result in re¬ 
ducing the testing time without reduc¬ 
ing the accuracy of the test results. 
DOE believes these modifications, dis¬ 
cussed separately in item 5, signlfi- 
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cantly reduce the cost of implement¬ 
ing the tests. 

2. SAMPLING REQUIREMENTS 

Several commenters addressed them¬ 
selves to aspects of the sampling provi¬ 
sions contained in the proposed test 
procedures. 

The test procedures prescribed 
under section 323 of the Act are in¬ 
tended to be used throughout the con¬ 
sumer products program, such as for 
labeling under section 324, for moni¬ 
toring the progress of manufacturers 
towards meeting the energy efficiency 
improvement targets under section 
325, and for enforcement testing 
under section 326. 

These aspects of the appliance pro¬ 
gram have not, however, been imple¬ 
mented. It is quite possible that the 
objectives of appliance testing under 
each of these parts of the program, as 
well as the instructions as to how a 
test procedure should be applied (e.g., 
sampling of production units), may 
differ. DOE, the National Bureau of 
Standards (NBS) and the Federal 
Trade Commission (FTC) are continu¬ 
ing to evaluate the appropriate 
method or methods for sampling the 
units to be tested in order to comply 
with the statute and satisfy all of the 
different elements of the appliance 
program. 

While the various parts of the appli¬ 
ance program identified above are not 
in effect at this time, section 323(c) of 
the Act provides: 

Effective 90 days after a test procedure rule 
applicable to a covered product is prescribed 
under this section, no manufacturer, distrib¬ 
utor. retailer or private labeler may make 
any representation— 

(1) in writing (including a representation 
on a label), or 

(2) in any broadcast advertisement, re¬ 
specting the energy consumption of such 
product, unless such product has been 
tested in accordance with such test proce¬ 
dure and such representation fairly dis¬ 
closes the results of such testing. 

In order to eliminate some of the 
difficulties associated with a general 
sampling provision, section 430.23, 
which is concerned with the number 
of units to be tested, has been reserved 
in the final test procedures. Also, sam¬ 
pling requirements which apply only 
for purposes of advertising furnaces 
and vented heaters have been reorga¬ 
nized into ${430.24 (n) and (o) of the 
final test procedures. Sections 430.24 
(n) and (o) have been revised slightly 
from proposed §§430.23 (n) and (o). 
Most notably, the units tested may 
now be representative of production 
units as well as actual production 
units. This change is intended to 
reduce any burden which might be 
caused by requiring post-production 
rating of basic models in every in¬ 
stance of testing pursuant to section 
323(c) of the Act. Until a labeling rule 


has been implemented pursuant to 
section 324, manufacturers are not re¬ 
quired to test unless they choose to 
make representations regarding a 
measure of energy consumption identi¬ 
fied in or based upon §§ 430.22 (n) or 
(o). It should also be emphasized that 
the test procedures prescribed today 
apply only to the initial rating of a 
basic model where representations 
under §§430.24 (n) and (o) are con¬ 
cerned. 

Comments pertaining to several pro¬ 
posed test procedures criticized the 
language of the proposed sampling 
provisions for incorrectly relating the 
sample mean and the true mean. DOE 
has corrected the language to relate 
the two means properly. Specifically, 
there is to be at least 95 percent confi¬ 
dence that the true mean of any meas¬ 
ure of the basic model lies within ±5 
percent of the mean of such measures 
of the sample. 

3. TEST PROCEDURE SCOPE 

Several commenters stated that the 
proposed test procedures did not con¬ 
sider all relevant factors. Others 
stated the test procedures did not ac¬ 
curately characterize the factors they 
did consider. 

The test procedures incorporate a 
heat loss method in which the sensible 
and latent heat losses through the 
stack and flue are determined. Since 
these losses will depend on such fac¬ 
tors as load, cycling rate, chimney 
height, oversizing, the type of draft 
control device, the infiltration charac¬ 
teristics of the residence and the 
weather profile, it is desirable to meas¬ 
ure in the laboratory the qualities 
which characterize the performance of 
a furnace or boiler under standardized 
conditions to provide the best predic¬ 
tion of its performance under field 
conditions. The furnaces and vented 
heater test procedures prescribed 
today evaluate the unit plus any vent 
system component, or other auxiliary 
equipment essential to the perform¬ 
ance of the unit, that accompanies it 
when it is distributed in commerce. 

Under these procedures, testing is 
done only on new units and estimated 
annual operating costs refer only to 
the product's efficiency and perform¬ 
ance under laboratory conditions. 
Annual maintenance costs, product re¬ 
liability and other factors contributing 
to estimates of life cycle costs are not 
included. 

One of those commenting stated 
that the proposed test procedures for 
furnaces could not serve as a reliable 
guide to the energy efficiency of heat¬ 
ing systems unless it considered the 
entire heating system, including the 
smoke pipe and chimney. This individ¬ 
ual stated that a significant energy 
savings potential is available by im¬ 
proving heat recovery in the smoke 
pipe and chimney. DOE agrees that 
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there is some energy savings opportu¬ 
nity in this area but considers It unfea¬ 
sible in the test procedure to credit ac¬ 
curately smoke pipe and chimney heat 
recovery to a furnace system consider¬ 
ing the multitude of installation ar¬ 
rangements encountered in the field. 

This Individual also suggested the 
proposed test procedures be expanded 
to allow flexibility in the determina¬ 
tion of the draft factors. He believed 
credit should be given in the test pro¬ 
cedures to devices that restrict stack 
flow, thereby improving the efficiency 
of the heating system. DOE believes it 
is inappropriate at this time to give 
credit to a device that restricts stack 
flow when there is a possibility the 
furnace will be installed with a stack 
system that is sized such that the 
heating system will receive little or no 
benefit from the device. Furthermore, 
such a device is not within the scope 
of these procedures because it would 
not accompany the furnace when it is 
distributed in commerce. 

Other commenters believed the pro¬ 
posed test procedures for furnaces 
were too limited because they did not 
include credits for night setback and 
zone control in estimating annual op¬ 
erating costa. DOE has determined 
these items should not be directly ad¬ 
dressed in the furnace and vented 
heater test procedures because data is 
unavailable at this time to determine 
typical consumer usage patterns. 

Finally, commenters stated the pro¬ 
posed definition of “furnace” was too 
broadly drafted. They stated that the 
proposed definition, by including in its 
scope units with hourly heat input 
rates of up to 400,000 British thermal 
units (Btu’s) for furnaces and boilers, 
did not accurately represent the resi¬ 
dential furnace market and that a sub¬ 
stantial number of units manufac¬ 
tured for commercial purposes were 
being incorrectly included in these test 
procedures. It was suggested that the 
limit be reduced to 175,000 Btu’s per 
hour for gas furnaces and 225,000 
Btu’s per hour for oil furnaces. 

As a result of these comments DOE 
has made an analysis of the residential 
furnace market and has determined 
that a reduction of the upper limit of 
input rate is warranted. DOE has also 
determined it appropriate to separate 
the upper limits for furnaces from 
those for boilers, but not for different 
types of fuel. The upper limits pre¬ 
scribed in the final rule are 300,000 
Btujs per hour for boilers and 225,000 
Btu's per hour for furnaces. 

4 ESTIMATED annual operating costs 

Many of those commenting raised 
Questions regarding accuracy and use¬ 
fulness of the estimated annual oper¬ 
ating costs to be derived from the test 
procedures. These questions concerned 
the effects of variations in heating 
season and energy costs across the 
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country, variations due to the type of 
home construction, temperature con¬ 
trols (zone control, night setback and 
consumer preferences), and overesti¬ 
mation of the average number of heat¬ 
ing load hours in a season from the 
use of 65* F as a balance point tem¬ 
perature for degree day computations. 
Usefulness of estimated annual oper¬ 
ating costs to the consumer was also 
criticized on the basis that equipment 
selection is usually made by builders 
or heating system contractors and not 
by the consumer. 

DOE agrees these factors can have 
an effect on how closely annual oper¬ 
ating costs derived from these test pro¬ 
cedures approximate the costs of 
actual operation. The test procedures 
have been designed to evaluate the 
energy efficiency and typical cost of 
operation of a furnace or vented 
heater during a representative average 
use cycle rather than the actual oper¬ 
ating cost of a specific furnace in a 
specific application. The primary pur¬ 
pose of the estimated annual operat¬ 
ing costs derived from the test proce¬ 
dures is to provide a basis for compar¬ 
ing the efficiency levels of different 
heating systems when operating under 
a typical usage pattern. This compari¬ 
son should be useful both to consum¬ 
ers and to builders or contractors sell¬ 
ing homes to consumers conscious of 
energy costs. 

In addition, several commenters sug¬ 
gested a change in the outdoor bal¬ 
ance point temperature (currently 65* 
F) used in the test procedures. DOE is 
aware of the fact that the use of 65* F 
as a balance point temperature may 
not represent current house construc¬ 
tion techniques and the trend toward 
reducing residential infiltration rates. 
However, changing the balance point 
temperature would require an exten¬ 
sive and lengthy analysis and, until 
such data is available, DOE has deter¬ 
mined that the existing standard prac¬ 
tice of using 65* F as a base tempera¬ 
ture will be used in these test proce¬ 
dures. 

S. STEADY STATE, HEAT-UP, AND COOL¬ 
DOWN TESTING PROCEDURES (FLUE AND 
STACK REQUIREMENTS) 

A commenter suggested an improved 
method of measuring the steady state 
efficiency as well as the heat-up and 
cool-down temperature. It was suggest¬ 
ed that this be used for gas and oil 
fueled furnaces, boilers, and vented 
heaters. 

This procedure claimed to improve 
the DOE proposed procedures in the 
following respects: 

A single stack procedure, instead of a 5 
foot stack for steady state tests and 
a 2 foot stack for heat-up and cool¬ 
down tests as proposed by DOE, 
would be easier to conduct because it 
would not require a shutdown and 
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restart of the furnace for removal of 
the 5-foot stack and replacement 
with the 2-foot stack. 

Standardizing the stack height at a 
constant 5 feet, instead of using a 
length whose top is 5 feet 6 inches 
above the highest point of the draft 
hood relief opening as originally pro¬ 
posed. would make it possible to use 
the same stack on all appliances 
with the same draft hood outlet size. 
The 5-foot stack would be more repre¬ 
sentative of stack heights in the 
field than the 2-foot stack used in 
the proposed test procedures for 
heat-up and cool-down temperature 
measurements. 

The use of a thermocouple grid on 
nine thermocouples rather than a 
single thermocouple would be more 
accurate for the heat-up and cool¬ 
down test. 

As a result of NBS’ evaluation and 
recommendation, modifications based 
on part of the procedures suggested by 
the commenter have been incorporat¬ 
ed and are now a part of the final test 
procedures prescribed today. The 
modified steady state portion of the 
suggested procedures has not been ac¬ 
cepted because it would allow heat 
transfer from the flue gases to the 
conditioned air in a manner that is not 
representative of normal operation 
(i.e., with the draft hood open). The 
suggested 5-foot stack has been adopt¬ 
ed and the proposed 2-foot stack has 
been eliminated. Also, the location of 
the thermocouples for measuring 
stack temperature in the steady state 
test has been made common with the 
location for heat-up and cool-down 
tests. These changes have eliminated 
the need to replace the 5-foot stack 
with a 2-foot flue pipe, and reduced 
the testing time from that required by 
the procedures as proposed. 

The suggested method of achieving 
identical CO* levels upstream of dilu¬ 
tion, through restricting the stack 
outlet during the heat-up and cool¬ 
down tests, has been Incorporated into 
the test procedures for units with inte¬ 
gral draft diverters. 

The use of nine parallel, connected 
thermocouples,* instead of one central¬ 
ly located thermocouple, has also been 
accepted. 

It was also suggested that all tem¬ 
perature and CO* measurements be 
made downstream of the draft control 
device. However, due to possible cool¬ 
ing and dilution of the flue gases, 
DOE considered it preferable to meas¬ 
ure temperature and CO* concentra¬ 
tion upstream of dilution whenever 
possible. In furnaces or vented heaters 
with a common flue gas collection 
point, this presents no problem. Flue 
gases of such furnaces and vented 
heaters are now measured upstream of 
dilution and with a 5-foot stack pipe 
rather than the 2-foot flue pipe as pro¬ 
posed. Units with integral draft di- 
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verters, however, typically have no 
common collection point. To measure 
flue gases upstream of dilution, one 
must therefore simulate a flue by seal¬ 
ing the draft diverter and restricting 
the stack to reduce air flow. Thus, for 
furnaces and vented heaters with inte¬ 
gral draft diverters, DOE has accepted 
the suggestions of these commenters 
and appropriately modified the test 
procedures. Also, instructions have 
been incorporated into section 2.6 of 
appendix N and O to insure that radi¬ 
ation shields be used on the thermo¬ 
couples where radiation may be a 
problem. 

e. DESIGN HEATING REQUIREMENT FOR 
ELECTRIC FURNACES 

The proposed test procedures con¬ 
tained a constant, 0.5, as the typical 
ratio of steady state efficiency to 100 
times the average furnace sizing factor 
(assumed to be 1.7). The constant was 
criticized by commenters as oversim¬ 
plifying the ratios for different catego¬ 
ries of furnaces and vented heaters. 
DOE agrees and has removed this con¬ 
stant, 0.5, from the test procedures. 
The calculation employing the con¬ 
stant has been replaced by a calcula¬ 
tion of typical design heating require¬ 
ment based upon a common table now 
incorporated into the final rule for 
electric, gas or oil fueled furnaces, 
boilers, or vented heaters for various 
output capacities. The output capacity 
is now a specified part of the test pro¬ 
cedures. 

7. TEST ROOM AIR TEMPERATURE 

Several comments were received re¬ 
garding the proposed limitation of 65* 
to 75" P on test room air temperature. 
These comments expressed concern 
that this limitation would require 
equipment to air-condition the test lab 
at substantial cost. One of those com¬ 
menting estimated that an initial in¬ 
vestment of $60,000 would be required 
to air-condition a typical test facility. 
Several recommendations suggested 
wider ranges of test room air tempera¬ 
tures be allowed. NBS evaluated the 
impact that such a change would 
make on test data and determined 
that enlarging the allowable range 
would have a negligible effect on test 
results if the data was mathematically 
corrected to a standard ambient air 
temperature. Therefore, a provision 
has been added to section 4 of Appen¬ 
dices N and O that allows a test room 
air temperature range of 65" to 100* F, 
with a correction factor to be applied 
in the calculation procedure adjusting 
the test results to a standard ambient 
temperature of 70" F. 

8. BURNER AIR SHUTTER ADJUSTMENTS 

Comments were directed at the pro¬ 
posed method of adjusting the air 
shutter of gas burners at their maxi¬ 
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mum setting prior to testing. The rec¬ 
ommendation was that burners be ad¬ 
justed in accordance with the manu¬ 
facturer’s instructions to avoid im¬ 
proper operation such as poor combus¬ 
tion, slow ignition, lifting flames, etc. 
DOE has reviewed this suggestion and 
agrees the manufacturer’s recom¬ 
mended adjustment is appropriate. 
The test procedure has been changed 
to incorporate this recommendation. 

9. BOILER WATER FLOW ADJUSTMENTS 

Continents noted that the proposed 
sections 2.5.4 and 2.5.5 for adjusting 
the water flow rate were inconsistent. 
These proposed sections referenced 
different ANSI standards for gas and 
oil fueled boilers, which used different 
outlet water temperatures. The test 
procedures have been changed to 
make the outlet water temperature ad¬ 
justment proposed for oil fueled 
equipment the adjustment for gas and 
electric equipment as well. Comments 
also noted that test conditions were 
not specified for oil fueled steam boil¬ 
ers. A steam boiler adjustment setting 
for steam pressure has now been speci¬ 
fied in section 2.5.4. 

10. HEATING CAPACITY RATING 

A suggestion was made that the test 
procedures include a definition of 
heating capacity as the product of the 
measured steady state efficiency and 
the input to the appliance. This sug¬ 
gestion has been accepted and incorpo¬ 
rated in the test procedures. 

11. STEADY STATE CALCULATIONS FOR 
FLUE LOSS 

A comment stated that flue losses 
calculated by the DOE procedures do 
not agree closely with those used and 
accepted as established industry prac¬ 
tices for natural gas and, in particular, 
the methods employed by American 
Gas Association Laboratories (AGA 
Labs). NBS investigated these prac¬ 
tices and recommended several 
changes to the assigned values of stoi¬ 
chiometric air to fuel ratio (A/F) in 
table 3, used to calculate flue losses, to 
represent typical properties of natural 
gases being distributed in the field. 
DOE has adopted this change in order 
to obtain closer agreement with exist¬ 
ing methods. 

12. EFFECTIVENESS OF STACK (OR FLUE) 
DAMPERS 

A comment was made that calcula¬ 
tions used to predict savings associated 
with the use of stack (or flue) dampers 
did not appear to reflect adequately 
boundary layer flow effects. It was 
claimed that the factor D 0 , which is 
derived from the percentage of open 
area in the stack or flue, did not take 
into account the location and shape of 
that open area (i.e., an open area in 
the center of the damper plate as op¬ 


posed to a space around the outside 
edge when the damper is closed). This 
comment predicted that stack (or flue) 
dampers would not be properly evalu¬ 
ated by the proposed calculation for 
D 0 in section 4.3. 

NBS has investigated the effects of 
boundary layer flow by testing various 
dampers. The results of these tests 
showed that the equation as proposed 
was sufficient to measure accurately 
stack (or flue) damper effectiveness. 
However, as a result of this investiga¬ 
tion, the equation in section 4.3 has 
been changed from that proposed to 
correct a discontinuity of the curve at 
A D /A S =0.59. As a result of this change, 
the discontinuity is no longer present, 
and calculated values of D 0 are now 
available for all ratios of A d /A*. 

Another commenter stated that the 
proposed test procedures indicated 
that a furnace equipped with a stack 
(or flue) damper, which when closed 
has an effective area of 80 percent or 
less, will use more energy than a fur¬ 
nace or vented heater without a stack 
(or flue) damper. The commenter be¬ 
lieved this was incorrect. DOE agrees 
and has eliminated the draft factor in 
the equations for determining effec¬ 
tive flue temperatures if the factor ex¬ 
ceeds unity. 

13. STACK (OR FLUE) DAMPER OPERATION 
DURING THE COOL-DOWN TEST 

In the proposed rule, to evaluate the 
unit’s fuel utilization efficiency, direct 
vent systems equipped with a flue 
damper were to be tested with the 
device in place and closed during the 
cool-down portion of the test, while 
nondirect vent units that utilize a 
stack damper were to have a calcula¬ 
tion rather than a test. This procedure 
was criticized as inconsistent. 

This apparent inconsistency is ex¬ 
plained by considering the importance 
of measuring flue gas temperatures. 
On furnaces with a stack (or flue) 
damper it is more representative of 
normal operation if the stack (or flue) 
damper is in place and closed during 
the cool-down test. Therefore, DOE 
has retained this method in the test 
procedures wherever possible. Howev¬ 
er, this method is possible only on a 
direct vent unit with a flue damper or 
a unit with a stack damper and baro¬ 
metric draft regulator. Units equipped 
with an integral draft diverter or a 
draft hood have these draft relief de¬ 
vices sealed during the cooled-down 
test to measure accurately flue gas 
temperature and CO, as discussed in 
item 5. However, this procedure of 
blocking the draft relief devices does 
not allow the heat trapped by the 
stack damper to spill into the room as 
it normally would in the home. There¬ 
fore, to account for this effect on 
these units the procedures contain an 
additional correction factor to evalu¬ 
ate damper effectiveness. 
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14. efficiency degradation of oil 

FUELED FURNACES 


17. ENERGY SAVINGS DUE TO ELECTRIC- 
IGNITION 


In one comment it was indicated 
that soot build-up occurs in normal op¬ 
eration of most oil burning furnaces in 
the field which, in turn, causes a re¬ 
duction of the fuel utilization efficien¬ 
cy of those furnaces. It was requested 
that the test procedures incorporate a 
measurement of fuel utilization effi¬ 
ciency under conditions representative 
of the soot build-up during typical 
usage. 

DOE has been unable to determine a 
representative condition of soot build¬ 
up given the variations in maintenance 
to which any furnace or vented heater 
may be exposed. As a result, DOE has 
determined that the test procedures 
prescribed today should be used to test 
new units only. 

It was also suggested that the cost of 
annual maintenance, such as removing 
soot build-up, be a component of the 
estimated annual operating cost. The 
term “estimated annual operating 
cost" is defined in the Act as “the ag¬ 
gregate retail cost of the energy which 
is likely to be consumed annually in 
representative use of a consumer prod¬ 
uct.” Therefore, the annual cost of 
maintenance does not fall within the 
definition of “estimated annual oper¬ 
ating costa,** and is not included in the 
final rule prescribed today. 

15. STACK (OR FLUE) DAMPERS ON OUT¬ 
DOOR FURNACES, BOILERS. OR VENTED 
HEATERS 

One comment stated the proposed 
test procedures would show greater 
energy savings for the use of a stack 
damper on outdoor furnaces than on 
indoor furnaces, a result he believed 
inconsistent with known data. 

In practice, a stack damper on out¬ 
door equipment does not result in an 
energy savings since all heat trapped 
by the damper is discharged through 
the draft relief openings to the out¬ 
doors. The test procedures for fur¬ 
naces and vented heaters intended for 
installation outdoors or in unheated 
areas, such as attics or crawl spaces, 
specify a D 0 factor only for flue 
jumpers. A flue damper is the only 
type of damper that saves energy on 
outdoor units since heat can be 
trapped in the heat exchanger on the 
Inniace side of the draft relief device. 
This savings is correctly accounted for 
in the test procedures. 


16. BLOCKING THE SOURCE OF 
COMBUSTION AIR 

. One commenter stated that follow¬ 
ing the procedures for outdoor instal- 
*tion resulted in blocking off the air 
intake. To avoid the possibility, a cau¬ 
tionary statement has been added to 
section 2.2.3 stating: “care should be 
not to block the air intake with 

Insulation." 


According to some commenters, the 
proposed test procedures failed to re¬ 
flect accurately the energy savings 
available by using electric-ignition de¬ 
vices. NBS investigated this claim and 
determined that a modification to the 
calculation procedure was necessary to 
produce more realistic values. This has 
been accomplished by including a cor¬ 
rection factor in the calculation of 
Cj.orv in section 4.2.23 for furnaces and 
section 4.1.23 for vented heaters. 

18. EFFICIENCIES AT REDUCED FIRING 
RATES 

One commenter suggested DOE fur¬ 
ther evaluate the assumption that a 
furnace with a reduced firing rate will 
have the same efficiency at both re¬ 
duced and full firing rates. He suggest¬ 
ed efficiencies are generally lower at 
reduced firing rates. 

DOE has determined that conven¬ 
tional reduced firing rate furnaces 
have lower steady state efficiencies at 
the reduced firing rate since the inlet 
air openings, sized for the full firing 
rate, provide large amounts of excess 
air. However, when considering sea¬ 
sonal efficiency, the effect of reduced 
steady state efficiency at the reduced 
firing rate is offset by reduced cycling. 
Consequently, even though the test 
procedures do not directly account for 
the lower steady state efficiency at re¬ 
duced firing rates, they do correctly 
predict the seasonal efficiency of the 
conventional reduced firing rate fur¬ 
nace. 


19. CONSTANT PART LOAD UTILIZATION 
EFFICIENCIES 

Commenters also suggested DOE 
further evaluate the assumption that 
part load utilization efficiency is con¬ 
stant for all climatic conditions in all 
parts of the country. NBS performed 
an evaluation of this assumption prior 
to the issuance of the proposed test 
procedures. The same furnace or 
vented heater will have different rep¬ 
resentative part loads in different 
parts of the country. However, these 
differences were not found to be of a 
magnitude requiring expanded test 
procedures to determine a regional 
annual utilization efficiency. The effi¬ 
ciency. as now determined, uses a one 
temperature *bin” approach to calcu¬ 
late the representative part load for 
furnaces or vented heaters in each 
region of the United States during one 
heating season. A multi temperature 
“bin” approach would be needed to 
provide a more exact regionalized test 
procedure. NBS considered a six tem¬ 
perature “bin** method and found the 
additional incremental accuracy did 
not warrant the more lengthy calcula¬ 
tion procedure. 


20. SPECIFIED FUEL CHARACTERISTICS 

At the public hearing, it was suggest¬ 
ed the tolerances for natural gas as 
specified for testing (i.e., higher heat 
value equal to 1,025 Btu’s per cubic 
foot, ±5 percent) be deleted and that 
whatever pipeline gas is distributed to 
be used for the test gas. 

The higher heating value of natural 
gas varies for many parts of the coun¬ 
try depending on the source of the 
natural gas. Also, in winter many com¬ 
panies “peak shave;** that is. in periods 
of high demand, the natural gas deliv¬ 
ered to customers is supplemented by 
mixing it with propane gas. Conse¬ 
quently, during periods of high 
demand (Le., cold weather) the heat¬ 
ing value and specific gravity of the 
distributed gas can vary. 

The ±5 percent tolerance on higher 
heating value for all test gases is speci¬ 
fied because the constants used for de¬ 
termining steady state flue loss, A/P 
(stoichiometric air to fuel ratio), and 
U. A (latent heat loss), are dependent 
on maintaining the test gases within 
the specified tolerances. In these test 
procedures it is necessary both to limit 
the variation of the specific heating 
value of the fuel and to measure the 
actual value with an accuracy of 1 per¬ 
cent. Thus, the test procedures pre¬ 
scribed today retain the tolerances for 
natural gas originally specified. 

21. WATER PUMP ENERGY MEASUREMENT 

Section 3.1.6 required pump energy 
(PE) to be measured. Comments noted 
that due to the variety of piping ar¬ 
rangements that can be attached to a 
boiler in the field, the PE consump¬ 
tion can differ considerably from one 
installation to another. It was recom¬ 
mended that a typical electric power 
rating be used for the calculation in¬ 
stead of a laboratory measurement. 
NBS recommended a typical rating of 
0.13 kW which has now been incorpo¬ 
rated into section 3.1.2 of appendix N. 

22. OIL BURNER ADJUSTMENTS 

Section 2.4.2 specified that oil 
burners be adjusted to give the best 
CO. reading. Comment was received 
that this was not a realistic setting for 
boiler burners. It was further noted 
that boilers are sold in two basic ways: 
as bare boilers to be equipped with 
any oil burner available in the field (as 
decided by the customer or the install¬ 
ing contractor), or as a boiler-burner 
unit incorporating a flame retention 
burner matched to the boiler by the 
manufacturer. According to the com¬ 
ment, boilers in both categories are 
rated by the manufacturer in terms of 
CO, adjustment which is 10 percent 
for the bare boiler and 12 percent for 
the boiler with the burner as part of 
the package. It was stated there are oil 
burners available that can produce 13 
percent to 14 percent CO, in the labo- 
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ratory. However, such values cannot 
be obtained In practice since a margin 
must be allowed for safety to cover 
daily variations in available draft, air 
density, etc. 

To better represent the field in¬ 
stalled condition, the statement direct¬ 
ing the tester to adjust the unit to the 
“best” CO, has been changed to direct 
him to adjust the unit to the CO, 
reading recommended by the manu¬ 
facturer. Additionally, the specifica¬ 
tion for smoke has been changed from 
a No. 2 to a No. 1 smoke adjustment to 
better represent field conditions. 

The statement, ‘adjust to the manu¬ 
facturers CO, recommendation” is not 
intended to limit the CO, to 10 percent 
or 12 percent. If a higher CO, level is 
possible while achieving the prescribed 
smoke setting, then that adjustment is 
permissible if the manufacturer nor¬ 
mally recommends it for field adjust¬ 
ment. In any case, the No. 1 smoke set¬ 
ting governs burner adjustment irre¬ 
spective of the manufacturer’s CO, 
recommendations. 

23. BURNER OPERATING HOURS 

Comments were made that the 
number of burner operating hours pre¬ 
dicted by the proposed test procedures 
was greater than the actual number of 
burner operating hours of furnaces in 
the field. 

The calculation for burner operating 
hours is based on an average or typical 
design heating requirement and the 
average or typical heating load hours. 
The design heating requirement is de¬ 
termined in the test procedures using 
a value of output capacity (Q^) for a 
particular furnace or vented heater. 
The heating load hours are deter¬ 
mined using the standard 65* F base. 
These determinations do not fully ac¬ 
count for internal loads and the dy¬ 
namic nature of the heating flow of 
the structure. As a consequence, the 
design heating requirements and heat 
load hours determined by these calcu¬ 
lations tend to be larger than the 
actual heating loads required to be 
met by the heating appliances and, 
therefore, the burner operating hours 
and the annual energy consumption 
are over-estimated. NBS has reviewed 
much of the technical information 
available on this subject; in particular, 
the information published by the 
American Society of Heating, Refrig¬ 
eration. and Air Conditioning Engi¬ 
neers (ASHRAE). DOE has adopted 
the NBS recommendation of including 
a constant adjustment factor in the 
furnace, vented heaters and unvented 
heater test procedures. This adjust¬ 
ment factor will improve the agree¬ 
ment between the average calculated 
operating cost and the actual cost in¬ 
curred by the consumer. 

After reviewing data. NBS recom¬ 
mended, and DOE accepted the value 
of 0.77 as the adjustment factor. This 
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is applied in the determination of 
burner operating hours for fossil 
fueled units and in the determination 
of annual energy consumption for 
electric units. 

Also, some commenters criticized the 
assumed oversizing factor of 70 per¬ 
cent used in the calculation of burner 
operating hours. In the field, many 
furnaces and vented heaters are con¬ 
siderably more than 70 percent over¬ 
sized. Consequently, they operate 
fewer hours, at a higher firing rate, 
than would less oversized furnaces or 
vented heaters. However, the oversiz¬ 
ing practices of the past are being mo¬ 
derated today because of an increasing 
awareness that oversized equipment is 
less efficient. Therefore, DOE believes 
the 70 percent oversizing factor is cur¬ 
rently an appropriate factor to use in 
these calculation procedures. 

These procedures provide a basis for 
comparing furnaces and vented heat¬ 
ers based on the design heat loss of 
the house. Consequently, a larger ca¬ 
pacity furnace or vented heater will 
show approximately the same cost of 
operation as a smaller furnace or 
vented heater when each is compared 
for cost of operation at the same 
design heat loss, providing both have 
the same seasonal efficiency. 

24. JACKET LOSS MEASUREMENT 
PROCEDURE 

One comment stated that the proce¬ 
dures used in the referenced ANSI 
Standard for Jacket loss measurement 
(ANSI Z21.47) would not properly 
evaluate the jacket loss of an under¬ 
fired boiler. According to the eom- 
menter, the most significant jacket 
loss of such boilers is through the 
bottom. As an alternate method of de¬ 
termining this jacket loss, he suggest¬ 
ed conducting a full thermal efficiency 
test as specified in other ANSI stand¬ 
ards for boilers. These standards meas¬ 
ure and add the output energy, in the 
heated water at steady state oper¬ 
ation, to the flue loss, expressed as a 
percent of the total input, and sub¬ 
tract this total from 100 percent. 

The standards suggested by the com- 
menter themselves do not measure 
jacket loss through the bottom, al¬ 
though they do provide for determin¬ 
ing the total boiler jacket losses. 
These standards deduce jacket losses 
from a measured heat output. 

A direct measure of the heat output 
of a furnace or vented heater would be 
considerably more difficult, and as yet 
has not been developed. Since the pro¬ 
posed procedure accurately measures 
fuel utilization efficiency for both fur¬ 
naces and boilers, DOE has deter¬ 
mined to retain the procedure origi¬ 
nally proposed for measuring jacket 
losses. 


25. SIMPLIFICATION OF DATA COLLECTION 
AND COMPUTATION 

Several commenters expressed con¬ 
cern over the lengthy and difficult cal¬ 


culations and the many measurements 
contained in the proposed test proce¬ 
dures. The calculations as proposed 
were necessary to allow a fair compari¬ 
son of diverse central heating equip¬ 
ment types and produce reasonably re¬ 
alistic numerical results. Existing in¬ 
dustry test procedures measure steady 
state efficiencies, but do not account 
for any part load or seasonal perform¬ 
ance effects. The additional data re¬ 
quirements of the DOE test proce¬ 
dures are due to the treatment of the 
part load and seasonal effects neces- 
sary to estimate annual operating 
costs and to give credit for equipment 
features that improve efficiency under 
part load conditions. 

26. MANUAL CALCULATIONS 

The proposed test procedures were 
designed to allow manual computation 
methods and included several tables 
and families of graphs. Several mem¬ 
bers of industry attempted to carry 
out the indicated calculations, using 
specific equipment examples and 
manual methods. Unsatisfactory re¬ 
sults were reported in terms of repea¬ 
tability. precision and manpower costs. 
Commenters noted that computers are 
generally available and that their use 
as the normal computation method 
would be far more practical. DOE rec¬ 
ognizes the validity of these comments 
by industry and will assist, in the 
transformation from manual to com¬ 
puter procedures. A computer pro¬ 
gram for the calculations, based on 
the worksheet contained in the test 
procedures, is available to all interest¬ 
ed parties in the DOE Public Reading 
Room, Freedom of Information Office, 
Room 2107, 12th and Pennsylvania 
Avenue NW.. Washington. D.C. 20461 

27. UTILIZATION EFFICIENCY BASED ON 
PRIMARY ENERGY SOURCE 

One commenter believed it would be 
deceptive to the consumer to consider 
energy efficiency only at the point of 
use. The commenter stated that 
energy efficiency should be deter¬ 
mined from the primary energy 
source, l.e., the power plant. 

Section 323(a)(4)(A) of the Act re¬ 
quires DOE tp prescribe test proce¬ 
dures for different consumer products 
for the determination of an estimated 
annual operating cost for each product 
and at least one other measure of 
energy consumption which DOE deter¬ 
mines is likely to assist consumers m 
making purchasing decisions. DOE has 
determined the measures of energy 
consumption prescribed today will be 
useful to consumers and are likely to 
assist them in making purchasing deci¬ 
sions. DOE does not consider it neces¬ 
sary to prescribe any additional meas* 
ures of energy consumption at this 
time. 

28. PROPANE PILOT UTILIZATION 

Comment was received from the 
liquid petroleum (LP) gas industry em- 
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phasizing their concern with any 
action which would preclude the use 
of gas pilots on UP gas fueled heaters. 
These test procedures do not preclude 
the use of pilots on LP gas heaters. 

29. COMPARISON OF VENTED HEATERS AND 
FURNACES 

A commenter stated the test proce¬ 
dures should allow for a fair compari¬ 
son of all types of heating equipment 
and therefore must be as consistent as 
possible among types and still consider 
the different usage patterns and con¬ 
ditions of operation to which vented 
heaters and furnaces are exposed. The 
commenter suggested that a correc¬ 
tion factor could be applied to the 
vented heater calculation to account 
for these differences. 

DOE has determined it appropriate 
to address vented heaters in the test 
procedures in the same way as fur¬ 
naces, since the typical use of vented 
heaters is as a primary heat source in 
a home. Furthermore, DOE believes a 
correction factor applied to the vented 
heater test procedures in order to re¬ 
flect typical differences between 
annual cost of operation of vented 
heaters and furnaces could be mislead¬ 
ing. Such a correction factor giving 
higher annual operating costs for fur¬ 
naces might imply to a consumer that 
the seasonal efficiencies of furnaces 
are generally lower than those of 
vented heaters. 

30. MISCELLANEOUS 

After careful consideration of all of 
the comments and further consulta¬ 
tion with NBS and FTC, DOE has 
made some editorial and minor techni¬ 
cal changes in the proposed test proce¬ 
dures that were not discussed above 
and incorporated them in the final 
rule prescribed today. 

C. Regulations Prescribed 

1. TEST PROCEDURES 

The test procedures for furnaces and 
vented home heating equipment pre¬ 
scribed today are included in subpart 
B and are substantially the same as 
those proposed, with the exception of 
the changes discussed above. As with 
the proposed procedures, the method¬ 
ology of the tests incorporate parts of 
the following standards: American Na¬ 
tional Standards Institute (ANSI) 
211.182-1965 (R1971), Z21.11.1-1974, 
Z21.13-1974, Z21.44-1973, Z21.47-1973. 
Z21.48-1976, Z21.49-1975, and Z91.1- 
iaP’ Underwriters Laboratory (UL) 
729-1976. 730-1974, and 896-1973, Air 
Conditioning and Refrigeration Insti¬ 
tute (ARI) 280-74. and The Hydronic 
Institute (HI) “Testing and Rating 
standard for Cast Iron and Steel 
heating Boilers — January 1977." 
these standards are used in the test 
Procedures with additional methodolo¬ 
gy to determine energy consumption. 
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For purposes of DOE’s program, the 
incorporated standards remain appli¬ 
cable as presently written, regardless 
of any subsequent amendment of the 
ANSI, UL, ARI, or HI standards, until 
further amendment by DOE. Copies of 
these standards are available for in¬ 
spection at the DOE Public Reading 
Room. 

Under the requirements of section 
32(c) of the Federal Energy Adminis¬ 
tration Act of 1974 (15 U.S.C. 761 et 
seq.) as amended by section 9 of the 
Federal Energy Administration Au¬ 
thorization Act of 1977 (Pub. L. 95-70), 
the Administrator of FEA is to consult 
with the Attorney General and the 
Chairman of the Federal Trade Com¬ 
mission concerning the impact on com¬ 
petition of any rules prescribed by 
FEA which utilize or incorporate any 
commercial standards. As noted earli¬ 
er, the Administrator’s functions have 
been assumed by the Secretary of 
Energy. 

Copies of the test procedures for fur¬ 
naces and vented home heating equip¬ 
ment, which incorporate the above- 
mentioned commercial standards, have 
been transmitted to the Attorney Gen¬ 
eral and to the Chairman of the Fed¬ 
eral Trade Commission for their com¬ 
ments concerning the impact of such 
standards on competition, in accord¬ 
ance with section 32(c). Neither offi¬ 
cial has any comments, nor do they 
recommend against the incorporation 
or use of these commercial standards 
in the final test procedures for fur¬ 
naces and vented home heating equip¬ 
ment. 

2. GENERAL PROVISIONS 

Also prescribed today are definitions 
of “Basic model" with respect to fur¬ 
naces and vented home heating equip¬ 
ment, “Direct vent system." “Electric 
central furnace," “Forced air central 
furnace," “Furnace," “Gravity central 
furnace." “Low pressure steam or hot 
water boiler." “Outdoor furnace or 
boiler," “Vented home heating equip¬ 
ment," “Vented heater," “Vented wall 
furnace," “Vented floor furnace," and 
“Vented room heater." The definitions 
for furnaces and boilers were previous¬ 
ly proposed in subpart A issued July 
28, 1977, (42 FR 40826, August 11. 
1977). The definitions for vented home 
heating equipment were previously 
proposed in subpart A issued August 
22. 1977 (42 FR 43930 August 31. 
1977). Comments which were received 
regarding these definitions and the 
issues which they raised have been dis¬ 
cussed earlier in this notice. 

3. APPLICATION OF TEST PROCEDURES 

As discussed previously, the final 
test procedures prescribed today must 
be applied before representations re¬ 
garding a measure of energy consump¬ 
tion can be made. Because the pur¬ 
poses and needs of the different ele¬ 
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ments of the appliance program (e.g., 
labeling, targets) vary, application of 
the standard test methodology pre¬ 
scribed today may differ in some re¬ 
spects for each program element. It is 
expected that instructions on how to 
apply the standard test methodology 
to these other elements of the appli¬ 
ance program will be proposed for 
comment in the near future. 

The requirements of § 430.24 (n) and 
(o) of the final regulations apply until 
such time as final labeling require¬ 
ments for a particular measure of 
energy consumption and the associat¬ 
ed test procedure application provision 
are prescribed. After that time, all rep¬ 
resentations regarding a measure of 
energy consumption covered by a la¬ 
beling rule must be the same as repre¬ 
sented on the label. 

D. Unit Costs of Energy 

Under section 323(b)(2) of the Act, 
FEA is to provide manufacturers in¬ 
formation as to the representative 
average unit costs of energy. This in¬ 
formation was provided by notice 
issued July 11, 1977 (42 FR 36549, July 
15. 1977). 

E. Preemption 

Today's rulemaking prescribing final 
test procedures for furnaces and 
vented home heating equipment su¬ 
persedes any State regulation to the 
extent required by section 327 of the 
Act. Pursuant to section 327, all State 
regulations which provide for the dis¬ 
closure of information with respect to 
any measure of energy consumption of 
furnaces or vented home heating 
equipment, or which provide for any 
energy efficiency standard or similar 
requirement with respect to energy ef¬ 
ficiency or energy use of furnaces or 
vented home heating equipment, must 
now employ test procedures identical 
to those specified in today's final rule. 

(Energy Policy and Conservation Act. Pub. 
L. 94-163, as amended by Pub. L. 94-385: 
Federal Energy Administration Act of 1974, 
Pub. L. 93-275, as amended by Pub. L. 94- 
385: E.O. 11790, 39 FR 23185 Department of 
Energy Organization Act, Pub. L. 95-91.) 

In consideration of the foregoing, 
Part 430 of Chapter II of Title 10. 
Code of Federal Regulation, is amend¬ 
ed as set forth below, effective. 

Issued in Washington, D.C., May 2, 
1978. 

William P. Davis, 
Deputy Director of 
Administration. 

1. Section 430.2 is amended by 
adding subparagraphs (14) and (15) as 
part of the definition of “basic model" 
and by adding in appropriate alpha¬ 
betical order the definitions of “direct 
vent system," “electric boiler," “elec¬ 
tric central furnace," “forced air cen¬ 
tral furnace," “furnace." “gravity cen¬ 
tral furnace," “low pressure steam or 
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hot water boiler/’ “outdoor furnace or 
boiler/’ “vented home heating equip¬ 
ment” or “vented heater/' “vented 
floor furnace/' “vented room heater," 
and “vented wall furnace,” to read as 
follows: 

§ 430.2 Definitions. 

• • • • • 

“Basic model” means all units of a 
given type of covered product manu¬ 
factured by one manufacturer and— 

(14) with respect to furnaces, having 
the same primary energy source and 
essentially identical functional, physi¬ 
cal and electrical characteristics. 

(15) with respect to vented home 
heating equipment, having the same 
primary energy source and essentially 
identical functional, physical and elec¬ 
trical characteristics. 


“Direct vent system” means a 
system supplied by a manufacturer 
which provides outdoor air or air from 
an unheated space (such as an attic or 
crawl space) directly to a furnace or 
vented heater for combustion and for 
draft relief if the unit is equipped with 
a draft control device. 

“Electric boiler” means an electrical¬ 
ly powered furnace designed to supply 
low pressure steam or hot water for 
space heating application. A low pres¬ 
sure steam boiler operates at or below 
15 pounds per square inch gauge (psig) 
steam pressure: a hot water boiler op¬ 
erates at or below 160 psig water pres¬ 
sure and 250“ P water temperature. 

“Electric central furnace” means a 
furnace designed to supply heat 
through a system of ducts with air as 
the heating medium, in which heat is 
generated by one or more electric re¬ 
sistance heating elements and the 
heated air is circulated by means of a 
fan or brower. 

“Forced air central furnace” means 
a gas or oil burning furnace designed 
to supply heat through a system of 
ducts with air as the heating medium. 
The heat generated by combustion of 
gas or oil is transferred to the air 
within a casing by conduction through 
heat exchange surfaces and is circulat¬ 
ed through the duct system by means 
of a fan or blower. 

“Furnace” means a device designed 
to be the principal heating source for 
the living space of a residence having 
a heat input rate less than 300,000 
Btu's per hour for electric boilers and 
low pressure steam or hot water boil¬ 
ers. or 225,000 Btu's per hour for 
forced air central furnaces, gravity 
central furnaces, and electric central 
furnaces. 

“Gravity central furnace” means a 
gas fueled furnace which depends pri¬ 
marily on natural convection for circu¬ 
lation of heated air and which is de¬ 
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signed to be used in conjunction with 
a system of ducts. 

“Low pressure steam or hot water 
boiler” means an electric, gas or oil 
burning furnace designed to supply 
low pressure steam or hot water for 
space heating application. A low pres¬ 
sure steam boiler operates at or below 
15 pounds psig steam pressure: a hot 
water boiler operates at or below 160 
psig water pressure and 250° F water 
temperature. 

"Outdoor furnace or boiler” is a fur¬ 
nace or boiler normally intended for 
installation out-of-doors or in an un¬ 
heated space (such as an attic or a 
crawl space). 

“Vented home heating equipment” 
or "vented heater” means a class of 
home heating equipment, not includ¬ 
ing furnaces, designed to furnish 
warmed air to the living space of a 
residence, directly from the device, 
without duct connections (except that 
boots not to exceed 10 inches beyond 
the casing may be permitted) and in¬ 
cludes: vented wall furnace, vented 
floor furnace, and vented room heater. 

"Vented floor furnace” means a self- 
contained vented heater suspended 
from the floor of the space being 
heated, taking air for combustion from 
outside this space. The vented floor 
furnace supplies heated air circulated 
by gravity or by a fan directly into the 
space to be heated through openings 
in the casing. 

“Vented room heater” means a self- 
contained, free standing, nonreoessed, 
vented heater for furnishing warmed 
air to the space in which it is installed. 
The vented room heater supplies 
heated air circulated by gravity or by 
a fan directly into the space to be 
heated through openings in the 
casing. 

“Vented wall furnace” means a self- 
contained vented heater complete 
with grilles or the equivalent, designed 
for incorporation in, or permanent at¬ 
tachment to, a wall of a residence and 
furnishing heated air circulated by 
gravity or by a fan directly into the 
space to be heated through openings 
in the casing. 

2. Section 430.22 is amended by 
adding paragraphs (n) and (o), to read 
as follows: 

§ 430.22 Test procedures for measures of 
energy consumption. 

• • * * * 

(n) Furnaces . (1) The estimated 
annual operating cost for furnaces is 
the sum of (i) the product of the aver¬ 
age annual fuel energy consumption, 
in Btu's per year for gas or oil fur¬ 
naces or in kilowatt-hours per year for 
electric furnaces, determined accord¬ 
ing to 4.8 or 4.10 of appendix N of this 
subpart, respectively, and the repre¬ 
sentative average unit cost in dollars 


per Btu for gas or oil, or dollars per 
kilowatt-hour for electric, as appropri 
ate, as provided pursuant to section 
323(b)(2) of the Act, plus (ii) the prod¬ 
uct of the average annual auxiliary 
electric energy consumption in kilo¬ 
watt-hours per year, determined ac¬ 
cording to 4.9 of appendix N of this 
subpart, and the representative aver¬ 
age unit cost in dollars per kilowatt- 
hour as provided pursuant to section 
323(b)(2) of the Act, the resulting sum 
then being rounded off to the nearest 
dollar per year. 

(2) The annual fuel utilization effi¬ 
ciency for furnaces, expressed in per¬ 
cent, is the ratio of annual output of 
useful energy delivered to the heated 
space to the annual fuel energy input 
to the furnace determined according 
to 4.2.33 of appendix N of this subpart 
for gas and oil furnaces and deter¬ 
mined in accordance with 4.1 of appen¬ 
dix N of this subpart for electric fur¬ 
naces. 

(3) The estimated regional annual 
operating cost for furnaces is the sum 
of (i) the product of the regional 
annual fuel energy consumption in 
Btu’s per year for gas or oil furnaces 
or in kilowatt-hours per year for elec¬ 
tric furnaces, determined according to 
4.12 and 4.14 of appendix N of this 
subpart, respectively, and the repre¬ 
sentative average unit cost in dollars 
per Btu for gas or oil, or dollars per 
kilowatt-hour for electric, as appropri¬ 
ate. as provided pursuant to section 
323(b)(2) of the Act, plus (ii) the prod¬ 
uct of the regional auxiliary electrical 
energy consumption in kilowatt-hours 
per year, determined according to 4.13 
of appendix N of this subpart, and the 
representative average unit cost in dol¬ 
lars per kilowatt-hour as provided pur¬ 
suant to section 323(b)(2) of the Act. 
the resulting sum then being rounded 
off to the nearest dollar per year. 

(4) Other useful measures of energy 
consumption for furnaces shall be 
those measures of energy consumption 
which the Secretary of Energy deter¬ 
mines are likely to assist consumers in 
making purchasing decisions and 
which are derived from the applica¬ 
tion of appendix N of this subpart. 

(o) Vented home heating equipment 
(1) The estimated annual operating 
cost for vented home heating equip¬ 
ment is the sum of (i) the product of 
the average annual fuel energy con¬ 
sumption in Btu's per year, deter- 
mined according to 4.7 of appendix O 
of this subpart, and the representative 
average unit cost in dollars per Btu for 
gas or oil, as appropriate, as provided 
by the Administrator, plus (ii) the 
product of the average annual auxil¬ 
iary electric energy consumption in 
kilowatt-hours per year, determined 
according to 4.8 of appendix O of this 
subpart, and the representative aver¬ 
age unit cost in dollars per kilowatt- 
hour as provided by the Administra- 
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tor, the resulting sum rounded off to 
the nearest dollar per year. 

(2) The annual fuel utilization effi¬ 
ciency for vented home heating equip¬ 
ment, expressed in percent, is the ratio 
of annual output of useful energy de¬ 
livered to the heated space to the 
annual fuel energy input to the vented 
heater determined according to 4.1.33 
of Appendix O of this subpart. 

(3) The estimated regional annual 
operating costs for vented home heat¬ 
ing equipment computed for different 
typical design heating requirements is 
the sum of (i) the product of the re¬ 
gional annual fuel energy consump¬ 
tion for the typical design heating re¬ 
quirement being used, in Btu’s per 
year for gas or oil vented heaters de¬ 
termined according to 4.10 of Appen¬ 
dix O of this subpart, and the repre¬ 
sentative average unit cost in dollars 
per Btu for gas or oil, as appropriate, 
as provided by the Administrator plus 
(ii) the product of the regional annual 
auxiliary electrical energy consump¬ 
tion in kilowatt-hours per year deter¬ 
mined according to 4.11, f as appropri¬ 
ate, of Appendix O of this subpart, 
and the representative average unit 
cost in dollars per kilowatt-hour as 
provided by the Administrator, the re¬ 
sulting sum then being rounded off to 
the nearest dollar per year. 

(4) Other useful measures of energy 
consumption for vented home heating 
equipment shall be those measures of 
energy consumption which the Admin¬ 
istrator determines are likely to assist 
consumers in making purchasing deci¬ 
sions and which are derived from the 
application of Appendix O of this sub¬ 
part. 

3. Section 430.24 is amended by 
adding paragraphs (n) and (o) to read 
as follows: 

§430.24 Representations regarding meas¬ 
ures of energy consumption. 


(n) Furnaces. (1) Except as provided 
in paragraph (n)(3) of this section, no 
manufacturer, distributor, retailer, or 
private labeler of furnaces may make 
jtny representation with respect to or 
based upon a measure or measures of 
energy consumption described in 
§430.22(n) unless a sample of suffi¬ 
cient size of each basic model for 
which such representation is made has 
been tested in accordance with appli¬ 
cable provisions of this subpart such 
that for each such measure of energy 
consumption, there is 95 percent confi¬ 
dence that the true mean of such 
***** of the basic model lies 
within ±5 percent of the mean of such 
measures of the sample. 

<2) The sample selected for para- 
*p* a Ph (n)(l) of this section is to be 
comprised of units which are produc¬ 
tion units, or are representative of pro- 
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duction units, of the basic model being 
tested. 

(3) Whenever a rule applicable to 
furnaces is prescribed under Section 
324 of the Act, this paragraph (n) 
shall not apply to any label covered by 
such rule, and all representations of 
any measure of energy consumption 
covered by such rule shall be identical 
to the measure of energy consumption 
of the label. 

(o) Vented home heating equipment 

(1) except as provided in paragraph 
(o)(3) of this section, no manufacturer, 
distributor, retailer, or private labeler 
of vented home heating equipment 
may make any representation with re¬ 
spect to or based upon a measure or 
measures of energy consumption de¬ 
scribed in Section 430.22(o) unless a 
sample of sufficient size of each basic 
model for which such representation 
is made has been tested in accordance 
with applicable provisions of this sub¬ 
part such that for each such measure 
of energy consumption, there is 95 
percent confidence that the true mean 
of such measures of the basic model 
lies within ±5 percent of the mean of 
such measures of the sample. 

(2) The sample selected for para¬ 
graph (o)(l) of this section is to be 
comprised of units which are produc¬ 
tion units, or are representative of pro¬ 
duction units, of the basic model being 
tested. 

(3) Whenever a rule applicable to 
vented heaters is prescribed under 
Section 324 of the Act, this paragraph 
(o) shall not apply to any label cov¬ 
ered by such rule, and all representa¬ 
tions of any measure of energy con¬ 
sumption covered by such rule shall be 
identical to the measure of energy 
consumption on the label. 

(4) Subpart B of Part 430 is amended 
to add Appendices N and O, to read as 
follows: 

Appendix N— Uniform Test Method for 

Measuring the Energy Consumption of 

Furnaces 

1.0 Definitions. 

1.1 "Steady-stale conditions" means equi¬ 
librium conditions as indicated by tempera¬ 
ture variations of not more than 3’ P (1.7* 
C) in the stack gas temperature for units 
equipped with integral draft diverters, or 
not more than 5’ P (2.8’ C) in flue gas tem¬ 
perature for units equipped with draft 
hoods, barometric draft regulators, or direct 
vent systems, In three successive tempera¬ 
ture readings taken 15 minutes apart. 

1.2 "Steady-state conditions for low pres¬ 
sure steam and hot water boilers" means 
steady-state conditions as defined in 1.1 
above and variations of not more than 4’ P 
(2.2* C) in the outlet water temperature for 
hot water boilers in three successive read¬ 
ings taken 15 minutes apart. 

1.3 "Flue gases" means all gases in the 
flue during the duration of combustion In 
the combustion chamber, including reaction 
products. Inerts and any excess air. 

1.4 "Excess air" means air which passes 
through the combustion chamber and the 
furnace flues in excess of that which is 
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theoretically required for complete combus¬ 
tion. 

1.5 "Flue" means a conduit between the 
flue outlet of the furnace and the Integral 
draft diverter, draft hood, barometric draft 
regulator, vent terminal, or any other point 
of draft relief. 

1.6 "Furnace outlet" means the opening 
provided in a furnace for the exhaust of the 
flue gases from the combustion chamber. 

1.7 "Flue losses" means the sum of sensi¬ 
ble and latent heat losses above room tem¬ 
perature of the flue gases leaving the fur¬ 
nace. 

1.8 "Stack" means the portion of the ex¬ 
haust system downstream of the draft di¬ 
verter, draft hood or barometric draft regu¬ 
lator. 

1.9 "Stack gases" means the mixture of 
the flue gases and air that enters at the 
draft diverter, draft hood, integral draft di¬ 
verter, or barometric draft regulator. 

1.10 "Barometric draft regulator or baro¬ 
metric damper" means a device designed to 
maintain a constant draft in a furnace or 
boiler. 

1.11 "Air shutter" means an adjustable 
device for varying the size of the primary 

. air lnlet(s) to the combustion chamber or 
power burner. 

1.12 "Power burner" means a furnace 
burner which supplies air for combustion at 
a pressure exceeding atmospheric pressure, 
or a burner which depends on the draft in¬ 
duced by a fan incorporated in the furnace 
for proper operation. 

1.13 "Vent limiter" means a device which 
limits the flow of air from the atmospheric 
diaphragm chamber of a gas pressure regu¬ 
lator to the atmosphere. A vent limiter may 
be a limiting orifice or other limiting device. 

1.14 “Vent/alr intake terminal" means a 
device which is located on the outside of a 
building and is connected to a furnace by a 
system of conduits. It is composed of an air 
Intake terminal through which the air for 
combustion is taken from the outside atmo¬ 
sphere, and an exhaust terminal from 
which flue gases are discharged. 

1.15 "Resistance heating element" means 
the electrical conducting medium which is 
intended to be heated by an electric current 
and which dissipates this heat into the air 
or water. 

1.16 "Induced draft" means drawing air 
into the combustion chamber by mechanical 
means. 

1.17 "Plenum" means an air compart¬ 
ment, that is attached to, or is an integral 
part of a forced air furnace and which is de¬ 
signed to either distribute the heated air 
after it leaves the heat exchanger in the 
case of a supply plenum, or collects the air 
which enters the return inlet in the case of 
a return plenum. 

1.18 "Heat Input" (Q to ) means the rate of 
energy supplied in a fuel to a furnace, oper¬ 
ating under steady state conditions, ex¬ 
pressed in Btu'8 per hour. It includes any 
input energy to the pilot light and is ob¬ 
tained by multiplying the measured rate of 
fuel consumption by the measured higher 
heating value of the fuel. 

1.19 "Draft hood" means a device that is 
not an integral part of the furnace or boiler, 
and which is connected to the furnace or 
boiler by a short length of flue pipe. It Is de¬ 
signed to (1) provide for the exhaust of the 
products of combustion in the event of no 
draft, back draft, or stoppage beyond the 
draft hood. (2) prevent a back draft from 
entering the furnace, and (3) neutralize the 
effect of stack action of the chimney or gas 
vent upon the operation of the furnace. 
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1.20 “Higher heating value'’ (HHV) 
means the heat produced per unit of fuel 
when complete combustion takes place at 
constant pressure and the products of com¬ 
bustion are cooled to the initial temperature 
of the fuel and air and when the water 
vapor formed during combustion is con¬ 
densed. The higher heating value is ex¬ 
pressed in Btu’s per pound. Btu’s per cubic 
foot for gaseous fuel, or Btu’s per gallon for 
liquid fuel. 

1.21 “Integral draft diverter” means a 
device that is an integral part of a furnace 
and which is designed to (1) provide for the 
exhaust of the products of combustion in 
the event of no draft, back draft, or stop¬ 
page beyond the draft diverter, (2) prevent 
a back draft from entering the furnace, (3) 
neutralize the effect of stack action of the 
chimney or gas vent upon the operation of 
the furnace. 

1.22 “Stack damper” is a device installed 
downstream of the integral draft diverter, 
draft hood, or barometric draft regulator 
and which is designed to automatically open 
the venting system when the appliance is in 
operation and to automatically close off the 
venting system when the appliance is in a 
standby condition. 

1.23 “Flue damper” is a device installed 
between the furnace and the integral draft 
diverter, draft hood, barometric draft regu¬ 
lator or vent terminal on a unit not 
equipped with a draft control device and 
which is designed to automatically open the 
venting system when the appliance is in op¬ 
eration and to automatically close-off the 
venting system when the appliance is in a 
standby condition. 

1.24 “Air tube” means a tube which car¬ 
ries combustion air from the fan to the 
burner nozzle for combustion. 

1.25 “Infiltration parameter” means that 
portion of unconditioned outside air drawn 
into the heated space as a consequence of 
loss of conditioned air through the exhaust 
system of a furnace or boiler. 

1.26 “Vent pipe” means passages and 
conduits in a direct vent system through 
which gases pass from the combustion 
chamber to the outdoor air. 

1.27 “Heating capacity” (Q„, t ) means the 
rate of useful heat output from a furnace, 
operating under steady state conditions, ex¬ 
pressed in Btu’s per hour. For furnaces in¬ 
tended to be installed indoors it is obtained 
by multiplying the “heat input” (Qu.) by the 
steady state efficiency (rj m ) divided by 100. 
For furnaces intended to be installed out¬ 
doors it is obtained by multiplying (A) the 
“heat input” (Q to ) by (B) the difference of 
the steady state efficiency divided by 100 
and the quantity (3.3) (L,) divided by 100, 
where L, is the Jacket loss as determined in 

3.4 of this appendix. 

2.0 Testing conditions, 

2.1 Installation of test plenum, duct 
work, and piping. 

2.1.1 Gravity central furnaces (including 
direct vent systems). Install and equip grav¬ 
ity central furnaces with a vertical supply 
test plenum or extended casing and horizon¬ 
tal test ducts as described in section 2.9.1 of 
ANSI Standard Z21.47-1973. 

2.1.2 Forced air central furnaces (includ¬ 
ing direct vent systems). Equip gas-fueled 
forced air central furnaces with a plenum 
and test duct as described in Sections 2.1.9 
and 2.1.10 of ANSI Standard Z21.47-1973. 
Equip oil fueled forced air central furnaces 
with a plenum and test duct as described in 
Section 6.2 of ANSI Standard Z91.1-1972. 

2.1.3 Low pressure steam and hot water 
boilers (including direct vent systems). In¬ 
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stall gas-fueled low pressure steam and hot 
water boilers as prescribed In section 2.9 of 
ANSI Standard Z21.13-1974. Install oil- 
fueled low pressure steam and hot water 
boilers as prescribed in sections 7.0 and 8.1.1 
through 8.1.3 of the Hydronic Institute 
Testing and Rating Standard for Cast Iron 
and Steel Heating Boilers, January 1977 edi¬ 
tion. 

2.1.4 Electric central furnaces. Install 
equipment for testing in accordance with 
ARI Standard 280-74, section 4 and figure 1. 

2.1.5 Electric boilers. 

Install equipment in accordance with 
manufacturer's instructions. 

2.2 Flue and Stack Requirements 

2.2.1 Gravity and Forced air central fur¬ 
naces. 2.2.1.1 Gravity and gas fueled forced 
air central furnaces employing integral 
draft diverters. 

Attach to. and vertically above, the di¬ 
verter outlet of gas fueled gravity and 
forced air central furnaces employing draft 
diverters with vertically discharging outlets, 
a test stack having a length of five (5) feet 
and a cross sectional area the same size as 
the furnace outlet. Cover the test stack with 
insulation having an R value of not less 
than 7 CF-HR—ft VBtu) and an outer layer 
of aluminum foil. Attach a 90 degree elbow 
and a vertical test stack 5 feet long to the 
diverter outlet of furnaces employing draft 
diverters with horizontally discharging out¬ 
lets. Cover the elbow and test stack with in¬ 
sulation having an R value of not less than 
7 CF-HR-ft VBtu) and an outer layer of 
aluminum foil. 

2.2.1.2 Gas fueled gravity and forced air 
central furnaces which employ draft hoods. 
Test gas fueled gravity and forced air cen¬ 
tral furnaces which employ draft hoods 
having vertically discharging outlets with 
the draft hood in place and a five foot long 
insulated pipe attached to the hood outlet. 
Test gas fueled furnaces having a horizon¬ 
tally discharging hood outlet, with the draft 
hood in place and an insulated elbow and a 
five foot long vertical insulated pipe at¬ 
tached to the hood outlet. Insulate with in¬ 
sulation having an R value not less than 7 
CF-HR—ft */Btu) and an outer layer of alu¬ 
minum foil. Use an elbow and pipe with a 
cross sectional area the same size as the 
hood discharge outlet. 

2.2.1.3 Oil fueled forced air central fur¬ 
naces. 

Flue connections for oil fueled forced air 
central furnaces are to be as described in 
Figures 1 and 2 of ANSI Standard Z91.1- 
1972. Use elbows and flue connections with 
the same cross sectional area as the furnace 
outlet and covered as described in Figure 2 
of ANSI Standard Z91.1-1972 with insula¬ 
tion having an R value not less than 7 CF- 
HR—ft VBtu) and an outer layer of alumi¬ 
num foil. Allow no opening between the fur¬ 
nace and the point where the flue gas 
sample is to be taken or the flue gas tem¬ 
perature is to be measured. If a barometric 
draft regulator is incorporated in the fur¬ 
nace, seal it during all tests. 

2.2.2 Gas and oil fueled low pressure 
steam and hot water boilers (not including 
direct vent systems). Set up gas fueled low 
pressure steam and hot water boilers em¬ 
ploying draft diverters with the same flue 
and stack arrangement described in section 

2.2.1.1 for gas fueled furnaces with draft di¬ 
verters. 

Set up gas fueled low pressure steam and 
hot water boilers employing draft hoods 
with the same flue and stack arrangement 
described in section 2.2.1.2 for gas fueled 
furnaces with draft hoods. 


Flue connections for oil fueled low pres- 
sure steam and hot water boilers are the 
same as those described in section 2.2.1.3 for 
oil fueled forced air central furnaces. 

2.2.3 Direct vent systems. Keep the vent/ 
air intake system supplied by the manufac¬ 
turer in place during all tests. Test units in¬ 
tended for installation with a variety of 
vent pipe lengths with the minimum vent 
length recommended by the manufacturer. 
Do not connect a furnace or boiler employ- 
ing a direct vent system to a chimney or in¬ 
duced draft source. Vent combustion prod¬ 
ucts solely on the provision of venting incor¬ 
porated in the furnace and the vent/air 
intake system supplied with it. On units 
which are not designed to significantly pre¬ 
heat the incoming air, insulate the first 18 
inches of vent pipe downstream of the fur¬ 
nace outlet with a layer of Insulation having 
an R value of 7 CF-HR—ft VBtu) covered 
with a layer of aluminum foil. Care should 
be taken not to block the air intake with in¬ 
sulation. For units designed to significantly 
preheat the incoming combustion air cover 
all surfaces of the vent/air intake system 
exposed to ambient air with insulation 
having an R value not less than 7 CF-HR— 
ft VBtu) and a layer of aluminum foil, where 
the combustion air temperature exceeds the 
room temperature by more than 30' F (10.70 
C‘). 

2.3 Fuel supply. 

2.3.1 Natural gas. For a furnace utilizing 
natural gas, maintain the gas supply to the 
unit under test at a normal inlet test pres¬ 
sure of 7 to 10 inches water column immedi¬ 
ately ahead of all controls. Maintain the 
regulator outlet pressure at normal test 
pressure approximately at that recommend¬ 
ed by the manufacturer. Use natural gas 
having a specific gravity of approximately 
0.65 and a higher heating value within ±5% 
of 1025 Btu per standard cubic foot. Deter¬ 
mine the actual higher heating value in 
Btu’s per standard cubic foot for the natu¬ 
ral gas to be used in the test with an error 
no greater than one percent. 

2.3.2 Propane gas. For a furnace or boiler 
utilizing propane gas, maintain the gas 
supply to the unit under test at a normal 
Inlet pressure of 11 to 13 inches water 
column. Immediately ahead of all controls 
maintain the regulator outlet pressure, on 
units so equipped, approximately at that 
recommended by the manufacturer. Use 
propane HD-5 having a specific gravity of 
approximately 1.53 and a higher heating 
value within ±5% of 2500 Btu's per stand¬ 
ard cubic foot. Determine the actual higher 
heating value in Btu's per standard cubic 
foot for the propane to be used in the test 
with an error no greater than one percent. 

2.3.3 Other test gas. The specific gravity 
of other test gases shall approximate tne 
values given in Table IX of ANSI Standard 
Z21.47-1973. Maintain the test pressures im¬ 
mediately ahead of all controls between the 
“normal” and “increased” values of test 
pressures given in Table X in the ANbi 
Standard. Use gas with a measured higher 
heating value within ±5% of the values 
specified in Table IX of ANSI 

Z21.47-1973. Determine the actual higher 
heating value of the gas used in the tesi 
with an error no greater than 1 percent. 

2.3.4 Oil supply. For a furnace or boner 
utilizing fuel oil. use fuel oil No. 1 or NJ* • 
conforming to the specifications ou | i 11 ^ . 
Tables 2 and 3 of ANSI Standard Z9L*- 
1972. Measure the higher heating value 
the test fuel oU with an error no greater 
than one percent. 
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3 3.5 Electrical supply. For an electric 
furnace or boiler, or for an auxiliary electric 
component of a gas or oil fueled furnace or 
boiler. maintain the electrical supply to the 
test unit within one percent of the name¬ 
plate voltage for the entire duration of the 
lest. If a voltage range is used for nameplate 
voltage, maintain the electrical supply 
within one percent of the center of the 
nameplate voltage range. 

2.4 Burner adjustments. 

2.4.1 Gas Burner adjustments. Adjust 
burners of gas fueled fumances or boilers to 
their maximum Btu ratings at normal test 
pressure specified in 2.3 of this Section. Cor¬ 
rect the burner input rate to 60° F and 30 
Inches of mercury barometric pressure and 
within ±2 percent of the hourly Btu rating 
specified by the manufacturer, as measured 
after 15 minutes of operation starting with 
all parts of the furnace at room tempera¬ 
ture. Set the primary air shutters in accord¬ 
ance with the manufacturer’s recommenda¬ 
tion to give a good flame at this adjustment. 
If. however, the setting results in the depos¬ 
it of carbon during any test specified herein, 
the tester shall adjust the shutters and 
burners until no more carbon is deposited 
and shall perform the tests again with the 
new settings. 

If a vent limiting means is provided on a 
gas pressure regulator, keep it in place 
during all tests. 

2.4.2 Oil burner adjustments. Adjust the 
burners of oil fueled furnaces or boilers to 
give the CO t reading recommended by the 
manufacturer and an hourly Btu input 
during the steady-state performance test de¬ 
scribed below which is within plus or minus 
2 percent of the furnace manufacturer’s 
specified normal hourly Btu input rating. 
Smoke in the flue may not exceed a No. 1 
smoke during the steady-state performance 
test as measured by the procedure in ANSI 
Standard Zll.182-1965 (R1971) (American 
Society for Testing and Materials D 2156 65 
(1970)). Maintain the average draft over the 
fire and in the flue during the steady-state 
performance test at that recommended by 
the manufacturer. Do not allow draft fluc¬ 
tuations exceeding 0.005 inches of water 
gauge. Do not make additional adjustments 
to the burner during the required series of 
performance tests. The instruments and 
measuring apparatus for this test are de¬ 
scribed in section 6.3 of ANSI Standard 
291.1-1972. 

2.5 Circa/aWrt^ air, steam, or water flow 

adjustments. 

2.5.1 Gas fueled forced air central fur¬ 
naces (Including direct vent systems). 

Adjust the external static pressure and air 
flow rate as specified in sections 2.1.11, 
2.U2. and 2.1.13 of ANSI Standard Z21.47- 
1973. Measure outlet air temperature in ac¬ 
cordance with section 2.1.9 of the same 
standard. 

2.5.2 Gravity central furnaces (Including 
direct vent systems). Maintain the air flow 
rate through the furnace such that the 
average normal air temperature rise at 
steady-state is not greater than 130* F above 
the inlet air temperature when the furnace 
“ equipped with the vertical test plenum of 
extended casing and horizontal test ducts as 
described in section 2.1.1. Measure the 
outlet air temperature as specified in sec¬ 
tion 2.9.1 of ANSI Standard Z21.47-1973. 
Measure the inlet air temperature measured 
al the center of the plane of each inlet air 
opening by means of a single No. 24 Ameri- 
o*n Wire Gauge (AWG) thermocouple, suit- 
a oly shielded from direct radiation. 
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2.5.3 Oil fueled forced air central fur¬ 
naces (including direct vent systems). 
Adjust the external static pressure and air 
flow rate as specified in table 5 and section 
6.2 of ANSI Standard Z91.1-1972. 

2.5.4 Gas and oii fueled low pressure 
steam and hot water boilers (Including 
direct vent systems). For hot water boilers, 
adjust the water flow rate to produce a 
water temperature rise, during steady-state 
operation, of between 120* F (48.9 C) and 
165* F (73.9 C) and an outlet water tempera¬ 
ture of 200* F (93.3 C) plus or minus 5* F 
(2.8 C). For steam boilers, conduct the 
steady-state performance test described in 

3.1 at atmospheric pressure or at a pressure 
not exceeding 2 psig. 

2.5.5 Electric central furnaces. Use the 
air quantity and pressures specified by the 
Air Conditioning and Refrigeration Insti¬ 
tute (ARI) Standard 280-74, section 6.2.1 
and 6.2.3. 

2.5.6 Electric boilers. Adjust the flow of 
water or steam as specified in section 2.5.4 
for gas and oil fueled boilers. 

2.6 Location of temperature measuring 
instrumentation. 

2.6.1 Gas fueled gravity furnaces, forced 
air furnaces, and boilers (including direct 
vent systems). For units employing an inter- 
gral draft diverter, install nine thermocou¬ 
ples. wired in parallel, in a horizontal plane 
in the 5-foot test stack located 1 foot from 
the test stack inlet. Equalize the length of 
all thermocouple leads before paralleling. 
Arrange the thermocouples in a grid with 
one thermocouple in the center of the test 
stack, and eight thermocouples along imagi¬ 
nary lines intersecting at right angles in the 
horizontal plane at points one-third and 
two-thirds of the distance betweeen the 
center of the pipe and the pipe wall. 

For units which employ a draft hood, or a 
direct vent system which does not signifi¬ 
cantly preheat the incoming combustion air, 
install nine thermocouples, wired in paral¬ 
lel, in a horizontal plane located within 12 
Inches (304.8 mm) of the furnace or boiler 
outlet, and upstream of the draft hood on 
units so equipped. Equalize the length of all 
thermocouple leads before paralleling and 
arrange the thermocouples as described 
above. 

For funaces or boilers which employ 
direct vent systems that significantly pre¬ 
heat the incoming combustion air, install 
nine thermocouples, wired in parallel, in a 
plane parallel to and located within 6 inches 
(152.4 mm) of the vent/air intake terminal. 
Equalize the length of all thermocouple 
leads before paralleling and arrange the 
thermocouples as described above. 

Use bead-type thermocouples having wire 
size not greater than No. 24 AWG. If there 
is a possibility that the thermocouples could 
receive direct radiation from the flame. In¬ 
stall radiation shields on the flame side of 
the thermocouples only and position the 
shields so that they do not touch the ther¬ 
mocouple Junctions. 

Locate the thermocouples used for meas¬ 
uring conditioned warm air as described in 
ANSI Z21.47-1973, sections 2.1.9 and 2.9.1. 
Measure the temperature of the inlet air by 
means of a single No. 24 AWG bead-type 
thermocouple, suitably shielded from direct 
radiation and located In the center of the 
plane of each inlet air opening. 

Measure the inlet and outlet water tem¬ 
perature on gas fueled hot water boilers as 
shown in figure 3 of ANSI Standard Z21.13- 
1974. 

2.6.2 Oil fueled forced air central fur¬ 
naces and boilers (including direct vent sys- 
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terns). Install nine thermocouples, wired in 
parallel and having equal length leads. In a 
plane perpendicular to the axis of the flue 
pipe. For systems other than direct vent sys¬ 
tems which significantly preheat the incom¬ 
ing air, locate this plane at the position of 
the single thermocouple shown in figure 2 
of ANSI Standard Z9I.1-1972. For direct 
vent systems which significantly preheat 
the incoming air, locate the plane within 6 
inches (152.4 mm) of the outlet of the vent/ 
air intake terminal. Arrange the thermocou¬ 
ples as described in section 2.6.1. 

Use bead-type thermocouples having a 
wire size not greater than No. 24 AWG. If 
there is a possibility that the thermocouples 
could receive direct radiation from the 
flame, install radiation shields on the flame 
side of the thermocouples only and position 
the shields so that they do not touch the 
thermocouple junctions. 

Locate the thermocouples for measuring 
conditioned warm air as described in section 

6.2 of ANSI Standard Z9I.1-1972. Measure 
the temperature of the inlet air by means of 
a single thermocouple, suitably shielded 
from direct radiation and located in the 
center of the plane of each Inlet air open¬ 
ing. 

Measure the inlet and outlet water tem¬ 
peratures on oil fueled hot water boilers as 
described In section 7.4 and figure 2 of the 
January 1977 edition of the Hydronic Insti¬ 
tute Standard ’Testing and Rating Stand¬ 
ard for Cast Iron and Steel Heating Boil¬ 
ers." 

2.6.3 Electric furnaces. Install nine ther¬ 
mocouples, wired in parallel and having 
equal length leads, as shown in figure I of 
ARI Standard 280-74, for measuring the 
conditioned warm air temperature. Estab¬ 
lish the temperature of the Inlet air by 
means of a single thermocouple suitably 
shielded from radiation and located in the 
center of the plane of each inlet air open¬ 
ing. Use bead-type thermocouples having a 
wire size not greater than No. 24 AWG. 

2.6.4 Electric boilers. Measure the inlet 
and outlet watei* temperatures on electric 
hot water boilers as specified In section 2.6.2 
for oil fueled hot water boilers. 

2.7 Combustion measurement instrumen¬ 
tation. Analyze the samples of stack and 
flue gases for furnaces and determine the 
concentration by volume of carbon dioxide 
present in the dry stack or flue gas. with in¬ 
strumentation providing readings with an 
accuracy of ±0.1 percentage points. 

2.8 Energy flow instrumentation. Install 
one or more instruments, which measure, as 
appropriate, the rate of electrical energy 
combustion, gas flow, or fuel oil supplied to 
the furnace or boiler, with an error no 
greater than one percent. 

2.9 Room ambient temperature. During 
the time period required to perform all the 
testing and measurement procedures speci¬ 
fied in section 3.0, maintain the room tem¬ 
perature within ±5’ F (±2.8 C) of the value 
Tia measured during the steady state per¬ 
formance test. During these tests, the room 
temperature may not exceed 100* F (37.8 C) 
or fall below 65* F (18.3 C). Use the proce¬ 
dure outlined in section 2.1.14 of ANSI 
Standard Z21.47-1973 to measure room tem¬ 
perature. 

2.10 Equipment used to measure mass 
flow rate in flue and stack. The tracer gas 
chosen for this task should have a density 
which Is less than or approximately equal to 
the density of air. Use a gas that is of a dif¬ 
ferent chemical 6pecies or different concen¬ 
tration from the flue gas to he measured 
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and unreactive with the environment to be 
encountered. Using instrumentation of 
either the batch or continuous type, meas¬ 
ure the concentration of tracer gas with an 
accuracy of ±2 percent of the value of the 
concentration measured. 

3.0 Testing and measurements. 

3.1 Steady State testing. 

3.1.1 Gas fueled gravity furnaces , forced 
air central furnaces, and low pressure steam 
and hot water boilers (including direct vent 
systems). The following procedure is to be 
used for gas fueled gravity furnaces, forced 
air central furnaces, and boilers (including 
direct vent systems). 

Set up the furnace or boiler as specified In 
sections 2.1.. 2.2, and 2.3. Begin the steady- 
state performance test by operating the 
burner and the circulating air blower or 
water pump, with the adjustments specified 
by 2.4.1 and 2.5, until steady-state condi¬ 
tions are attained as indicated by a tempera¬ 
ture variation of not more than—(1) 3* P 
(1.70 In the stack gas temperature for fur¬ 
naces and boilers equipped with draft di¬ 
verters (2) 5" F (2.80 in the flue gas tem¬ 
perature for furnaces and boilers equipped 
with either draft hoods, or direct vent sys¬ 
tems. and (3) 4* P <2.20 in the outlet water 
temperature for hot water boilers; in three 
successive readings taken 15 minutes apart. 

On units employing draft diverters, meas¬ 
ure the room temperature (T**) as described 
in 2.9 and measure the steady-state stack 
gas temperature (T*.**.*) using the nine ther¬ 
mocouples located in the 5 foot test stack as 
described in 2.6.1. Secure a sample of the 
stack gases in the plane where is 

measured and determine the concentration 
by volume of carbon dioxide (Xco**) present 
in dry stack gas. 

On units employing draft hoods or direct 
vent systems, measure the room tempera¬ 
ture (T*a) as described in 2.9 and measure 
the steady-state flue gas temperature, 
(Trss.x) using the nine thermocouples 
located in the flue pipe as described in 
Section 2.6.1. Secure a sample of the 
flue gas In the plane of temperature 
measurement and determine the con¬ 
centration by volume of COi(Xcoa.p) 
present in dry flue gas. 

Determine the steady-state heat input 
rate (Q,»). including pilot gas. by multiply¬ 
ing the measured higher heating value of 
the test gas by the steady-state gas input 
rate corrected to standard conditions of 60 9 
P and 30 inches of mercury. Use measured 
values of gas temperature and pressure at 
the meter and the barometric pressure to 
correct the metered gas flow rale to stand¬ 
ard conditions. 

Measure the steady-state electric power to 
the power burner (PE) on units so equipped. 
For furnaces, measure the steady-state elec¬ 
trical power to the conditioned air blower 
(BE). For hot water boilers, use a steady 
state water pump power of 0.13kW. 

After the above test measurements have 
been complete on units employing integral 
draft diverters, secure a sample of the flue 
gases at the inlet to the draft diverter and 
determine the concentration of CO« <X«>«.r) 
present. In obtaining this sample of flue 
gas, move the sampling probe around to 
assure that an average value is obtained for 
the CO, concentration. For units with multi¬ 
ple heat exchanger outlets, draw and weight 
a sample from each outlet, to obtain the 
average CO, concentration for the unit. 
Block the draft diverter relief opening and 
cover the draft diverter and flue gas collec¬ 
tion box (on a power vented unit) with insu¬ 
lation having an R value no less than 7 CF- 
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HR—ftVBtu) and an outer layer of alumi¬ 
num foil. If the unit is turned off during the 
process of blocking the diverter relief open¬ 
ing, run it until steady-state conditions (as 
defined above) are again achieved. Progres¬ 
sively restrict the test stack outlet until the 
concentration of CO, in flue gas samples se¬ 
cured from the test stack in the plane where 
T».gs.x was measured is within ±0.2 percent¬ 
age points of the previously determined 
value of Xcos.r- Measure the flue gas tem¬ 
perature (T r . u ) using the nine thermocou¬ 
ples located in the 5 foot test stack as de¬ 
scribed in 2.6.1. 

3.1.2 Oil fueled forced air central fur¬ 
naces and low pressure steam and hot water 
boilers (including direct vent systems). Set 
up and adjust the furnace or boiler as speci¬ 
fied in sections 2.1, 2.2 and 2.3.4. Begin the 
steady-state performance test by operating 
the burner and the circulating air blower or 
water pump with the adjustments specified 
by 2.4.2 and 2.5 until steady-state conditions 
are attained as indicated by a temperature 
variation of not more than—(1) 5* F (2.80 
in the flue gas temperature for furnaces and 
boilers and (2) 4* F (2.20 in the outlet 
water temperature for hot water boilers; in 
three successive readings taken 15 minutes 
apart. 

Smoke in the flue for units equipped with 
power burners, may not exceed a No. 1 
smoke during the steady-state performance 
test as measured by the procedure described 
in ANSI Standard Zll.182-1975 (R197I) 
(ASTM D 2156-65 (1970)). Maintain the 
average draft over the fire and in the 
breeching during the steady-state perform¬ 
ance test at that recommended by the man¬ 
ufacturer. Draft fluctuations may not 
exceed 0.005 inches of water gauge. 

Measure the room temperature (Tra) as 
described In 2.9 and measure the steady 
state flue gas temperature (Tr**) using nine 
thermocouples located in the flue pipe as 
described in 2.6 1. Secure a sample of the 
flue gas in the plane of temperature mea¬ 
surement and determine the concentration 
by volume of CO, (Xco*r) present in dry flue 
gas. 

Measure and record the steady-state heat 
input rate (Qu,) and the steady-state electri¬ 
cal power to the power burner (PE) on units 
so equipped. For furnaces, measure the 
steady-state electrical power to the condi¬ 
tioned air blower (BE). For hot water boil¬ 
ers, use a steady-state water pump power of 
BE=0.13 kW. 

3.1.3 Electric forced air central furnaces. 
Measure the rated power input (E^) of elec¬ 
tric furnaces according to the test procedure 
specified in ARI Standard 280-74, section 
5.1. Take all measurements at the standard 
rating condition described in 6.2.1 of ARI 
Standard 280-74. Supply electricity as speci¬ 
fied in section 2.3.5 of this appendix. 

3.1.4 Electric boilers. Adjust flow condi¬ 
tions as specified in section 2.5.4. Maintain 
electrical supply as specified in section 2.3.5. 
Operate the boiler until steady state condi¬ 
tions are reached as indicated in section 1.2 
of this appendix. Take three measurements 
of the total power input to the boiler each 
at a 10-minute interval, and average the 
measurements to find the rated power input 
(E, n ). 

3.2 Flue temperature measurements—cool 
down test 

3.2.1 Gas and oil fuel gravity and forced 
air central furnaces (including direct vent 
systems). Turn off the main burner after 
steady-state testing is completed, and meas¬ 
ure the flue gas temperature, by means of 
the 9 thermocouples described above, at 1.5 


<T r .orr<U)) and 9.0 minutes (T^t*)) after 
the burner shuts off. By-pass the damper 
control in units employing stack dampers 
and integral draft diverter or draft hood so 
that the damper remains open during the 
cool down test. 

During this off period, allow a time delay, 
t\ between burner shut down and blower 
shut down of either 3 minutes or until the 
supply air temperature drops to a value of 
40* F (22.20 above the Inlet air tempera¬ 
ture, whichever results in the longest blower 
on time. However, if the furnace employs a 
single motor to drive a power burner and an 
indoor air circulating blower, turn off the 
blower and the burner together. If the 
blower delay time exceeds 3 minutes, meas¬ 
ure the time t* between burner shut off and 
blower shut off using a stop watch. For oil 
fueled furnaces not equipped with stack 
dampers, maintain the draft in the flue pipe 
within a range of -0.001 and +0.005 inches 
of water gauge of the average draft main¬ 
tained during the steady state test described 
in 3.1 if the optional test in 3.6 is being car¬ 
ried out. or within ±0.01 inches of water 
gauge of the average steady-state draft if it 
is not. For a direct vent system with a flue 
damper or a furnace equipped with both a 
stack damper and a barometric damper, 
close the flue or stack damper during the 
cool down test. Keep the main bumerts) off 
until equilibrium conditions are attained, as 
indicated by variations in the flue gas tem¬ 
perature of not more than 3* F (1.70 be¬ 
tween three successive readings taken 15 
minutes apart. For units employing a con¬ 
tinuously burning pilot light, take a third 
flue gas temperature measurement and de¬ 
termine the off-period minimum flue gas 
temperature (T r .orr. <•)). For units not em¬ 
ploying a continuously burning pilot light, 
set (T.r.ory. (oo)) equal to the room tempera¬ 
ture T*a. During this cool down test, meas¬ 
ure the energy input rate to the pilot light 
(Q f ), If the unit is so equipped, within an ac¬ 
curacy of ±3%. Record all measured values. 

3.2.2 Gas and oil fueled boilers (including 
direct vent systems). After steady-state test¬ 
ing has been completed, turn the main 
bumer(8) off and measure the flue gas tem¬ 
perature at 3.75 (TrWt,)) and 22.5 
(Tr.orrttJ) minutes after the burner shuts 
off, using the 9 thermocouples described 
above. During this off period, do not allow 
water to circulate through the hot water 
boilers. Make a third flue gas temperature 
measurement 45 minutes after the burner 
shuts off to determine the off-period mini¬ 
mum flue gas temperature (T r .orr. 
During this cool-down test, measure the 
energy input rate to the pilot light (QA u 
the unit is so equipped, to within an accura 
cy of ±3 percent. Record all measured 
values. For oil fueled units not equipped 
with stack dampers, maintain the draft In 
the flue within the same ranges called out 
in section 3.2.1 above. For direct vent sys¬ 
tems with flue dampers or boilers equipped 
with both stack dampers and barometric 
dampers, close the flue or stack damper 
during the cool down test. 

3.3 Flue gas temperature measurements— 
Heat up test 

3.3.1 Gas and oil fueled central furnaces 
(including direct vent systems). After equi¬ 
librium conditions are achieved following 
the cool-down test and the required mea¬ 
surements performed, turn on the furnace 
and measure the flue gas temperature using 
the 9 thermocouples described above, at 0.5 
(TrWt,)) and 2.5 (T,Wt,)) minutes after 
the main bumer(s) comes on. After the 
burner start-up, delay the blower start-up 
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by 1.5 minutes (t~), unless—(1) the furnace 
employs a single motor to drive the power 
burner and the indoor air circulating 
blower, In which case the burner and blower 
shall be started together or (2) the delay 
time would result in the activation of a tem¬ 
perature safety device which shuts off the 
burner, in which case the fan control shall 
be permitted to start the blower. In the 
Utter case, if the fan control is adjustable, 
set it to start the burner at the highest tem¬ 
perature. If the fan control is permitted to 
start the blower, measure the time delay, t", 
using a stop watch. Record the measured 
temperatures. During the heat up test for 
oil fueled furnaces, maintain the draft In 
the flue pipe within ±0.01 inches of water 
gauge of the manufacturer’s recommended 
on-period draft. 

3.3.2 Gas and oil fueled boilers (Including 
direct vent systems). Fifty minutes after the 
main bumerts) is turned off for the cool 
down test, turn on the steam or hot water 
boiler and measure the flue gas temperature 
using the 9 thermocouples described above, 
at 1.0 (T r .ow<t,» and 5.5 (T r .ox<t»)) minutes 
after the main bumerts) comes on. Start 
the pump circulating the water through the 
hot water boiler simultaneously with the 
main bumerts) and maintain the water flow 
rate at that maintained during the steady 
state test described in Section 3.1. During 
the heat up test for oil fired boilers, main¬ 
tain the draft in the flue pipe within ±0.01 
inches of water column of the manufactur¬ 
er's recommended on-period draft. Record 
the measured temperatures. 

3.4 Jacket loss measurement For units 
intended to be Installed outdoors or in a un¬ 
heated space perform a jacket loss test. 
Measure the jacket loss (L*) in accordance 
with the following ANSI standards and 
record the total loss and ambient room tem¬ 
perature during the test: 

<i) Gas fueled gravity and forced air cen¬ 
tral furnaces—Z21.47-1973, section 2.9.1 and 
appendix F. 

(U) Gas and oil fueled low pressure steam 
and hot water boilers-ANSI Z21.47-1973, 
sect ion 2.9.1 and appendix F. 

(iii) Oil fueled forced air central fur¬ 
naces—Z91.1-197 2, appendix B. 

3.5 Measurement for determining effec¬ 
tiveness of automatic stack damper. Meas¬ 
ure the cross sectional area of the stack 
(A,), the net area of the damper plate (A D ) 
(the area of the damper plate minus the 
area of any holes In the plate), and the 
angle (fi) the damper plate makes, when 
closed, with a plane perpendicular to the 
axis of the stack. 

3.6 Optional procedure for determining 
0* Dr, Dx for systems equipped with power 
burners. On power burner systems not em¬ 
ploying automatic stack dampers, or power 
burner systems with a stack damper and a 
draft diverter or draft hood, measure Dr 
(the ratio of gas mass flow rate through the 
flue during the off-cycle to the gas mass 
flow rate though the flue during the on- 
cycle at identical temperatures) during the 
cool down test described in Section 3.2. On 
systems for which the flue or stack damper 
is to be closed during the cool down test de¬ 
scribed in section 3.2, measure D p (the ratio 
of the rate of flue gas mass flow through 
tbe furnace during the off-period to the 
rate of flue gas mass flow through the fur¬ 
nace during the on-period) during a sepa¬ 
rate cool down test. Conduct this separate 
cool down test after the heat up test de¬ 
scribed in section 3.3 is completed by run- 
*^8 the unit after the heat up test until 
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steady-state conditions are reached, as indi¬ 
cated by a temperature variation of not 
more than—(1) 5* F (2.8 C) in the flue gas 
temperature for furnaces and boilers, and 
(2) 4* F (2.2 C) In the outlet water tempera¬ 
ture for hot water boilers: in three succes¬ 
sive readings taken 15 minutes apart, and 
then shutting the unit off with the stack or 
flue damper controls by-passed or adjusted 
so that the stack or flue damper remains 
open during the resulting cool down period. 
If a draft was maintained on oil furled units 
in the flue pipe during the steady-state per¬ 
formance test described In section 3.1 main¬ 
tain the same draft (within 0.001 and 
±0.005 inches of water gauge of the average 
steady-state draft) during this cool down 
period. Measure the flue gas mass flow rate 
(m r .ow> during the cool down test described 
above at a specific off-period flue gas tem¬ 
perature and correct to obtain its value at 
the steady-state flue gas temperature (T r .ss>. 
using the procedure described below. 

Within 1 minute after the unit is shut off 
to start the cool down test for determining 
Dp, begin feeding a tracer gas into the com¬ 
bustion chamber at a constant flow rate of 
V T , and at a point which will allow for the 
best possible mixing with the air flowing 
through the chamber. (On units equipped 
with an oil fired power burner the best loca¬ 
tion for injecting this tracer gas appears to 
be through a hole drilled in the air tube). 
Periodically measure the value of V T with 
an instantaneously reading flow meter 
having an accuracy of ±3 percent of the 
quantity measured and maintain that value 
at less than 1 percent of the air flow rate 
through the furnace. If a combustible tracer 
gas is used, there should be a delay period 
between the time the unit is shut off and 
the time the tracer gas is first injected to 
prevent Ignition of the tracer gas. 

Between 5 and 6 minutes after the unit is 
shut off to start the cool down test, measure 
the flue gas temperature, T P . *orr» using the 9 
thermocouples described above. At the same 
time the flue gas temperature is measured, 
measure the percent volumetric concentra¬ 
tion of tracer gas. Or, in the flue gas In the 
same plane where T r . m 0 rr. is determined. 
Obtain the concentration of tracer gas using 
an instrument which will result In an accu¬ 
racy of ± 1 percent in the measured value of 
Cr- If the use of a continuous readings type 
instruments results in a delay time between 
drawing of a sample and its analysis, take 
this delay into account so the temperature 
measurement and the measurement of 
tracer gas concentration coincide. Deter¬ 
mine the temperature of the tracer gas en¬ 
tering the flow (T t ) and the barometric 
pressure (P B ). 

The rate of the flue gas mass flow 
through the furnace and the factors D r . D p . 
and D s are calculated by the equations in 
sections 4.4.1, 4.4.2, and 4.4.3 of this appen¬ 
dix. 

4.0 Calculation of derived results from 
test measurements. 

4.1 Annual fuel utilization efficiency for 
electric furnaces and boilers. The annual 
fuel utilization eff icien cy for electric fur- 
na ces a nd boilers, EFFY A t , is given by: 

EFFY A - t -100 (for indoor units). 

EFFY A -t=» 100—3.3 L, (for electric forced 
air central furnaces intended for out¬ 
door installation). 

EFFY A —»= 100 - 4.7 L, (for electric boilers 
Intended for outdoor installation), 
where 

L,=the jacket loss as determined In sec¬ 
tion 3.4 of this Appendix, in percent. 
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4.2 Annual fuel utilization efficiency for 
gas or oil furnaces. Perform the following 
calculations to determine the annual fuel 
utilization efficiency of a gas or oil furnace. 
Figure 10 provides an illustration of a work¬ 
sheet which may be used to tabulate the re¬ 
sults of test measurements and calculations. 

4.2.1 System number. Determine the 
system number for the type of furnace 
being tested in accordance with table 1 or 2. 

4.2.2 Ration of combustion air to stoi¬ 
chiometric air. Determine the ratio of com¬ 
bustion air mass flow rate of stoichiometric 
air mass flow rate, Rr >r , for the test fuel 
from Figure 1 by using the value of dry flue 
gas CO, concentration. Xco*.* determined in 
accordance with section 3.1 of this appen¬ 
dix. 

4.2.3 Ratio of combustion and relief air 
to stoichiometric air. For a system employ¬ 
ing an Integral draft diverter, or draft hood, 
determine the ratio of the sum of combus¬ 
tion and relief air mass flow rate stoichio¬ 
metric air mass flow rate, Rr. s , from figure 1 
for the type of test fuel, by using the value 
of dry stack gas CO, concentration, Xco*s. 
determined in accordance with section 3.1 of 
this appendix. 

4.2.4 Average sensible heat loss at full¬ 
load steady state operation. For a system 
employing an integral draft diverter, deter¬ 
mine the average sensible heat loss at full- 
load steady-state operation. 1* U . A , expressed 
as a percent, from figure 2 using the value 
of Rt.i determined in 4.2.3, the type of test 
fuel, and AT*.#*, where 

AT S 88 = T t ju,x-«A 

where: 

Tg 4 *. x =measured stack gas temperature at 
full-load steady-state operation deter¬ 
mined in accordance with section 3.1 of 
this appendix, in degrees Fahrenheit. 

Tra^ measured room temperature of con¬ 
ditioned space in which furnace or boiler 
is tested, determined in accordance with 
section 2.9 of this appendix, in degrees 
Fahrenheit. 

For systems not employing an integral 
draft diverter, determine the average sensi¬ 
ble heat loss at full-load steady-state oper¬ 
ation, L».n.A. expressed as a percent, from 
figure 2 using the value of RtV determined 
in 4.2.2, the type of test fuel, and AT^' 
where: 

AT r =T Pm- —Tra 

where: 

Tr.ss = flue gas temperature at full-load 
steady-state operation determined in ac¬ 
cordance with section 3.1 of this appen¬ 
dix, in degrees Fahrenheit. 

Tra as defined above. 

4.2.5 Steady state efficiency. Calculate 
the steady-state efficiency (excluding jacket 
loss), rjsa' expressed in percent and defined 
as 

7)85=100 — Ll,a — Ls.&s.a 

where: 

Ll.a= average latent heat loss of the test 
fuel determined in accordance with 
Table 3, in percent. 

Ls.ss.a~ as defined in 4.2.4 

4.2.6 Average ration of stack gas mass 
flow rate to flue gas mass flow rate at full¬ 
load steady-state operation. Determine the 
average ration of stack gas mass flow rate to 
flue gas mass flow rate at full-load steady- 
state operation, S/F, for the system number 
to be tested from table 1 or 2. 

4.2.7 Equivalent field stack gas tempera¬ 
ture at full-load steady-state operation. Cal¬ 
culate the equivalent field stack gas tern- 
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perature at full-load steady-state operation, 
T 8 g *, expressed in degrees Fahrenheit and 
defined as: 


T - 1 IT - T 1 ♦ T 

s,s s s7f f,ss ra ra, 


where: 

T r . ss as defined in 4.2.4. 

Tra as defined In 4.2.4. 

S/F as defined In 4J2.6. 

4.2.8 On-cycle time constant. Calculate 
the on-cycle time constant, expressed In 
minutes and defined as: 


t t 


T _2_1_ 

on * T -T (t ) 

FJSS F/pn 1 

In T r T (FT 

F, SS F,on 2 


where: 

for furnaces: 
t,=0.5 minutes. 
t*=2.5 minutes. 

for boilers: 
t» = 1.0 minute. 
t*=5.5 minutes. 

T r . < »(t,)=flue gas temperature measured 
at time (t,) from start-up of the system 
burner determined In accordance with 
section 3 3 of this appendix, in degrees 
Fahrenheit. 

T r . OB (t,)=flue gas temperature measured 
at time (t,) from start-up of the system 
burner determined in accordance with 
section 3.3 of this appendix, in degrees 
Fahrenheit. 

T r . ss as defined in 4.2.4. 

4.2.9 Effective flue gas temperature dif¬ 
ference at startup. Calculate the effective 
flue gas temperature difference at start-up 
of the system burner, 0 F . o .x. expressed in de¬ 
grees Fahrenheit and defined as: 


1 ■ I T f *;<! * T „ (t i ’I 

F,0,X, F,SS F ' on L J 


where: 

T r . w as defined in 4.2.4. 

T r . ^ti) as defined in 4.2.8. 
t» as defined in 4.2.8. 

Tpo as defined in 4.2.8. 

4.2.10 Off-cycle time constant. Calculate 
the off-cycle time constant, t*,. expressed in 
minutes and defined as: 



where: 

for furnaces: 

U=1.5 minutes. 
t«*9.0 minutes. 

for boilers: 
t,=3.75 minutes. 
t«=22.5 minutes. 

T F Wt*)~flue gas temperature measured 
at time (t.) after shut-down from steady- 
state operation of the system burner de¬ 
termined in accordance with section 3.2 
of this appendix, in degrees Fahrenheit. 

T r .orr<t.)=flue gas temperature measured 
at time (L> after shut-down from steady- 
state operation of the system burner de¬ 
termined in accordance with section 3.2 
of this appendix, in degrees Fahrenheit. 

T f .orr<«) * minimum flue gas temperature 
determined in accordance with section 
3.2 of this appendix, in degrees Fahren¬ 
heit. 

4.2.11 Effective flue gas temperature dif¬ 
ference at shut-down. Calculate the effec¬ 
tive flue gas temperature difference at shut¬ 
down of the system burner, * r .o.x. expressed 
in degrees Fahrenheit and defined as: 


* -It (t ) - t <“ fl 

F,0,X I F,OFF 3 F.OFF 


_3_ 

T 

Off 


where: 

Tr.opftt*) as defined in 4.2.10. 

TVor/ai) defined in 4.2.10. 

t, as defined in 4.2.10. 

Toft as defined in 4.2.10. 

4/2/12 Minimum flue gas temperature 
difference above room temperature. Calcu¬ 
late the minimum flue gas temperature dif¬ 
ference above room temperature, 4> r .<».x. ex¬ 
pressed in degrees Fahrenheit and defined 
as: 


'►f. «*x * Tr.o»rt ad )—Tra 


where: 

Tr oryfoo) as defined In 4.2.10. 

Tra as defined in 4.2.4. 

4.2.13 Minimum stack gas temperature 
difference above room temperature. Calcu¬ 
late the minimum stack gas temperature 
difference above room temperature. 
expressed in degrees Fahrenheit and de¬ 
fined as: 

For systems numbered 1-4, and systems 5- 
8 for which 



For systems numbered 5-8 for which 



D : 
F 




where: 

D F =off-cycle flue gas draft factor selected 
from table 1 or. for units with power 
burners where D P is measured, deter¬ 
mined in accordance with section 4.4.2 
of this appendix. 

Di=off-cycle stack gas draft factor select¬ 
ed from table 1 or, for units with power 
burners where D P is measured, deter¬ 
mined in accordance with section 4.4.3 
of this appendix. 

S/F as defined in 4.2.6. 

4* f . oo.x as defined in 4.2.12. 

4.2.14 Effective stack gas temperature 
difference at shut-down. Calculate the ef¬ 
fective stack gas temperature difference at 
shut-down, *s. 0 .x. expressed in degrees Fahr¬ 
enheit and defined as: 

For systems numbered 1-4, and systems 5- 
8 for which 


v 


* * (D ) (i|/ ) 

S,0,x F F,Q,X 
(S/F) (D ) 

S 


For systems 5-8 for which 


(D(°s)-v 


where: 

D r as defined in 4.2.13. 

ti» r .o.x as defined in 4.2.11. 

S/F as defined in 4.2.6. 

D s as defined in 4.2.13. 

t *i f .o.x as defined in 4.2.11. 

4.2.15 Correction factors for systems 9- 
12. Calculate a correction factor which cor¬ 
rects for the use of outdoor air for combus¬ 
tion instead of air at room temperature, C». 
defined as; 


S - *3 


off 


T 

—m 

- T (« ) 


In 

F. 

,OFF 3 

F,OFF 



T 

(t ) 

- (T (cu 



F, 

,OFF 4 

F,OFF 


* = (D ) ( * ) 

S '°°' X F F,«°,X 

(S/F) (D ) 

S 


C 

S » 


1 ♦ 


(70-42) 


7t” 

F g SS 


SS 


a ra 


100 
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42- average outdoor temperature corre¬ 
sponding to 5,200 degree day location, in 
degrees fahrenheit. 

t»« as defined in 4.2.5. 

T r « as defined in 4.2.4. 

70 assumed average indoor air tempera¬ 
ture. 

Tka as defined in 4.2.4. 

The correction factor which corrects for 
the effect of outdoor air passing through 
the heat exchanger during the off-period, 
Cy Is defined as; 

cy« 1.22 

4.2.16 Multiplication factor for sensible 
heat loss during burner on-cycle. Calculate a 
multiplication factor for sensible heat loss 
during burner on-cycle, K S oo , defined as: 


K » 100 C [l + (R ) (A/fD 
S,on P - _Ti_F_ 

ifnv 

A 


where: 

C P =0.24 Btu per pound—degree Fahren¬ 
heit, specific heat of air. 

Rr, as defined in 4.2.2. 

A/F=stoichiometric air/fuel ratio deter¬ 
mined in accordance with Table 3. 

HHV A «average higher heating value of 
the test fuel determined in accordance 
with Table 3, In Btu's per pound. 

4.2.17 Multiplication factor for sensible 
heat loss during burner off-cycle. Calculate 
a multiplication factor for sensible heat loss 
during burner off-cycle, K 5 . orr. defined as: 

For systems numbered 1-4: 


1.19 

K 9 (T - T ♦ 530) (D ) IK ) 

S.OFF P,S5 RA F S,Or\ * 

-5755- 1 - - 

(T - T ) 

F,SS RA 


where: 

530=assumed average indoor temperature 
In degrees Rankine. 

Tr.fc* as defined in 4.2.4. 

as defined in 4.2.4. 

D r as defined in 4.2.13. 

K 8 , n as defined in 4.2.16. 

For systems numbered 5-8: 


X . X'J 

{ 9 IT -T +530) ♦ (D )(S/F)(K ) 

5,SS RA S S,on 

- 

(T - T ♦ 70-42) 

S,SS RA 


K a as defined In 4.2.16. 

530 as defined above. 

42 as defined in 4.2.15. 

70 as defined in 4.2.15. 

For systems numbered 9-12: 


*5 ,OPF * (T F'8S “ t ra ♦ 530)1 19 (K S ,on* <D p ) 

0.56 

<^.ss - T ka ♦ 70 -«> 


where: 

T r .a* as defined in 4.2.4. 

D? as defined in 4.2.13. 

Tra as defined in 4.2.4. 

Kft.o* as defined in 4.2.16. 

530 as defined above. 

42 as defined in 4.2.15. 

70 as defined in 4.2.15 

4.2.18 Multiplication factor for Infiltra¬ 
tion loss during burner on-cycle. Calculate a 
multiplication factor for infiltration loss 
during burner on-cycle, Ki^. defined as: 

For systems numbered 1-8: 

K,. O o=<$XS/FXK a . 0 «) 

where: 

$-0.7, Infiltration parameter. 

6/F as defined in 4.2.6. 

Kg.oe as defined in 4.2.16. 

4.2.19 Multiplication factor for Infiltra¬ 
tion loss during burner off-cycle. Calculate a 
multiplication factor for Infiltration loss 
during burner off-cycle K|.ov» defined as: 

For systems numbered 1-8: 


1.19 

K -IT - T ♦ 530) (K ) (D ) 

I.OFF S,SS RA I,on S 

- 1 -ITT*- 

(T - T ♦ 70-42) 

S,SS RA 


where: 

T,.„ as defined in 4.2.7. 

530 as defined In 4.2.17. 

42 as defined In 4.2.15. 

K lon as defined in 4.2.18. 

D* as defined in 4.2.13. 

70 as defined in 4.2.15. 

Tra as defined in 4.2.4. 

4.2.20 Ratio of average burner on-time 
per cycle to on-cycle time constant. Calcu¬ 
late the ratio of average burner on-time per 
cycle to on-cycle time constant, t m /T oa , de¬ 
fined as: 

t 

on 

T 

on 


For boilers: 

t on =9.68 minutes, the average burner on- 
time per cycle. 

r 00 as defined in 4.2.8. 

4.2.21 Ratio of average burner off-time 
per cycle to off-cycle time constant. Calcu¬ 
late the ratio of average burner off-time per 
cycle to off-cycle time constant, Ua/r^ de¬ 
fined as: 

t 

off 

T 

Off 


where: 

For furnaces: 

t<*=13.3 minutes, the average burner off- 
time per cycle, 
as defined in 4.2.10. 

For boilers: 

to«=33.26 minutes, the average burner off- 
time per cycle, 

Totr^as defined in 4.2.10. 

4.2.22 Effective flue gas temperature dif¬ 
ference at burner start-up, corrected for 
burner cycling effect. Calculate the effec¬ 
tive flue gas temperature difference at 
burner start-up, corrected for burner cycling 
effect, e r .o, expressed in degrees Fahrenheit 
and defined as: 

For systems 1-8: 

0?.o =( Ci.o. )( 0r.o.x ) 

For systems 9-12: 

0r.o=( C|.on X C,X Of, o.x ) 

where: 

„ _ (Xf.w • li.err W) 

(V- VW)* 


where: 

Of.o.% as defined in 4.2.9 
Cs as defined in 4.2.15 
•F.O,X as defined in 4.2.11 
W/'J'orv as defined in 4.2.21 
t oa /Ton as defined in 4.2.20 
T r s8 as defined in 4.2.4 
T r .orr.( ) as defined in 4.2.10 

4.2.23 Effective flue gas temperature dif¬ 
ference at burner shut-down, corrected for 
burner cycling effect. Calculate the effec¬ 
tive flue gas temperature difference at 
burner shut-down, corrected for burner cy¬ 
cling effect, $ r . 0 . 

For systems 1-8: 

^r.o—tCt.orrX^r.o.x) 

For systems 9-12: 

=( C,.o rr X C*'X $r.o.x ) 

where: 


where: 

m as defined in 4.2.7. 
D s a s defined in 4.2.13. 
Tra as defined in 4.2.4. 
S/F as defined in 4.2.6. 


where: 

For furnaces: 

^=3.87 minutes, the average burner on- 
time per cycle. 

Too as defined in 4.2.8. 
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where: 

'J'r.o.x as defined in 4.2.11. 

C s ’as defined in 4.2.15. 

0>.o.x as defined in 4.2.9. 

W/rorr as defined In 4.2.21. 

t 0 b /t w as defined in 4.2.20. 

Trss as defined in 4.2.4. 

TV .oft* C oo) as defined in 4.2.10. 

Cud ~ 1 • for units with continuously burn¬ 
ing pilot lights, 0.90 for units with inter¬ 
mittent Ignition devices or cycling pilots. 

4.2.24 Effective minimum flue gas tem¬ 
perature difference above room tempera¬ 
ture, corrected for burner cycling effect. 
Calculate the effective minimum flue gas 
temperature difference above room tem¬ 
perature. ^ co. corrected for burner cycling 
effect, expressed In degrees Fahrenheit and 
defined as: 

For systems numbered 1-6: 

i^r.oo *=^r.co.it 

For systems numbered 9-12: 

oo = (Cs )( ®.k) 

where: 

C*' as defined in 4.2.15. 

iftr.ao. X as defined in 4.2.12. 

4.2.25 Effective stack gas temperature 
difference at burner shut-down, corrected 
for burner cycling effect. Calculate the ef¬ 
fective stack as temperature difference at 
burner shut-down, corrected for burner cy¬ 
cling effect, ^g.o. expressed in degrees Fahr¬ 
enheit and defined as: 

For systems numbered 1-6: 

<1*1.0=( ^s.o.x H C t .«rr) 

Where: 

Ct .00 as defined in 4.2.23. 

^a.o x as defined in 4.2.14. 

4.2.26 Off-cycle sensible heat loss inte¬ 
gration factors. For systems numbered 1-4, 
determine off-cycle sensible heat loss inte¬ 
gration factors. F3 and F4, from Figures 3 
and 4. respectively, using values of «p r .o de¬ 
fined in section 4.2.23, and to*/** defined in 
section 4.2.21. 

For systems numbered 5-6 determine off- 
cycle sensible heat loss Integration factors. 
F5 and F6, from Figures 5 and 6, respective¬ 
ly, using values of ifa, defined in section 
4.2.25, and and to air^ defined in section 
4.2.21. 

For systems numbered 9-12 determine the 
off-cycle sensible heat loss integration fac¬ 
tors. F5 and F6. from Figures 5 and 6. re¬ 
spectively. using values of ii> r . 0 defined in 
section 4.2.23 and U a iT oa defined in section 
4.2.21. 

4.2.27 Off-cycle infiltration heat loss in¬ 
tegration factors. For systems numbered 1- 
8. determine off-cycle infiltration heat loss 
integration factors, F7 and F8, from Figures 
7 and 8, respectively, using values of fa.o de¬ 
fined in section 4.2.25, and and Wtoh de¬ 
fined in section 4.2.21. 

4.2.28 On-cycle sensible heat loss. Calcu¬ 
late the on-cycle sensible heat loss of the 
system. I***, expressed in percent and de¬ 
fined as: 

For systems numbered 1-6: 


For systems numbered 9-12: 


L » (C ) (L ) - (K 

S,ON S S,SS,A S,ON 


- (t ) 
on 

i 

on 

x (9 ) ( 1 ) <i-e 

F,0 “t TT~ 
on on 


where: 

Cg as defined in 4.2.15. 

Lg.gg.A as defined in 4.2.4. 

Kg.o n as defined in 4.2.16. 

e ,, 0 as defined in 4.2.22. 

toa/r*. as defined in 4.2.20. 

4.2.29 Off-cycle sensible heat loss. Calcu¬ 
late the off-cycle sensible heat loss of the 
system, L s>WT . expressed in percent and de¬ 
fined as: 

For systems numbered 1-4: 


L » (K ) (t ) 

S/OFF S,OFF off 

t 

on 


where: 

Kg.ort as defined in 4.2.17. 
t^ as defined in 4.2.21. 
t^ as defined in 4.2.20. 

F3. F4, F5, and F6 as defined in 4.2.26. 

^ r .ac as defined in 4.2.24. 

*5 .00 .X as defined in 4.2.13. 

4.2.30 On-cycle infiltration heat loss. Cal¬ 
culate the on-cycle infiltration heat loss of 
the system, L| (0 h. expressed in percent and 
defined as: 

For systems numbered 1-6: 

L».oh= K iom <70-42). 

where: 

Ki.ow as defined in 4.2.18. 

70 as defined in 4.2.15. 

42 as defined in 4.2.15. 

For systems numbered 9-12: 

Li.on=0 

4.2.31 Off-cycle infiltration, heat loss. 

Calculate the off-cycle Infiltration heat loss 
of the system expressed in percent 

and defined as: 

For systems numbered 1-6: 


L = K (70-42) (t ) 

I,OFF I,OFF off 

t 

on 

x I (F7) + ) (FB) 

S/OO/X 


[ 


x (F3)+(* )(F4) 


F/« 


For systems numbered 5-8: 


L 

S, OFF 


(K ) (t ) 

S,OFF Off 
t 


on 


where: 

Kuorr as defined in 4.2.19. 

70 as defined in 4.2.15. 

42 as defined in 4.2.15. 

t 0 ff as defined in 4.2.21. 

to„ as defined in 4.2.20. 

F7, F8 as defined in 4.2.27. 

lisgoov as defined in 4.2.13. 

For systems numbered 9-12: 

Li.ofr=0 

4.2.32 Part-load fuel utilization efficien¬ 
cy. Calculate the part-load fuel utilization 
efficiency, expressed in percent and defined 
as: 


x 


r 

l 


(F5) 


+ 


(* ) (F6) , 

S,~/X J 


For systems numbered 9-12: 


for indoor units - 


n * 
u 


100 - L 

L. A 




7t 1 
Off 


X It ♦ t ♦ t 
I S,ON S,OFr I/ON 


L 

l,OFF 
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where: 

C,=3.3 for furnaces intended to be in¬ 
stalled outdoors. 

4.7 for boilers intended to be installed out¬ 
doors. 

Q P =Pilot flame fuel input rate determined 
In accordance with section 3.2 of this 
Appendix, in Btu’s per hour. 

Q w =Full-load input rate (including pilot 
flame fuel input rate) determined in ac¬ 
cordance with section 3.1 of this Appen¬ 
dix. in Btu's per hour. 

L,=Jacket loss determined in accordance 
with section 3.4 of this Appendix, in per¬ 
cent. 

Lua as defined in 4.2.5. 

too as defined in 4.2.20. 

U as defined in 4.2.21. 

Lg. 0 * as defined in 4.2.28. 

U.OTT as defined in 4.2.29. 

L,. 0 * as defined in 4.2.30. 

Uorr as defined in 4.2.31 

4.2.33 Annual fuel utilization efficiency. 
Calculate the annual fuel utilization effi¬ 
ciency, EFFY a . defined as: 


ft=The angle the damper plate makes, 
when closed, with a plane perpendicular 
to the axis of the stack, determined in 
accordance with section 3.5 of this ap¬ 
pendix. 

4.4 Additional requirements for fumades 
utilizing indoor air for combustion and 
draft control For units obtaining combus¬ 
tion air and draft control air from inside the 
residence, determine the appropriate factor 
describing the ratio of on-cycle stack flow to 
on-cycle flue flow <S/F), the ratio of off- 
cycle flue flow to on-cycle flue flow at iden¬ 
tical temperatures (D*), and the ratio of off- 
cycle stack flow to on-cycle stack flow at 
identical temperatures (D s ) from Table 1. 

4.4.1 Optional procedure for determina¬ 
tion of Dp for furnaces or boilers employing 
a power burner. Calculate the ratio (D?) of 
the rate of flue gas mass flow through the 
furnace or boiler during the off period, 
m,.orr (Tp^s). to the rate of flue gas mass 
flow during the on-period, m F>S j (T yJ s). and 
defined as: 


cm 

M ) (n ) (5200) 

' < > i«od> ^ U*l) '{*\ i 0 ) U.H'-f4*6o> 

SS U P 

(5~T 

in 


where: 

5,200=The average number of annual 
heating degree-days for the United 

States. 

4,600=The average number of nonheating 
season hours per year that the energy to 
the pilot light is assumed wasted. 

1.7=Average furnace sizing factor, 

n»j=As defined in 4.2.C. 

n.=As defined in 4.2.32. 

Q F =As defined in 4.2.32. 

Qi*=As defined in 4.2.32. 

4.3 Additional requirements for furnaces 
utilizing a stack (or flue) damper. Calculate 
the stack (or flue) damper effectiveness, D 0 . 
defined as: 


5 P * m F,OFF (T F,SS ) ', 
m F,SS (T F,SS ) 


For gas fueled units or oil fueled units for 
which no draft is maintained during the 
steady-state or cool down test: 



For oil fueled units tested with an im¬ 
posed draft as described in section 3.6: 


m F OFF <T F .s8)=m r .oiT (TVoffr) 



where: 

T r ^*=As defined in 4.2.4. 

T% ory= Flue gas temperature during the 
off-period measured in accordance with 
section 3.6 of this appendix, in degrees 
fahrenheit. 

42 as defined in 4.2.15. 

460=Conversion factor to convert degrees 
fahrenheit to degrees rankine. 

Tha as defined in 4.2.4. 


where: 

V T «=Flow rate of tracer gas through the 
furnace measured in accordance with 
section 3.6 of this appendix, in cubic feet 
per minute. 

Cr=Concentration by volume of tracer gas 
present in the flue gas sample measured 
in accordance with section 3.6 of this ap¬ 
pendix, in percent. 

P F =The density the flue gas would have at 
the temperature T t In lb per cu ft. It 
may be approximated by the equation: 



where: 

T t =Temperature of tracer gas entering 
flow meter measured in accordance with 
section 3.6 of this appendix, in degrees 
fahrenheit. 

P B =Barometric pressure measured in ac¬ 
cordance with section 3.6 of this appen¬ 
dix, in inches of mercury. 


m (t ) 
F,SS ' r,SS ' 


+ jj 


'in 


(HHV a )(60) 


where: 

R T>r . as defined in 4.2.2. 

A/F as defined in 4.2.16. 

Qt* as defined in 4.2.32. 

HHV A as defined in 4.2.16. 

60=Conversion factor to convert hours to 
minutes. 

4.4.2 Optional procedure for determina¬ 
tion of off-cycle draft factor for flue gas 
flow for furnaces or boilers employing a 
power burner. Calculate the off-cycle draft 
factor for flue gas flow, D p , defined as: 

for systems numbered 2, 4, 6, 8 or 10: 
Dr-D,. 

for system number 12: D r =(Dr)(D 0 ), 
where: 

D r as defined in 4.4.1. 

D n as defined in 4.3. 

4.4.3 Optional procedure for determina¬ 
tion of off-cycle draft factor for stack gas 
flow for furnaces or boilers employing a 
power burner. Calculate the off-cycle draft 
factor for stack gas flow, Ds. defined as: 

for system number 2: D s =1.0. 

for system number 4: D s =(0.79+D f )/1.4. 

for system number 6: D S =D 0 . 

For system number 8: 


where: 

A d = AdCosCO). 

A*=Cress sectional area of the stack de¬ 
termined in accordance with section 3.5 
of this appendix, in square inches. 

A D =Net area of the damper plate deter¬ 
mined in accordance with section 3.5 of 
this appendix, in square inches. 


ft (T )= (100-C ) V p 
F,OFF F,OFF _ T T F 


C 

T 


(0 o > (Dp), U 0 o 


TsTfT 


D -w (D 0 > ♦ (0.85-CD a ) (D b >) (D - 1 ) 

S' o t o 


1 - I 

1S/F) 


if D > 1 

° Tsffi 
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where: 

Dr as defined in 4.4.1. 

D„ as defined in 4.3. 

4.5 Additional Requirements for Fur¬ 
naces Utilizing a Direct Vent System. For 
furnaces utilizing a direct vent system or in¬ 
tended for outdoor installation, determine 
the appropriate S/F factor and D r factor 
from Table 2. If a unit is equipped with a 
power burner, the optional procedure de¬ 
scribed in section 4.4.2 of this section may 
be used to calculate Dr using the value of D, 
determined in section 4.4.1 of this section. 

4.6 Additional Requirements for Fur¬ 
naces Which Modulate or Vary Fuel Input 
Without Controlling Excess Combustion Air. 
Test a furnace which is equipped with a 
mechanism for reducing the rate of fuel 
input, but does not provide a means for con¬ 
trolling excess combustion air, at its maxi¬ 
mum firing rate in accordance with test pro¬ 
cedures In section 3. Use these test results to 
calculate a seasonal efficiency and an 
annual operating cost based upon a single 
fixed fuel input rate. 

4.7 National Average Number of Burner 
Operating Hours . Calculate the average 
number of burner operating hours, BOH, 
defined as: 

BOH=(AXC) (2.080) (average design heat¬ 
ing requirement)-B (2,080). 
where: 

2.080=National average annual heating 
load hours (average design heating re¬ 
quirement) is expressed in KBtu/hr and 
is obtained from Table 4 using the 
proper value of Q« ttt . 

Qo«t = (*)«/100) (Qu.) rounded off to the 
nearest 1.000 Btu/hr for units Intended 
for Installation in a heated space and 
Qout=QiJ(W100)-(3.3) (L,/100)1 round¬ 
ed off to the nearest 1,000 Btu/hr for 
units intended for installation outdoors 
or in an unheated space. 

• M as defined in 4.2.5. 

Q(h as defined in 4.2.32. 

A = _ 100.000 __ 

041, VddrHPE ♦ y an ♦ (Q in - V " 

B - (21 (Op) ( (A) , 

- 1 66 .m - 

C=0.77, adjustment factor which serves to 
adjust the calculated design heating re¬ 
quirement and heating load hours to the 
actual heating load experienced by a 
heating system. 

PE=Power burner electrical energy input 
rate at full-load steady-state operation 
determined in accordance with section 
3.1 of this appendix, in kilowatts. 

BE=Circulatlng-alr blower (or circulating- 
water pump) electrical energy input rate 
at full-load steady-state operation deter¬ 
mined in accordance with section 3.1 of 
this appendix, in kilowatts. 

y=l+((t*-t")/3.87) for furnaces. 1.00 for 
boilers and 1.00 for furnaces employing 
a single motor to drive a power burner 
and air circulating fan or blower, the 
ratio of average blower or pump on time 
to average burner on time. 

where: 

t*=Blower delay time determined in ac¬ 
cordance with section 3.2.1 of this ap¬ 
pendix. in minutes 


t'=Blower delay time determined in ac¬ 
cordance with section 3.3.1 of this ap¬ 
pendix, in minutes. 

Q u as defined in 4.2.32. 

Q r as defined in 4.2.32. 

rj 0 as defined in 4.2.32. 

(2)=Ratio of the average length of a heat¬ 
ing season in hours to the average heat¬ 
ing load hours. 

100,000=Factor that accounts for percent 
and KBtu. 

4.8 Average Annual Fuel Energy Con¬ 
sumption for Gas or Oil Fueled Furnaces or 
Boilers. Calculate the average annual fuel 
energy consumption for gas or oil fueled 
furnaces or boilers, E* expressed in Btu's 
per year, and defined as: 

E f =(Q w - Qp)( BOH) 4- (8760)(Q,), 
where: 

Qm as defined in 4.2.32. 

Q P as defined in 4.2.32. 

BOH as defined in 4.7. 

8,760 =Total number of hours in a year. 

4.9 Average Annual Auxiliary Electrical 
Energy Consumption for Gas or Oil Fueled 
Furnaces or Boilers. Calculate the average 
annual auxiliary electrical energy consump¬ 
tion, Eae, expressed in kilowatt-hours per 
year and defined as: 

Ea£=(PE+ v n t )(BOH) 
where: 

PE as defined in 4.7. 

BE as defined in 4.7. 

y as defined in 4.6. 

BOH as defined in 4.7. 

4.10 Average Annual Electric Energy 
Consumption for Electric Furnaces or Boil¬ 
ers. Calculate the average annual electric 
energy consumption for electric furnaces or 
boilers, E e , expressed in kilowatt-hours per 
year, and defined as: 


<100)0080) UeBlin heutinq requirement) (C) 
cm (J.4UI 


where: 

100=Conversion factor to convert percent 
to decimal fraction 

(design heating requirement) is expressed in 
KBtu/hr and is obtained from Table 4 with 
Qo«t set equal to the quantity (Ew) (3.413) 
rounded off to the nearest 1000 Btu’s per 
hour for units intended for installation in a 
heated space and (E w ) (3.413) 
((100-(3.3XL,))/(100) for units intended for 
Installation out-of-doors or in an unheated 
space, 
w’here: 

E, B =electric power input in watts meas¬ 
ured in accordance with sections 3.1.3 
and 3.1.4 of this Appendix. 

2,080 as defined in 4.7. 

EFFY a -* as defined in 4.1. 

3.413 conversion factor corresponding to l 
watt=3.413 Btu/hr. 

L, as defined in 3.4. 

C as defined in 4.7. 

4.11 Average Number of Burner Opening 
Hours in Different Geographic Regions of 
the United States and in Buildings xvith Dif¬ 
ferent Design Heating Requirements. Calcu¬ 
late the average number of burner operat¬ 
ing hours by geographic region of the 
United States, BOH,,, defined as: 

BOH,=(C)( AX HLH))( typical design heat¬ 
ing requirement)-B( HLH) 


where: 

HLH=Heating load hours for a specific 
geographic region determined in accord¬ 
ance with the heating load hour map in 
Figure 9. 


B = (2) (A) (Qp) (n u ). 


100,000 


where: 

(2) as defined in 4.7. 

A as defined in 4.7. 

Qp as defined in 4.2.32. 
as defined in 4.2.32. 

100,000 as defined In 4.7. 

C as defined in 4.7. 

Typical design heating requirement as 
given in Table 4 for the appropriate value of 
Qour. where Q** is defined In 4.7. 

4.12 Average annual fuel energy con¬ 
sumption for gas or oil fueled furnaces or 
boilers located in different geographic re¬ 
gions of the United States and in buildings 
with different design heating requirements. 
Calculate the average annual fuel energy 
consumption for a specific geographic 
region and for a specific typical design heat¬ 
ing requirement, E f .,. expressed in Btu’s per 
year, and defined as: 

E f . t =(Q m -Q,>+(8760) (Qp> 

where: 

Q,s as defined in 4.2.32. 

Q r as defined in 4.2.32. 

BOH, as defined In 4.11. 

8760 as defined in 4.8. 

4.13 Average annual auxiliary electrical 
energy consumption for gas or oil fueled fur¬ 
naces or boilers in different geographic re¬ 
gions of the United States and in buildings 
with different design heating requirements. 
Calculate the average annual auxiliary elec¬ 
trical energy consumption for a specific geo¬ 
graphic region and for a specific typical 
design heating requirement, Ea*.« expressed 
in kilowatt-hours per year and defined as: 

EA*.i=(PE+y BE) (BOH,) 

where: 

PE as defined in 4.7. 

BE as defined in 4.7. 

y as defined in 4.6. 

BOH, as defined In 4.11. 

4.14 Average annual electric energy con¬ 
sumption for electrical furnaces or boile™ 
in different geographic regions of the United 
States and in buildings with different design 
heating requirements. Calculate the average 
annual electric energy consumption by geo¬ 
graphic region of the United States. Eg ,, ex¬ 
pressed In kilowatt-hours per year, and de¬ 
fined as: 


E . » (100) (Cl (HLH) (design heating gog-n 
(EFF< |I3.413) 

A-E 


where: 

100 as defined in 4.10. 

HLH as defined in 4.11. 

(design heating requirement) as defined in 
4.10. 

EFFY a -, as defined in 4.1. 

3.413 as defined in 4.10. 

C as defined in 4.7. 
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where: 

100 as defined in 4.10. 

HLH as defined in 4.11. EFFY A _* as defined in 4.1. 

(design heating requirement) as defined in 3.413 as defined in 4.10. 
4.10. C as defined in 4.7. 


S 

Table 1 

Factors Describing Air Flew Rate for Gas anrl Oil-Fired Furnaces 
or Boilers Utilizing Indoor Air for Combustion and Draft control 


Units Without a Stack De 
but with 

Draft Hood or 

type of Burner Draft Diverter 

inper 

Barometric Draft Control 

Units With a Stac 
and 

Draft Hood or 

Draft Diverter 

k Damper 

Barometric Draft Control 





Sys- D D 

ten # S/F F S 

Sys- D D 

tan # S/F F S 

Sys- D D 

tan # S/F F S 

Sys- D D 

tern # S/F F S 

atmospheric 1 2.4 1.0 1.0 

Power* 2 2.4 0.4 1.0 

where 

3 1.4 1.0 1.0 

4 1.4 0.4 0.85 

5 2.4 1.0 D 

o 

6 2.4 0.4 D 

o 

7 1.4 1.0 D 

O 

8 1.4 0.4 (D )(D') 

O p 


D’ 

P 


0.4,if D < 1/(S/F) 

O 

0.4 + (0.85 - (0.4) (D )) (D - ]/s/F)J 

d— rr^T/VF)) °- 

O 


if D > 1/ (S/F) 
o 


The above factors were developed by the National Bureau of Standards 
and are based upon information in the jmblic literature, laboratory 
and computer simulation studies conducted at NBS, and laboratory 
and field data obtained by several research firms under contract* 
to NBS and DOE. 


*A power burner may incorporate a device on its air inlet which opens 
the air inlet when the appliance is in operation ana closes the air 
inlet wlien the appliance is in the standby condition. 


Table 2 

Factors Describing Air Flow Rates for Gas or Oil-Fired Fumaccs/Boilers 
Intended for Installation Out-of-Doors* or Intended for Indoor Installation 
But Equipped With a Direct Vent System 


_ Type of Burner 

Units Without A Stack 

or Flue Damper 

Units With a Flue Damper 

Tyne of Draft 

S/F 


D 

System# F 

D 

System# F 

None 

1 

Atmosphere 

9 1.00 

11 D 

o 

barometric 

damper 

1.4 

Power 

10 0.40 

12 0.40 x D 

o 

draft diverter 

2.4 


The above factors were develop by the National Bureau 
of Standards and are based upon information in the public 
literature, laboratory and oonputer simulation studies 
conducted at NBS, and laboratory and field data obtained 
by several research firms under contract to NBS and DOE. 
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Table 3 

Values of Higher Heating Value (HHV ), Stoichiometric Air/Fuel 

A 


Ratio (A/F), 

and 

Latent Heat Loss 

(L ) for Typical 

L, A 

Fuels 

Fuels 


HHV (Btu/lb) 

A 

A/F(--) 

L (%) 

L, A 

No. 1 Oil 


19,800 

14.56 

6.55 

No. 2 Oil 


19,500 

14.49 

6.50 

Natural Gas 


20,120 

14.45 

9.55 

Manufactured 

Gas 

18,500 

11.81 

10.14 

Propane 


21,500 

15.58 

7 .99 

Butane 


20,890 

15.36 

7.79 


Table 4 

Average and Typical Design Heating Requirements 
for Furnaces and Boilers with Different 
Output Capacities 


Furnace or Boiler Output 

Capacity, Q 0UT 
(Btu/hr) 


Average Design Typical Design 

Heating Requirements Heating Requirements 
(KBtu/hr)(KBtu/hr) 


26,000 - 34,000 
35,000 - 42,000 
43,000 - 51,000 
52,000 - 59,000 
60,000 - 76,000 
77,000 - 93,000 
94,000 - 110,000 
111,000 - 127,000 
128,000 - 144,000 
145,000 - 161,000 
162,000 - 178,000 
179,000 - 195,000 
over 196,000 


20 

25 

30 

35 

40 

50 

60 

70 

80 

90 

100 

110 

130 


15,20 

20, 25, 30 

25, 30, 35 

30, 35, 40, 45 

35, 40, 45, 50 

40, 45, 50, 60 

50, 60, 70, 80 

60, 70, 80, 90 

70, 80, 90, 100 

80, 90, 100, 110, 120 

90, 100, 110, 120, 130 

100, 110, 120, 130, 140 

120, 130, 140, 150, 160 
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FIGURE 2a 
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FIGURE 2b 
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FIGURE 2c 
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FIGURE 2e 
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FIGURE 2f 
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FICURE 10 

WORK SHEET FOR FURKACE/BOILER SYSTEM 
Measured Quantities and System Characteristic Constants 


1 

2 

3 

4 

5 

6 

7 

8 

SYS i 
(-) 

TFUEL 

(-) 

HHV 

Btu/lb. 


q f 

Btu/nr. 

PE 

kW 

BE 

kW 

x co 2 .s 

X 
















9 

10 

11 

12 

13 

14 

15 

16 

T S,SS,X 

F 

x co 2 ,f 

T 

F.SS 

F 

■ T F,0»^ C 1^ 

F 

T F,0N^2^ 

f 

r F,0FF (t 3> 

F 

r F,OFF^ C ^ 

F 

T (®) 

F,OFF V } 

F 















17 

18 

19 

20 

21 

22 

t ra 

F 

L J 

X 

S/F 

(-) 

% 

<5, 

y 

(-) 








Derived System Parameters 


23 

24 

25 

26 

27 

28 

29 

30 

PF 

(-) 

hhv a 

Btu/lb. 

A/F 

(-) 

l l,a 

x 

c j 

{-) 

%? 

l s,ss,a 

* 

n ss 

r. 











31 

32 

33 

34 

35 

36 

37 

38 

I 

s.ss 

F 

t on 

minutes 

®F,0,X 

F 

t off 

minutes 

^F.O.X 

F 

*F,»,X 

F 


,0 ,x 

F 













‘uel Utilization Efficiency 

39 

40 

41 

42 

43 

c s 

(-) 

*5,ON 
(Z)/F 

^• OTr 0 37 
(Z)/R 037 

^I.ON 

(Z)/F 

^.OFF ,7 
(t)/R 0 - 37 







Calculation of S] 

/stem Losses 

and Annual F 

44 

45 

46 

47 

48 

49 

50 

51 J 

^OA 

F 

C 0N 

minutes 

l 0FF 

minutes 

t ON/ T ON 

(-) 

c off/ t off 

(-> 

0 F,O 

F 

^F, O 

F 

F 










52 

53 

54 

55 

56 

57 

58 

59 

iT 

V S t 0 

F 

-I- 

F 

F3 

R 0.37 

F4 

r -0.63 

F5 

R 0* 37 

F6 

r-0.63 

F7 

r -0.63 

F8 

r-1.63 










60 

61 

62 

63 

64 

65 

66 

67 

l s,on 

l s,off 

l i,on 

l i,off 

n u 

DD 

HR 

Er-FY A 

z 

z 

z 

z 
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# F-days 

hours 

z 

— 
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Appendix O—Uniform Test Method for 

Measuring the Energy Consumption of 

Vented Home Heating Equipment 

1.0 Definitions . 

1.1 “Steady-slate conditions for vented 
home heating equipment” means equilibri¬ 
um conditions as indicated by temperature 
variations of not more than 5’ F (2.80 in 
the flue gas temperature for units equipped 
with draft hoods, barometric draft regula¬ 
tors or direct vent systems, in three succes¬ 
sive readings taken 15 minutes apart or not 
more than 3* F (.170 in the stack gas tem¬ 
perature for units equipped with integral 
draft diverters in three successive readings 
taken 15 minutes apart. 

1.2 “Flue gases” means reaction products 
resulting from the combustion of a fuel 
with the oxygen of the air, including the 
inerts and any excess air. 

1.3 “Excess air” means air which passes 
through the combustion chamber and the 
vented heater flues in excess of that which 
is theoretically required for complete com¬ 
bustion. 

1.4 “Flue” means a conduit between the 
flue outlet of a vented heater and the Inte¬ 
gral draft diverter, draft hood, barometric 
damper or vent terminal through which the 
flue gases pass prior to the point of draft 
relief. 

1.5 “Heater outlet” means the opening 
provided in a vented heater for the exhaust 
of the flue gases from the combustion 
chamber. 

1.6 “Flue losses” means the sum of sensi¬ 
ble and latent heat losses above room tem¬ 
perature of the flue gases leaving a vented 
heater. 

1.7 “Stack” means the portion of the ex¬ 
haust system downstream of the integral 
draft diverter, draft hood or barometric 
draft regulator. 

1.8 “Stack gases” means the flue gases 
combined with dilution air that enters at 
the integral draft diverter, draft hood or 
barometric draft regulator. 

1.9 “Barometric draft regulator or baro¬ 
metric damper” means a mechanical device 
designed to maintain a constant draft In a 
vented heater. 

1.10 “Air shutter” means an adjustable 
device for varying the size of the primary 
air inleUs) to the combustion chamber 
power burner. 

1.11 “Power burner” means a vented 
heater burner which supplies air for com¬ 
bustion at a pressure exceeding atmospheric 
pressure, or a burner which depends on the 
draft induced by a fan incorporated in the 
furnace for proper operation. 

1.12 “Vent limiter” means a device which 
limits the flow of air from the atmospheric 
diaphragm chamber of a gas pressure regu¬ 
lator to the atmosphere. A vent limiter may 
be a limiting orifice or other limiting device. 

1.13 “Vent/air intake terminal” means a 
device which is located on the outside of a 
building and is connected to a vented heater 
by a system of conduits. It is composed of 
an air intake terminal through which the 
air for combustion is taken from the outside 
atmosphere, and a vent terminal from 
which flue gases are discharged. 

1.14 “Induced draft” means a method of 
drawing air into the combustion chamber by 
mechanical means. 

1.15 “Plenum” means an air compart¬ 
ment, that is attached to. or is an integral 
part of, a vented heater and which is de¬ 
signed to either distribute the heated air 
after it leaves the heat exchanger in the 
case of a supply plenum, or in the case of a 
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return plenum, collects the air which enters 
the return inlet. 

1.16 “Heat input” (Q to ) means the rate of 
energy supplied in a fuel to a vented heater, 
operating under steady state conditions, ex¬ 
pressed in Btu’s per hour. It includes any 
input energy to the pilot light and is ob¬ 
tained by multiplying the measured rate of 
fuel consumption by the measured higher 
heating value of the fuel. 

1.17 “Higher heating value” (HHV) 
means the heat produced per unit of fuel 
when complete combustion takes place at 
constant pressure and the products of com¬ 
bustion are cooled to the initial temperature 
of the fuel and air and when the water 
vapor formed during combustion is con¬ 
densed. The higher heating value is usually 
expressed In Btu’s per pound, Btu's per 
cubic foot for gaseous fuel, or Btu’s per 
gallon for liquid fuel. 

1.18 “Integral draft diverter” means a 
device which is an integral part of a vented 
heater, designed to (1) provide for the ex¬ 
haust of the products of combustion in the 
event of no draft, back draft, or stoppage 
beyond the draft diverter, (2) prevent a 
back draft from entering the vented heater, 
(3) neutralize the stack action of the chim¬ 
ney or gas vent upon the operation of the 
vented heater. 

1.19 “Draft hood” means a device which 
performs the same function as an integral 
draft diverter, but is not an integral part of 
the vented heater, and is connected to the 
vented heater by a short length of flue pipe. 

1.20 “Vent pipe” means the passages and 
conduits in a direct vent system through 
which gases pass from the combustion 
chamber to the outdoor air. 

1.21 “Infiltration parameter” means that 
portion of unconditioned outside air drawn 
into the heated space as a consequence of 
loss of conditioned air through the exhaust 
system of a vented heater. 

1.22 “Vaporizing type oil burner” means 
a device with an oil vaporizing bowl or other 
receptacle designed to operate by vaporizing 
liquid fuel oil by the heat of combustion, 
and mixing the vaporized fuel with air. 

1.23 “Air tube” means a tube which car¬ 
ries combustion air from the burner fan to 
the burner nozzle for combustion. 

1.24 “Stack damper” is a device Installed 
downstream of the integral draft diverter, 
draft hood, or barometric draft regulator, 
designed to open the venting system when 
the appliance is in operation and to close off 
the venting system when the appliance is in 
the standby condition. 

1.25 “Flue damper” is a device installed 
between the furnace and the integral draft 
diverter, draft hood, barometric draft regu¬ 
lator or. vent terminal which Is not 
equipped with a draft control device, de¬ 
signed to open the venting system when the 
appliance is in operation and to close the 
venting system when the appliance is In a 
standby condition. 

1.26 “Heating capacity” (Q^) means the 
rate of useful heat output from a vented 
heater, operating under steady state condi¬ 
tions, expressed in Btu’s per hour. For room 
and wall heaters, it is obtained by multiply¬ 
ing the “heat Input” (Q, B ) by the steady 
state efficiency (n.) divided by 100. For 
floor furnaces, it is obtained by multiplying 
(A) the “heat input” (Q la ) by (B) the steady 
state efficiency divided by 100, minus the 
quantity (3.3) (L,) divided by 100, where L, is 
the jacket loss as determined in 3.4 of this 
appendix. 

2.0 Testing conditions. 


2.1 Installation of test unit 

2.1.1 Vented wall furnaces (including 
direct vent systems). Install gas fueled 
vented wall furnaces for test as specified in 
Sections 2.1.3 and 2.1.4 of ANSI Z21.49-1975. 
Install gas fueled wall furnaces with direct 
vent systems for test as described in 2.1.3 
and 2.1.4 of ANSI Z21.44-1973. Install oil 
fueled vented wall furnaces as specified in 
UL-730-1974, Section 33. Install oil fueled 
vented wall furnaces with direct vent sys¬ 
tems as specified in UL-730-1974, section 34. 

2.1.2 Vented floor furnaces. I ns tali 
vented floor furnaces for test as specified in 
sections 35.1 through 35.5 of UL standard 
729-1976. 

2.1.3 Vented room heaters. Install in ac¬ 
cordance with manufacturer s instructions. 

2.2 Flue and stack requirements. 

2.2.1 Gas fueled vented home heating 
equipment employing integral draft di¬ 
verters and draft hoods (excluding direct 
vent system). Attach to, and vertically 
above the outlet of gas fueled vented home 
heating equipment employing draft di¬ 
verters or draft hoods with vertically dis¬ 
charging outlets, a five (5) foot long test 
stack having a cross sectional area the same 
size as the draft diverter outlet. Cover the 
test stack with insulation having an R value 
of not less than 7 CF-HR-Ft VBtu) and an 
outer layer of aluminum foil. 

Attach to the outlet of vented heaters 
having a horizontally discharging draft di¬ 
verter or draft hood outlet a 90 degree 
elbow, and a five (5) foot long vertical test 
stack. A horizontal section of pipe may be 
used on the floor furnace between the di¬ 
verter and the elbow if necessary to clear 
any framing used in the installation. Use 
the minimum length of pipe possible for 
this section. Use stack, elbow, and horizon¬ 
tal section with same cross sectional area as 
the diverter outlet. Cover with insulation 
having an R value of not less than 7 CF-HR- 
Ft VBtu). and an outer layer of aluminum 
foil. 

2.2.2 Oil fueled vented home heating 
equipment (excluding direct vent systems). 
Use flue connections for oil fueled vented 
floor furnaces as specified in section 35 of 
UL 729-1976, section 34.10 through 34.18 of 
UL 730-1974 for oil fueled vented wail fur¬ 
naces and sections 36.2 and 36.3 of UL 896- 
1973 for vented room heaters. 

Allow no opening on the oil heater be¬ 
tween the heater and the point where tht 
flue gas sample is to be taken or the flue gas 
temperature is to be measured. If a baro¬ 
metric draft regulator is incorporated in the 
heater. It shall be sealed during all tests. 
Cover all elbows and flue connectors be¬ 
tween the heater outlet and a point 12 
Inches (304.8mm) downstream of the ther¬ 
mocouple location described in section 2.8 
with insulation having an R value not less 
than 7 CF-HR-Ft VBtu) and an outer layer 
of aluminum foil. 

2.2.3 Direct vent systems. Have the ex¬ 
haust/air intake system supplied by the 
manufacturer in place during all tests. Test 
units intended for installation with a vari¬ 
ety of vent pipe lengths with the minimum 
length recommended by the manufacturer. 
Do not connect a heater employing a direct 
vent system to a chimney or induced drait 
source. Vent the gas solely on the provision 
for venting incorporated in the heater ana 
the vent/air intake system supplied with it. 
On units which are not designed to preheat 
the incoming air. cover the first 18 Inches of 
vent pipe downstream of the heater outlet 
with insulation having an R value of not 
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less than 7 (‘F-HR-ft : /Btu) and an outer 
layer of aluminum foil. Care should be 
taken to not block the air Intake with insu¬ 
lation. 

For units designed to significantly preheat 
the incoming combustion air, cover all sur¬ 
faces of the vent/air intake system exposed 
to ambient air where the combustion air 
temperature exceeds the room temperature 
by more than 30’ F 16.70 with insulation 
having an R value not less than 7 CF-HR- 
ftVBtu) and a layer of aluminum foil. 

2.3 Fuel supply. 

2.3.1 Natural gas. For a vented heater uti¬ 
lizing natural gas. maintain the gas supply 
to the unit under test at a normal inlet test 
pressure immediately ahead of all controls 
at 7 to 10 inches water column. Maintain 
the regulator outlet pressure at normal test 
pressure approximately at that recommend¬ 
ed by the manufacturer. Use natural gas 
having a specific gravity of approximately 
0.65 and a higher heating value within ±5 
percent of 1,025 Btu per standard cubic foot. 
Determine the actual higher heating value 
in Btu’s per standard cubic foot for the nat¬ 
ural gas to be used in the test with an error 
no greater than one percent. 

2.3.2 Propane gas. For a vented heater uti¬ 
lizing propane gas. maintain the gas supply 
to the unit under test at a normal inlet pres¬ 
sure of 11 to 13 Inches water column and a 
specific gravity of approximately 1.53. Main¬ 
tain the regulator outlet pressure, on units 
so equipped, approximately at that recom¬ 
mended by the manufacturer. Use propane 
having a specific gravity of approximately 
1.53 and a higher heating value within ±5 
percent of 2,500 Btu’s per standard cubic 
foot. Determine the actual higher heating 
value In Btu’s per standard cubic foot for 
the propane to be used in the test with an 
error no greater than one percent. 

2.3.3 Other test gas. Use other test gases 
with characteristics as described in section 
2.2. table VII, of ANSI Standard Z21.ll.l- 
1974. Use gases with a measured higher 
heating value within ±5 percent of the 
values specified in the above ANSI stand¬ 
ard. Determine the actual higher heating 
value of the gas used in the test with an 
error no greater than one percent. 

2.3.4 Oil supply. For a vented heater uti¬ 
lizing fuel oil, use No. I fuel oil (kerosene) 
for vaporizing type burners and either No. 1 
or No. 2 fuel oil, as specified by the manu¬ 
facturer, for mechanical atomizing type 
burners. Use No. 1 fuel oil with a viscosity 
feting the specification as specified in UL- 
730-1974. section 36.9. Use test fuel con¬ 
forming to the specifications given In tables 
2 and 3 of ANSI Standard Z91.1-I972 for 
No. 1 and No. 2 fuel oil. Measure the higher 
heating value of the test fuel with an error 
no greater than one percent. 

2.3.5 Electrical supply. For an auxiliary 
electric component of a vented heater, 
maintain the electrical supply to the test 
UJ iit within one percent of the nameplate 
voltage for the entire test cycle. If a voltage 
range is used for nameplate voltage, main¬ 
tain the electrical supply within one percent 
°f the mid-point of the nameplate voltage 
range. 

2 4 Burner adjustments. 

2.4.1 Gas burner adjustments. Adjust the 
burners of gas fueled vented heaters to 
their maximum Btu ratings at the test pres¬ 
sure specified in 2.3 of this section. Correct 
the burner input rate to 60” F (15.60 and 
inches of mercury barometric pressure 
within ±2 percent of the hourly Btu 
rating specified by the manufacturer as 
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measured after 15 minutes of operation 
starting with all parts of the vented heater 
at room temperature. Set the primary air 
shutters in accordance with the manufac¬ 
turer’s recommendations to give a good 
flame at this adjustment. Do not allow the 
deposit of carbon during any test specified 
herein. 

If a vent limiting means is provided on a 
gas pressure regulator, have It in place 
during all teste. 

2.4.2 011 burner adjustments. Adjust the 
burners of oil fueled vented heaters to give 
the CO, reading recommended by the manu¬ 
facturer and an hourly Btu input, during 
the steady-state performance test described 
below, which is within plus or minus 2 per¬ 
cent of the heater manufacturer’s specified 
normal hourly Btu input rating. On units 
employing a power burner do not allow 
smoke In the flue to exceed a No. 1 smoke 
during the steady-state performance test as 
measured by the procedure in ANSI Stand¬ 
ard Zll.182-1965 (R1971) (ASTM D 2156- 
65(1970)). If, on units employing a power 
burner, the smoke In the flue exceeds a No. 
1 smoke during the steady-state test, read¬ 
just the burner to give a lower smoke read¬ 
ing, and. if necessary a lower CO, reading, 
and start all teste over. Maintain the aver¬ 
age draft over the fire and in the flue 
during the steady-state performance test at 
that recommended by the manufacturer 
and draft fluctuations at less than 0.005 
inches of water gauge. Do not make addi¬ 
tional adjustments to the burner during the 
required series of performance teste. The in¬ 
struments and measuring apparatus for this 
test are described in Section 6.3 of ANSI 
Standard Z91.1-1972. 

2.5 Circulating air adjustments. 

2.5.1 Forced air vented wall furnaces (in¬ 
cluding direct vent systems). During tests 
maintain the air flow through the heater as 
specified by the manufacturer and operate 
the vented heater with the outlet air tem¬ 
perature between 80* F and 130’ F above 
room temperature. If adjustable air dis¬ 
charge registers are provided, adjust them 
so as to provide the maximum possible air 
restriction. Measure air discharge tempera¬ 
ture as specified in Section 2.14 of ANSI 
Z21.49-1975. 

2.5.2. Fan type vented room heaters and 
floor furnaces. During teste on fan type fur¬ 
naces and heaters, adjust the air flow 
through the heater as specified by the man¬ 
ufacturer. If adjustable air discharge regis¬ 
ters are provided, adjust them to provide 
the maximum possible air restriction. 

2.6 Location of temperature measuring 
instrumentation. 

2.6.1 Gas fueled vented home heating 
equipment (including direct vent systems). 
For unite employing an integral draft di¬ 
verter, install nine thermocouples, wired in 
parallel. In a horizontal plane in the five 
foot test stack located one foot from the 
test stack inlet. Equalize the length of all 
thermocouple leads before paralleling. 
Locate one thermocouple in the center of 
the stack. Locate eight thermocouples along 
imaginary lines intersecting at right angles 
In this horizontal plane at points one third 
and two thirds of the distance between the 
center of the stack and the stack wall. 

For unite which employ a draft hood or 
unite which employ a direct vent system 
which does not significantly preheat the in¬ 
coming combustion air, install nine thermo¬ 
couples, wired in parallel, in a horizontal 
plane located within 12 Inches (304.8 mm) of 
the heater outlet and upstream of the draft 
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hood on unite so equipped. Locate one ther¬ 
mocouple in the center of the pipe and 
eight thermocouples along imaginary lines 
intersecting at right angles in this horizon¬ 
tal plane at points one third and two thirds 
of the distance between the' center of the 
pipe and the pipe wall. 

For unite which employ direct vent sys¬ 
tems that significantly preheat the incom¬ 
ing combustion air, Install nine thermocou¬ 
ples, wired in parallel, in a plane parallel to 
and located within 6 inches (152.4 mm) of 
the vent/air intake terminal. Equalize the 
length of all thermocouple leads before par¬ 
alleling. Locate one thermocouple in the 
center of the flue pipe and eight thermocou¬ 
ples along imaginary lines intersecting at 
right angles in this plane at points one third 
and two thirds of the distance between the 
center of the flue pipe and the pipe wall. 

Use bead-type thermocouples having wire 
size not greater than No. 24 American Wire 
Gauge (AWG). If there is a possibility that 
the thermocouples could receive direct radi¬ 
ation from the fire, install radiation shields 
on the fire side of the thermocouples only 
and position the shields so that they do not 
touch the thermocouple Junctions. 

Install thermocouples for measuring con¬ 
ditioned warm air temperature as described 
in ANSI Z21.49-1975, section 2.14 establish 
the temperature of the inlet air by means of 
a single No. 24 AWG bead-type thermocou¬ 
ple. suitably shielded from direct radiation 
and located In the center of the plane of 
each inlet air opening. 

2.6.2 Oil fueled vented home heating 
equipment (including direct vent systems). 

Install nine thermocouples, wired in paral¬ 
lel and having equal length leads. In a plane 
perpendicular to the axis of the flue pipe. 
Locate this plane at the position shown in 
Figure 34.4 of UL 730-1974, or Figures 35.1 
and 35.2 of UL 729-1976 for a single thermo¬ 
couple, except that on direct vent systems 
which significantly preheat the incoming 
combustion air. It shall be located within 6 
inches (152.4mm) of the outlet of the vent/ 
air intake terminal. Locate one thermocou¬ 
ple in the center of the flue pipe and eight 
thermocouples along Imaginary lines inter¬ 
secting at right angles In this plane at 
points one third and two thirds of the dis¬ 
tance between the center of the pipe and 
pipe wall. 

Use bead-type thermocouples having a 
wire size not greater than No. 24 AWG. If 
there is a possibility that the thermocouples 
could receive direct radiation from the fire, 
install radiation shields on the fire side of 
the thermocouples only and position the 
shields so that they do not touch the ther¬ 
mocouple junctions. 

Install thermocouples for measuring the 
conditioned warm air temperature as de¬ 
scribed In section 35.12 through 35.17 of UL 
730-1974. Establish the temperature of the 
Inlet air by means of a single No. 24 AWG 
bead-type thermocouple, suitably shielded 
from direct radiation and located in the 
center of the plane of each inlet air open¬ 
ing. 

2.7 Combustion measurement instrumen¬ 
tation. Analyze the samples of stack and 
flue gases for vented heaters to determine 
the concentration by volume of carbon diox¬ 
ide present In the dry gas with instrumenta¬ 
tion which will result in a reading having an 
accuracy of ±0.1 percentage points. 

2.8 Energy flow instrumentation Install 
one or more instruments, which measure 
the rate of gas flow or fuel oil supplied to 
the vented heater, and if appropriate, the 
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electrical energy with an error no greater 
than one percent. 

2.9 Room ambient temperature. During 
the time period required to perform all the 
testing and measurement procedures speci¬ 
fied in section 3.0, maintain the room tem¬ 
perature within ±5* F (±2.80 of the value 
Tra measured during the steady state per¬ 
formance test. At no time during these tests 
shall the room temperature exceed 100* F 
(37.80 or fall below 65* F (18.30. Use the 
procedure outlined in section 2.1.14 of ANSI 
Standard Z21.47-1973 to measure room tem¬ 
perature. 

2.10 Equipment used to measure mass 
Jlow rate in flue and stack. The tracer gas 
chosen for this task should have a density 
which is less than or approximately equal to 
the density of air, and be of a different 
chemical species or different concentration 
from the flue or stack gas to be measured. 
Use a gas unreactive with the environment 
to be encountered. Using instrumentation of 
either the batch or continuous type, meas¬ 
ure the concentration of tracer gas with an 
accuracy of ±2 percent of the value of the 
concentration measured. 

3.0 Testing and measurements. 

3.1 Steady-State testing. 3.1.1 Gas Fueled 
Vented Home Heating Equipment (Includ¬ 
ing Direct Vent Systems). 

Set up the vented heater as specified in 
2.1, 2.2, and 2.3. Begin the steady-state per¬ 
formance test by operating the burner and 
the circulating air blower, on units so 
equipped, with the adjustments specified by 

2.4.1 and 2.5, until steady-state conditions 
are attained as indicated by a temperature 
variation of not more than 3* F (1.7* C) in 
the stack gas temperature for vented heat¬ 
ers equipped with draft diverters or 5‘ F 
(2.8* C) in the flue gas temperature for 
vented heaters equipped with either draft 
hoods or direct vent systems; in three 
successive readings taken 15 minutes apart. 

On units employing draft diverters, meas¬ 
ure the room temperature (Tra) as described 
In 2.9 and measure the steady-state stack 
gas temperature (T*^.*) using the nine ther¬ 
mocouples located in the 5 foot test stack as 
specified in 2.6.1. Secure a sample of the 
stack gases in the plane where T^x is 
measured and determine the concentration 
by volume of carbon dioxide (Xcos-s) present 
in dry stack gas. 

On units employing draft hoods or direct 
vent systems, measure the room tempera¬ 
ture (Tra) as described in 2.9 and measure 
the steady-state flue gas temperature, 
(Tr sg). using the nine thermocouples located 
in the flue pipe as described in Section 2.6.1. 
Secure a sample of the flue gas in the plane 
of temperature measurement and determine 
the concentration by volume of CO. (Xco*. p ) 
present in dry flue gas. In addition, for units 
employing draft hoods, secure a sample of 
the stack gas in a horizontal plane in the 
five foot test stack located one foot from 
the test stack inlet; and determine the con¬ 
centration by volume of CO* (Xo*. 8 ) present 
in dry stack gas. 

Determine the steady-state heat input 
rate (Qu.) including pilot gas by multiplying 
the measured higher heating value of the 
test gas by the steady-state gas input rate 
corrected to standard conditions of 60* F 
and 30 inches of mercury. Use measured 
values of gas temperature and pressure at 
the meter and the barometric pressure to 
correct the metered gas flow rate to stand¬ 
ard conditions. 

Measure the steady-state electric power to 
the power burner (PE) and the steady state 
electrical power to the conditioned air 
blower (BE), on units so equipped. 
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After the above test measurements have 
been completed on units employing draft di¬ 
verters, secure a sample of the flue gases at 
the inlet to the draft diverter and determine 
the concentration of CO. (Xco*. f ) present. In 
obtaining this sample of flue gas, move the 
sampling probe around to assure that an 
average value is obtained for the CO* concen¬ 
tration. For units with multiple heat ex¬ 
changer outlets, draw and weight a sample 
from each outlet to obtain the average CO* 
concentration for the unit. Block the draft 
diverter relief opening and cover the draft 
diverter and flue gas collection box (on a 
power vented unit) with insulation having an 
H value no less than 7 CF-HR-ft 2/Btu) and 
an outer layer of aluminum foil. However, if 
the design is such that applying Insulation to 
all areas of the draft diverter housing would 
result in a reduction of normal air flow over 
the heat exchanger, do not insulate those 
areas of the draft diverter housing. If the 
unit is turned off during the process of block¬ 
ing the diverter relief opening, run it until 
steady-state conditions (as defined above) 
are again achieved. Then, progressively re¬ 
strict the test stack outlet until the concen¬ 
tration of CO* in flue gas samples secured 
from the test stack in the plane where T MX 
was measured is within ±0.2 percentage 
points of the previously determined value of 
Xcojr. Measure the flue gas temperature <T r ») 
using the nine thermocouples located in the 
5 foot test stack as specified in 2.6.1. 

3.1.2 Oil Fueled Vented Home Heating 
Equipment (Including Direct Vent Sys¬ 
tems). 

Set up and adjust the vented heater as 
specified in sections 2.1, 2.2, and 2.3.4. Begin 
the steady-state performance test by operat¬ 
ing the burner and the circulating air 
blower, on units so equipped, with the ad¬ 
justments specified by 2.4.2 and 2.5 until 
steady-state conditions are attained as indi¬ 
cated by a temperature variation of not 
more than 5* F (2.8 8 C) in the flue gas tem¬ 
perature in three successive readings taken 
15 minutes apart. 

Do not allow smoke in the flue, for units 
equipped with power burners, to exceed a 
No. 1 smoke during the steady-state per¬ 
formance test as measured by the procedure 
described in ANSI Standard Zll.182-1965 
(R1971) (ASTM D 2156-65 (1970)). Maintain 
the average draft over the fire and in the 
breeching during the steady-state perform¬ 
ance test at that recommended by the man¬ 
ufacturer and do not allow draft fluctu¬ 
ations to exceed 0.005 inches of water gauge. 

Measure the room temperature (Tra) as 
described in 2.9 and measure the steady 
state flue gas temperature (Tr.«) using nine 
thermocouples located in the flue pipe as 
described in 2.8.2. Secure a sample of the 
flue gas In the plane of temperature mea¬ 
surement and determine the concentration 
by volume of CO* (Xco^r) present in dry flue 
gas. 

Measure and record the steady-state heat 
input rate (Q*) and the steady-state electri¬ 
cal power to the power burner (PE) and the 
conditioned air blower (BE), on units so 
equipped. 

3.2 Flue temperature measurements—cool 
down test After steady-state testing is com¬ 
pleted, turn off the main burner and meas¬ 
ure the flue gas temperature by means of 
the nine thermocouples described above, at 
1.5 (T p ,oit (t*)) and 9 (Tf,ofy (t,)) minutes 
after the burner shuts off. Bypass the 
damper control on units employing stack 
dampers and draft diverters or draft hoods 
so that the damper remains open during the 
cool down test. During this off-period, oper¬ 
ate the Indoor air circulating blower, on 


units so equipped, during the first 3 minutes 
of the off period and then turn it off, unless 
the vented heater employs a single motor to 
drive a power burner and an indoor air dr- 
culating blower in which case both shall be 
turned off together. For oil fueled vented 
heaters not equipped with stack dampers, 
maintain the draft In the flue pipe within 
-0.001 and ±0.005 inch of water gauge of 
the manufacturers recommended on-period 
average draft if the optional test in 3.6 is 
being carried out, and within ±0.01 inch of 
water gauge of the average steady-state 
draft if it is not. For a direct vent system 
with a flue damper or a vented heater 
equipped with both a stack damper and & 
barometric damper, close the flue or stack 
damper during the cool down test. Keep the 
main bumerts) off until equilibrium condi¬ 
tions are attained, a a Indicated by variations 
in the flue gas temperature of not more 
than 3' F (1.7* C) between three successive 
readings taken 15 minutes apart. For units 
employing a continuously burning pilot 
light, take a third flue gas temperature 
measurement to determine the off-period 
minimum flue gas temperature (T ro rr. < *». 
For units not employing a continuously 
burning pilot light, set T<«) equal to 
the room temperature Tra- During this cool 
down test, measure the energy Input rate to 
the pilot light (Q,), if the unit is so 
equipped, within an accuracy of ±3 percent 
Record all measured values. 

3.3 Flue gas temperature measurements - 
heat up test No heat up test shall be per¬ 
formed for oil fueled vented heaters 
equipped with vaporizing type burners. For 
all other vented heaters, after equilibrium 
conditions are achieved following the cool 
down test and the required measurements 
performed, turn on the vented heater and 
measure the flue gas temperature, using the 
nine thermocouples described above, at 0.5 
(T r .o*<ti)) and 2.5 (T F>w (t.)) minutes after 
the main bumerfs) comes on. Keep the 
indoor air circulating fan off, on units so 
equipped, during the first 1.5 minutes of 
this warm up test and then turn it on unless 
the vented heater employs a single motor to 
drive a power burner and an indoor air cir¬ 
culating blower. In which case start both to¬ 
gether. Record the measured temperatures. 
During the heat up test for oil fueled vented 
heaters maintain the draft In the flue pipe 
within ±0.01 inch of the manufacturers 
recommended on-period draft. 

3.4 Jacket loss measurement Conduct a 
jacket lass test for vented floor furnaces. 
Measure the jacket loss (L,) in accordance 
with the ANSI standard Z21.48-1976 Section 
2.12. and record result. 

3.5 Measurement for determining effective¬ 
ness of automatic stack damper. Determine 
the effectiveness of an automatic stack 
damper (D 0 ). in vented heaters so equipped, 
by measuring the cross sectional area of the 
stack <A S ), the net area of the damper plate 
(A 0 ) (the area of the damper plate minus 
the area of any holes in the plate), and the 
angle which the damper plate makes when 
closed with a plane perpendicular to the 
axis of the stack. The equation in section 

is then employed to calculate D c . 

3.6 Optional procedure for determining 
Dp, D r> and D* for systems equipped imui 
power burners. On power burner systems 
not employing automatic stack dampers, or 
power burner systems with a stack damper 
and a draft diverter or draft hood, measure 
D, during the cool down test described m 
section 3.2. On systems for which the w “ u 5°, 
stack damper is to be closed during the coo 
down test described in section 3.2, nieas^ 
D* during a separate cool down test, con¬ 
duct this separate cool down test after i 
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beat up test described In section 3.3 is com¬ 
pleted. Conduct the test by letting the unit 
nm after the heat up test until steady-state 
conditions are reached, as indicated by tem¬ 
perature variation of not more than plus or 
minus 5* F (2.8* C) in the flue gas tempera¬ 
ture In three successive readings taken 15 
minutes apart, and then shutting the unit 
off with the stack or flue damper controls 
by passed or adjusted so that the stack or 
flue damper remains open during the result¬ 
ing cool down period. If a draft was main¬ 
tained on oil fueled units in the flue pipe 
during the steady-state performance test de¬ 
scribed in section 3.1, maintain the same 
draft (within a range of -.001 to +.005 
Inches of water gauge of the average steady- 
state draft) during this cool down period. 
Measure the flue gas mass flow rate 
during the cool down test described 
above at a specific off-period flue gas tem¬ 
perature and corrected to obtain its value at 
the steady-state flue gas temperature (T fM ), 
using the procedure described below. 

Within one minute after the unit is shut 
off to start the cool down test for determin¬ 
ing Dp, begin feeding a tracer gas into the 
combustion chamber at a constant flow rate 
of Vr. and at a point which will allow for the 
best possible mixing with the air flowing 
through the chamber. (On units equipped 
with an oil fired power burner, the best lo¬ 
cation for Injecting this tracer gas appears 
to be through a hole drilled in the air tube.) 
Periodically measure the value of V T with 
an Instantaneously reading flow meter 
having an accuracy of ±3 percent of the 
quantity measured. Maintain V T at less than 
1 percent of the air flow rate through the 
furnace. If a combustible tracer gas is used, 
there should be a delay period between the 
time the unit is shut off and the time the 
tracer gas is first injected to prevent igni¬ 
tion of the tracer gas. 

Between 5 and 6 minutes after the unit is 
•out off to start the cool down test, measure 
the flue gas temperature. T* r ^r, using the 9 
thermocouples described above. At the same 
Instant the flue gas temperature is meas¬ 
ured. also measure the percent volumetric 
concentration of tracer gas C T In the flue 
faa In the same plane where TV«r Is deter¬ 
ged. Obtain the concentration of tracer 
gas using an instrument which will result In 
an accuracy of ±2 percent In the value of Cr 
measured. If use of a continuous reading 
type instrument results In a delay time be¬ 
tween drawing of a sample and its analysis, 
this delay should be taken Into account so 
that the temperature measurement and the 
measurement of tracer gas concentration co¬ 
incide. In addition, determine the tempera¬ 
ture of the tracer gas entering the flow 
meter (T t ) and the barometric pressure (P»). 

The rate of the flue gas mass flow 
through the vented heater and the factors 
D r , and D g are calculated by the equa¬ 
tions In sections 4.3.1, and 4.3.3 qf tills Ap¬ 
pendix. 


ri!L C £ LC HLATION or DERIVED RESULTS 
FROM TEST MEASUREMENTS. 

I'..! Annual Fuel I’tilizatlon Efficiency far Chu nr OU 
Home Heating Equipment. The following calculu- 
mrn *° 1* performed to determine the annual fuel 
cation efficiency of gas or oil vontod lionio heating 
JJJipmeni. Figure 10 provides an illustration of a work- 
"T” wr »vh may lie used to tabulate the results of test 
®***urenvents and calculations. 

tr+ik! number. Determine the system numlver 

Table*i°* v . < * n *** Stealer **®ing tested in accordance 

Kalio of combustion air mass flow rate to 
or £ , mMric Btr niass flow rate. Determine the ratio 
« combustion air mass flow rate to stoichiometric air. 
“5 1, r *te, Rr.r, from Figure 1 for the test fuel, by 
*ng the value of dry flue gas CO* concentration, 
determined in accordance with section 3.1 of 
this Appendix. 


4.1.3 Ratio of combustion and relief air mass flow 
rate to stoichiometric air mass flow rate. For systems 
employing an integral draft diverter or draft hood, deter¬ 
mine the ratio of the sum of combustion and relief air 
mass flow rate to stoichiometric air mass flow rate Rr.a . 
from Figure 1 for the type of test fuel, by using the value 
of dry stack gas CO; concentration. Xcoi s. determined 
in accordance with section 3.1 of this Appendix. 

4.1.4 Average sensible heat loss at full-load steady 
state operation. For systems employing an integral draft 
diverter, determine the average sensible heat loss at full- 
load steady-state operation. La as. expressed as a 
percent, from Figure 2 using the value of Rr.a determined 
in 4.1.3, the type of test fuel, and A Ta*a, where 


ATs. AS— T •«— Thx 

where 

Ta.as *measured stock gas temperature at full-load 
steady-state operation determined in accordance 
with section 3.1 of this Appendix, in degrees 
Fahrenheit 

Tka =measured room temperature of the conditioned 
space in which the vented heater is tested, in 
degrees Fahrenheit, determined in accordance 
with section 2.9 of this Appendix 
For systems not employing an integral draft diverter, 
determine the average sensible heal loss at full-load 
steady-state operation, Ls.ss.a, expressed as a percent; 
from Figure 2 using the value of Rr.r determined In 
4.1.2, the type of test fue 1 ., and ATr.ss, 
where 

A7>.5 s= Tf.as — Th.x 

where 

7>.ss=*flue gas temperature at full-load steady-state 
operation determined in accordance with sec¬ 
tion 3.1 of this Appendix, In degrees Fahrenheit. 

Tka -as defined above. 

4.1.5 Steady-state efficiency. Calculate the steady- 
state efficiency /excluding jacket loss), was. expressed in 
percent and dcilned as , 


i? 55= 100 — Lt, a ~ La. as. a 

where 

Ll. a* average latent heat loss of the test fuel de¬ 
termined in accordance with Table 3, in 
percent. 

La as defined in 4.1.4. 

4.1.6 Average ratio of stack gas mass flow rale to flue 

f as mass flow rate at full-load steady-state operation. 

)etermtne the average ratio of slack gas mass flow 
rate to flue gas mass flow rale at full-load steady state 
operation S/F, from Table l or 2 for the system number 
to be tested. 

For units with integral draft diverters or draft hoods 
calculate the quantity (1.3) ( Rr.aJRr.r ). If this calcu¬ 
lated quantity is greater than the value of S/F obtained 
from Table 1 or 2, use it in place of the value from the 
Table, in all other calculations in this section involving 
the parameter S/F. 

4.1.7 Equivalent field stack gas temperature at full¬ 
load steady-state operation. Calculate the equivalent 
field stack gas temperature at full-load steady-slate 
operation, Tsa.a, expressed in degrees Fahrenheit and 
defined as: 

Ta. [Tr,ss—TnA]+THA 

where 

Tr.aa os defined in 4.1.4 
Ta « as defined in 4.1.4 
BJF as defined in 4.1.6 

4.1.8 On-cycle time constant. Calculate the on-cycle 
time constant, r*„, expressed in minutes and defined as; 


l _ 

Tr.as — Tf % a*(i|>"j 

Tr,SS~ Tjr, 

where 

f»«0.$ minutes 
fx=2.5 minutes 

7>.o»(q)* flue K&S temperature measured at time (fi) 
from a cold start-up of the system burner 
determined In accordance with section 3.3 
of this Appendix, in degrees Fahrenheit 

7>.t>o<e l )=*flue gas temperature measured at the time 
(h) from a cold start-up of the system 
burner determined in accordance with 
section 3.3 of this Appendix, in degrees 
Fahrenheit 

7>.ss=as defined in 4.1.4 
For vaporizing type oil burners, r OB “0. 

4.1.9 Effective degree gas temperature difference at 
start-up. Calculate the effective flue gas temperature 
difference at start up of the system burner. 0 r.ox., 
expressed in degrees Fahrenheit and defined as: 

t± 

Or. o. x — lTr. ss—Tr. «n(M]« r ° # 



where: 

7>.s* as defined in 4.1.4 

7>.o«((i) as defined in 4.1.8 

fi as defined in 4.1.8 

as defined in 4.1.8 

For vaporizing type oil burner?. 9r.o,x**0. 


4.1.10 Off-cycle time constant. Calculate the off-cvcle 

AAnetont --- 1 - f -*-- 1 


U-t* 

[ Tr. off < «3> — Tr . opf <»> 
Tr . off u 4 > — Tr . off (»> 


where 

fi—1.5 mlnites 
fi«9.0 minutes 

Tr, off (<*> -flue gas temperature measured at time 
(f») after shut-down from steady -state 
operation of the system burner deter¬ 
mined m accordance with section 3.2 of 
this Appendix, in degrees Fahrenheit 

7>.orr<f 4 >=*flue gas temperature measured at time 
Ui) after shut down from steady-state 

operation of the system burner deter¬ 
mined tn acccrdance with section 3.2 of 
this Appendix, in degrees Fahrenheit. 

7>.oFr(®)=*niinimum flue gas temperature deter¬ 
mined in accordance with section 3.2 of 
this Appendix, in degrees Fahrenheit. 

4.1.11 Effective flue gas temperature difference at 
shut-down. Calculate the effective flue gas temperature 
difference at shut-down cf the system burner, +r.o.x, 
expressed in degrees Falirenhelt and defined as: 

f» 

Vr. o. x = [ Tr. ofp (l*) — Tr. off ( ®)]c roF|r 


where 

Tr.orriti) as defined in 4.1.10 
7>. 0 ff(«) as defined in 4.1.10 
fi as defined in 4.1.10 

r 0 fc as defined in 4.1.10 


4.1.12 Minimum flue gas temperature difference above 
room temperature. Calculate the minimum flue gas 
temperature difference above room temperature, 
♦r. oo. r expressed in degrees Fahrenhelt and defined as: 

Vr. «. x = Tr. off ( ' 0 ) — Tha 

where 


Tr.orrim) as defined in 4.1.10 
Tn a as defined In 4.1.4 


4.1.13 Minimum stack gas temperature difference 
aliove room temperature. Calculate the minimum stack 
gas temperature difference above room temperature, 
*s cb.x expressed in degrees Fahrenheit and defined as: 

For systems numbered 1 through 4 and systems 5 
through 8 for which ( SfF)Da>Dr 




« I_ (S/F) (Da) 


where 

Dr«off-cyclc flue gas draft factor selected from 
Table I, for units with power burners where 
Dr »s measured, determined In accordance 
with section 4.3.2 of this Appendix. 

Da* off-cycle stack gas draft factor selected from 
Table 1, or, for units with power burners 
where Dr is measured, determined In accord¬ 
ance with section 4.3.3 of this Appendix. 

Sir *os defined in 4.1.6 
^r.®.r*=as defined in 4.1.12 
for systems numbered 5-8: for which ( 8/F)Da<Dr 


Vs. «. x=Vr. ®. x 


4.1.14 Effective stack gas temperature difference at 
Shut-down. Calculate the effective stack gas temperature 
difference at shut-down, ta.o.x expressed in degrees 
Fahrenheit and defined ns: 

For systems numbered 1 through 4 and systems 5 
through 8 for which ( S}F)Da>Dr 


Vs. o.i r = 


(DrHVr.o.x) 

( S/r)\Ds) 


where 

Dr as defined in 41.13 

+r.o.x as defined in 4.1.11 

Sir as defined in 4.1.6 

Da as defined in 4.1.13 

for systems numbered 5-8 for which ( S/F)Ds£Dr 


V s . o.x — V F . o. x 


4.1.15 Correction factors for systems 9 through 12 
Calculate a correction factor which corrects for the use 
of outdoor air for combustion Instead of air at room 
temperature, Ca, defined as 


c s =i 


(70 —42)n,a 
(Tr. ss— Tra ) 100 


42=average outdoor temperature corresponding to 
5200 degree day location, in degrees Fahrenheit 
•u as defined in 4.1.5 
Tr.aa as defined in 4.1.4 
70 assumed average indoor temperature 
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Calculate the correction factor which corrects for the 
effect of outdoor air passing through the heat exchanger 
during the off-period, C's, defined as: 

C'fl-1.22 


4.1.21 Ratio of average burner off-time per cyclo to 
off-cycle time constant. Calculate the ratio of average 
burner off time per cycle to off-cycle time constant, 
defined as: 

kff 


Calculate the effective stack gas temperature diflerorn* 
at burner shut-down, corrected for burner oyelini effect 
*s. o, expressed in degrees Falirenheit and UctUied a& 

for systems 1-8: 


4.1.16 Multiplication factor tor sensible heat loss 
during bariKT on-eyrie. Calrufcife a mulHpiicotkiu factor 
tor scnsilde beat toss daring burner oo-cycle, Ka. 
defined oft: 

AM 

Wh er e 

0=0.21 Btu per pound-degree Fahrenheit,specific 

heat of air 

/?r.r=as defined in 4.1.2 

A!r= stoichiometric air/fuel ratio determined In 
accordance with Table 3 

WIVa **average higher healing value of the test fuel 
determined in accordance with Table 3, in 
Btu’s per pound. 

41.17 Multiplication factor for sensible heat loss dur¬ 
ing burner off-cycle. Calculate a multiplication factor for 
sensible heat loss during burner off-cycle, Kn.orr, defined 
as: 

for systems numbered 1-4: 


Ka. 


OFF 5 


(TV. Tra+ 530) 1m ( D r ) (K s .. 
' (T,.sb-T ra )'" 


,) 


where 

530=assumed average indoor temperature in degrees 
Rank i ne 

Tr.ss as defined in 4.1.4 
Tha as defined in 4.1.4 
Dp as defined in 4.1.13 
Ks.** as defined in 4.1.16 
for systems numbered 5-8: 

Ks. OFF 


where 
Ta.as 
Da 
Sir 
Ks,oa 
530 
42 
70 
Tha 


( T s . a .,- +530) l »(Ds) ( Sir) (Ks. M ) 

( 7 , s . ss -T^ + 70 - 42 )»-« 


as defined in 4.1.7 
as defined in 4.1.13 
as defined in 4.1.G 
as defined in 4.1.10 
as defined above 
as delinud in 4.1.13 
as defined in 4.2.15 
as defined in 4.1.4 


for systems uumbered 0-12: 


Ks. OFF = 


(Ta.as-T KA +5m' A HDF) (A,, „) 

( 7 >.*,-r/M+ 70 - 42 )**» 

where 

Tr.sa as defined in 4.1.4 
Dr as defined in 4.1.13 
Ka on as defined in 4.1.16 
530 as defined above 
42 as defined in 4.1.15 
70 as defined in 4.2.15 
Tha as defined in 4.1.4 

4.1.18 Multiplication factor for infiltration loss during 
burner on-cyele. Calculate a multiplication factor for 
infiltration loss during burner on-cycle, Kj. oa , defined 
as. 

for systems numbered 1-8: 


Toff 

where 

toff 3 * 13.3 minutes, the average burner off-time per 
cycle 

roff as defined in 4.1.10 

4.1.22 Effective flue gas temperature difference at 
burner start-up, corrected for burner cycling effect. 
Calculate the effective flue gas temperature difference 
at burner start-up, corrected for burner cycling effect, 
Of.ot expressed iu degrees Fahrenheit and defined as: 

For systems 1-8: 

0p.O=(,C t . on) (Op. O.x) 

For systems 9-12: 

Op. o= (Ct. on) ( Cs ) (Op. o. x) 

where Ct.o n is given by: 

« (^r.o.x)(e)’Wr, ft 

r (TV. 88 — Tp. q pf( °° )) 

00 ~ (flr. o. x) (tr.o x ) (e^WW<cff/T,ii>) 

( Tp, sb—Tp , off( ®) )* 

for vaporizing type ell burners, tfjr.o=0. 
where 

9r.o,x as defined in 4.1.0 

Ca as defined in 4.1.15 

tr.o.x as defined in 4.1.11 

tcti'Tou as defined in 4.1.21 

I on/Toff as defined in 4.1.20 

Tr.ss as defined In 4.1.4 

Tr. off( ®) as defined in 4.1.10 


4.1.23 Effective flue gas temperature difference at 
burner shut-down, corrected for burner cycling effect. 
Calculate the effective flue gas temperature difference 
at. burner shut-down, corrected for burner cycling 
effect, 4>r. O’ 

For systems 1-8: 

$P, 0= (C t . off) (tr.o. x) 

For systems 9-12: 

tr. 0 = (Ct off) (Os') (tp. 0 , x) 

Whero Cu oil is given by: 

(Op. o. x) (e~ Wr0 ") 

_(7V SB — Tp. qpf( 00 )) 

° ,f ~~ (Op. o. x ) (tr.o. x)( e-"*° 

( Tp. ss— Tp, off( 00 ) 3 

where 

Ciid^I. for units with continuously operating pilot 
light 0.90, for units with intermittent ignition 
devices or cycling pilots 



A,.oo = (*)(S/,)(K S .oo) 

where 

<*> =0.7 infiltration parameter 

Sir as defined in 4.1.6 
Ka. oi> as defined in 4.1.16 

4.1.19 Multiplication factor for infiltration loss during 
burner off-cycle. Calculate a multiplication factor for 
infiltration loss daring burner off-cycle Ki. off. defined 
as: 

for systems numbered 1-8: 


(7V-W-7V.+530) l "(«). M )(ft) 

7W-7Vi + 70-42)»“ 


where 

Ts.fls as defined in 4.1.7 
530 as defined in 4.1.17 
42 as defined in 4.1.15 
Ki.oo as defined in 4.1.16 
Da as defined in 4.1.13 
70 as defined in 4.2.15 
Tha as defined in 4.1.4 

4.1.20 Ratio of average burner on-time per cycle to 
on-cycle time constant. Calculate the ratio of averago 
burner on-time per cycle to on-cycle time constant, 
t*Jr*m, defined as: 


t on 


Too 


where 

l 0m m 


Tom 


3.87 minutes, the average burner on-time per 
cycle 

as defined in 4.1.8 


tr.o.x as defined in 4.1.11 

CV as defined in 4.1.15 

$r.o.x as defined in 4.1.9 

totiirott as defined in 4.1.21 

fon/roo as defined in 4.1.20 

Tr.sa as defined in 4.1.4 

7>.off(®) as defined in 4.1.10 


4.1.24 Effective minimum Hue gas temperature dif¬ 
ference above room temi>erature. corrected for burner 
cycling effect. Calculate the effective minimum flue gas 
temperature difference above room temperature, ♦f.co, 
corrected for burner cycling effect, expressed lit degrees 
Fahrenheit and defined os: 

for systems numbered 1-8: 

*#\ **F. ». X 

for systems numbered 9-12: 

*F, a> = (Cs') (*P. oo. X) 

where 

Ca as defined in 4.1.15 

oo. x as defined in 4.1.12 

4.1.25 Effective stack gns temperature difference at 
burner shut-down, corrected for burner cycling effect. 


tS.O — Ct. offts.O. X 

where 

Ci, oft as defined in 4.2.23 

tf>a. o. x as defined iu 4.2.11 

4.1.26 Off-cycle sensible heat loss integration factors. 
For systems numbered 1-4, determine off-cycle sensibl* 
heat loss integration factors, F 3 and F4, from Figures a 
and 4, respectively, using values of o defined in sec¬ 
tion 4.1.23, and tosi/rou defined In section 4.1.21. 

For systems numbered 5-8, determine off-cycle sensible 
heat loss integration factors, F5 and Ffl, from Figures 
5 and 6, resjiecnvely, using values of ts.o, defined iq 
section 4.1.25, and tottJroii defined In section 4.1.21. 

For systems numbered 9-12. determine, off-cycle 
sensible heat loss Integration factors, FT, and FB, from 
Figures 5 and 6, respectively, using values of *r.o de- 
fined in section 4.1.23, and lotijrott defined in section 
4.1.21. 

4.1.27 Off-cycle infiltration heat toss inanition 
factors. For svbtems numbered 1-8, determined off* 
cycle infiltration heat loss lntcgratinn factors, FT and 
FB, from Figures 7 and 8. respectively, using velum of 
*a.o defined in section 4.1.25, and toWT*n defined in 
section 4.1.21. 

4.1.28 Oncycle sensible heat loss. Calculate the on- 
cycle sensible heat loss of the system, La os, expressed 
In percent and defined: 

for systems numbered 1-8: 


Lsron = Tb.38. a 

— (Ks. on )(&f. o) 




for systems numbered 9-12: 
Ls. on — (Cs)(Ls,as. a 


where 
Ca 
La.as.A 
Ka.os 
Or.o 

toof T on 


-As. on) (Of. o) (^) (l-e-Trt) 


as defined In 4.1.15 
as defined in 4.1.4 
as defined in 4.1.16 
as defined iu 4.1.22 

as defined In 4.1.20 t .. 

4.1.29 Off-cycle sensible heat loss. Calculate tm 
off-cycle sensible heat loss of the system, Is. off, ex¬ 
pressed In percent and defined as: 

for systems numbered 1-4: 

La. off =(As. off) (^')l(W) +*r ,)(«)]• 


for systems numbered 5-8: 

As. off= ( Kb.off) l(A5) 

+ {*a.m.x)(F 6)1, 

for systems numbered 9-12: 


La,orF z =^(Ksovv) 


where 

Ka.orv 

toft 

A3, A4, F5, and A6 

4>r,oo 

*s.a>.x 


as defined In 4.1.17 
as defined in 4.1.21 
as defined in 4.1.20 
as defined In 4.1.20 
as defined iu 4.1.24 
as defined In 4.1.13 


4.1.30 On-cyele infiltration heat loss. CrituWj 
on-cycle infiltration heat loss of the system, 
expressed in percent and defined as: 

for systems numbered 1-8: 

Li,ok = Ki, on(70— 42), 

where 

Kt ,on as defined in 4.1.18 
70 as defined in 4.1.4 
42 as defined in 4.1.15 

for systems numbered 9-12: 

Li,on —0 

4.1.31 OIT-cycle infiltration heat l«* ®gcnia» 
oil-cycle infiltration beet loss ot tli« sysuni u. 
expressed In percent and defined as: 
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{x systems numbered 1-8: 

i,, ofT =K,.oFr(70-42)(^) [(F7) 


^kToff M defined in 4.1.19 

rij a? doftned in 4.1.15 

i 2 a? defined in 4.1.15 

»<i as defined in 4.1.21 

i as defined in 4.1 JR) 

r fg as defined in 4.1.27 

a* defined in 4.1.13 

for systems numbered 9-12: 

Li,orr~0 


+ (*s.».x)(/ 5 ' 8)] 


4 . 1.32 Part-load fuel utilization efficiency. Calculate 
the part-load fuel utilization efficiency, expressed in 
percent and defined as: 

for indoor units— 

V=100-Li,.4- 


[ u+ (fe) (to,,) ] 


X ( Ls . ON -f Ls. OFF+ l>l. ON 4“ Ll . off] , 
tor vented floor furnaces 


H=\00-L L . A -C,Ui) 


L u+ (iO (, °" ) ] 


*X [ L$, on 4" Lg. off 4- Li. on 4- Lt, off ] 

where 

Q =3.3 for vented floor furnaces 
Qp “pilot flame fuel input rale determined in accord¬ 
ance with section 3.2 of this Appendix, in lHu‘s 
per hour 

Qis^full-load input rate (including pilot flame fuel 
input rate) determined in accordance with sec¬ 
tion 3.1 of this Appendix, in Btu’s per heur 
L( = Jacket loss determined in accordance with sec¬ 
tion 3.4 of this Appendix, in percent 
Lt. a as defined in 4.1.5 
f M as defined in 4.1.20 
f»<f as defined in 4.1.21 
La. on as defined in 4.1.28 
La. off as defined in 4.1.29 
Li, os as defined in 4.1.30 
Li, off as defined In 4.1.31 

4.1.33 Annual fuel utili7ation efficiency. Calculate the 
annual fuel utilization efficiency, EFFYa, defined as. 
where 

effy a 

„_ (<».)(5200 )_ 

(iss) (5200)+ (2.5) (,.)(^)(1.7) (4600) 

3200=the average number of annual heating degree 
days for the Cm ted States 

4600=th<> average number of non healing season hours 
per year tliat the energy to the pilot light is 
assumed wasted 

1.7 ^average vented heater sizing factor 
w “as defined in 4.1.5 

S . »as defined in 4.1.32 
e =as defined in 4.1.32 
►in =as defined in 4.1.32 

4 2 Additional Requirnnenta /br Vented Home Heathy 
equipment i tiUzmga Stack for Flue) Damper . Calculate 
the stack (or flue) damper effectiveness, L> # , defined as: 


where 



Ap**A'd coa (Q) 

/ts=crc*s sectional area of the stack determined in ac¬ 
cordance with section 3i of this Appendix, in 
square inches 

.4/>=net area of the damper plate determined in ac¬ 
cordance with section 3.5 of this Appendix, in 
square inches 

Q-the angle the damper plate makes when closed 
with a plane perpendicular to the axis of the stack 
determine in accordance with section 3.5 of this 
appendix 

4.3 Additional Requirnnenta for Vented Home Heating 
Equipment L tihzing indoor Air for Comimalton and Draft 
Control. For units obtaining combustion air and draft 
control air from inside the residence, the appropriate 
factor describing the ratio of on-cvcle stack flow to on- 
cycle flue flow (S/#), the ratio of cff-eyele flue flow to 
oii-cvcle flue flow at identical temperatures iDr), and 
the ratio of off-cycle stack flow to on-cycle stack flow at 
identical temperatures (Da) shall be determined from 
Table l. 

4.3.1 Optional procedure for determination of Dp for 
vented home healing equipment employing a power 
burner. Calculate vh*- ratio (Dr) of the rate of flue gas 
mass flow through the vented heater during the off 
period, mr .offi Tr.ss). to the rate of flue gas inass flow 
during the on-period, mr.sa(Tr.as), and defined as: 

n ™ r - OFp ( T r.ss) 
rh,.3s(Tr,88 ) ’ 

For gas fueled units or oil fueled units for which no 
draft is maintained during the steady state or cooi down 
tests: 

rhr. off( T. ss) = rhr. off( Tf, off) 


r t,.ss-t ka - r>< 

’* P Tf, off + 460 - ] 1 

\jri, off — Tra J 

L 7V.M + 4&0 J 


For oil fueled units tested with an imposed draft ns 
described in section 3.6: 

^*f.off( Tr.ss) = iwf,off(^£, off) 

where 

Tr.aa as defined in 4.1.4 

TF.OFF=flue gas temperature during the off-period 
measured in accordance with section 3.0 of 
this Appendix, in degrees Fahrenheit 
Tka as defined in 4.1.4 


460=con version factor to convert degrees Fahren¬ 
heit to degrees Kankine 

X (100 —Ci) VYPr 

wf, off( Tf, off) =-^- 

where 

V v r=flow rate of tracer gas through the vented heater 
measured in accordance with section 3.0 cf this 
Appendix, in cubic feet per minute 
CY=concentration by volume of tracer gas present in 
the flue gas sample measured in accordance 
with section 3.0 of this Appendix, iu percent 
the density the flue gas would have at the tom- 
perature Ti in lb. per cu. ft. lt may be approxi¬ 
mated by the equation: 


p ' , ~ 1 ‘ 325 (r,+ 46 d) 

where 

jTi=the temperature of the tracer gas entering tho 
flow meter measured In a^ordance with section 
3.6 of Him appendix, in degrees Fahrenheit. 

460—as defined above 

barometric pressure measured in accordance with 
section 3.6 of this Appendix, in inches of mercury 

mr.ss (Tr.ss) 


-[(«r.,)(y) + l] m ^ff HVA y 

where 

Rr.p as defined in 4.1.2 

A/F ax defined in 4.1.16 

Via as defined in 4.1.32 

HHVa as defined in 4.1.16 

4 3.2 Optional procedure for determination of off-cycle 
draft factor for flue gas flow for vented hr.me heating 
equipment employing a power burner. Calculate the 
off-cycle draft factor for flue gas flow. Dr, defined as: 

for systems numbered 2, 4, 6. 8. or 10: Dr=> (Dr) 

tor system number 12. Dr^iDriiD*), 

where 

Dr as defined In 4.3.1 
/>• as defined in 4.2 

4 3.3 Opliouai procedure for determination of off-cycle 
draft factor for stack gas flow for vented home heating 
equipment employing a power burner Calculate the 
off-cycle draft factor for stack gas flow, Da. defined as: 

for system number 2 Z>a = 1.0 

for system number 4 Ds^COJO+D^/M 

for system number 0. Ds^D, 

for system number 8 


D s = 


(».)((),), if D.<1/(S/F) 

(/>,)(!>,)+ <° 1 mm 

V-xm) 


if D 0 > 


(SIP) 


where 

Dp as dcflnedTn 4.3.1 
D» as defined in 4.2 
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4.4 Additional requirements for wall fur¬ 
naces equipped with a direct vent system or 
floor furnaces designed to take combustion 
and draft control air from an unheated 
space. For wall furnaces utilizing a direct 
vent system or floor furnaces designed to 
take their combustion and draft control air 
from an unheated space (such as a crawl- 
space), determine the appropriate S/F 
factor and D r factor from Table 2. If a unit 
is equipped with a power burner, D r , may be 
calculated as described in section 4.3.2 using 
the value of Dr determined in section 4.3.1 
of this section. 

4.5 Additional requirements for vented 
home heating equipment which modulate or 
vary fuel input without controlling excess 
combustion air. Test a vented heater, which 
is equipped with a mechanism for reducing 
the rate of fuel input but does not provide a 
means for controlling excess combustion air, 
at its maximum firing rate in accordance 
with test procedures in Section 3. Use these 
test results to calculate a seasonal efficiency 
and an annual operating cost which is based 
upon a single fixed fuel input rate. 

4.6 National average number of burner 
operating hours. Calculate the average 
number of burner operating hours. BOH, 
defined as: 

BOH=<AKCX2080Xaverage design heat¬ 
ing requirement)—B( 2080). 
where: 

2080=national average annual heating 
load hours average design heating re¬ 
quirement is expressed in KBtu/hr and 
is obtained from Table 4 using the 
proper value of Q a irr- 
where: 

• tht capacity of tha unit equal to the quantities 

10^) (n g# > for room and wsll heaters and 

I0 1B I ln H - :i.J_tLjM_eor *»oor furnaces, 

100 

rounded off to the nearest 1000 Bto/hr. 

0 IN as defined in 4.1.12 

A • 100,000 

m rr ira r- f F E -? y f hti 4 

B • 

C=0.77, adjustment factor which serves to 
adjust the calculated design heating re- 
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quirement and heating load hours to the 
actual heating load experienced by a 
heating system. 

PE=power burner electrical energy Input 
rate at full-load steady-state operation 
determined in accordance with section 
3.1 of this Appendix, in kilowatts. 

2=ratio of the average length of a heating 
season in hours to the heating load 
hours. 

BE=circulating-air blower electrical 

energy input rate at full-load steady- 
state operation determined in accord¬ 
ance with section 3.1 of this Appendix, 
in kilowatts. 

Y=1.00 for vented heaters employing a 
single motor to drive a power burner 
and air circulating fan or blower, and 
1.38 for all other vented heaters, the 
ratio of average blower on time to aver¬ 
age burner time. 

Q w =as defined In 4.1.32. 

Qp = as defined in 4.1.32. 

t) a =aa defined in 4.1.32. 

100,000=factor that accounts for percent 
and KBtu. 

4.7 Average annual fuel energy consump¬ 
tion for vented home heating equipment 
Calculate the average annual fuel energy 
consumption for vented heaters. E r , ex¬ 
pressed in Btu's per year, and defined as: 


E,=<Qo,-Q P ) <BOH)+<8760) <Q r ) 


Qin as defined In 4.1.32. 

Q r as defined in 4.1.32. 

BOH as defined In 4.6. 

8760 total number of hours in a year. 

4.8 Average annual auxiliary electrical 
energy consumption for vented home heat¬ 
ing equipment Calculate the average 
annual auxiliary electrical energy consump¬ 
tion. E ae , expressed in kilowatt-hours per 
year and defined as: 


E AK =(PE+y BE) (BOH) 


where: 

PE as defined in 4.6. 

BE as defined in 4.6. 
y as defined In 4.6. 

BOH as defined in 4.6. 

4.9 Average number of burner operating 
hours for vented home heating equipment lo¬ 
cated in different geographic regions of the 


United States and in buildings having dif¬ 
ferent design heating requirements. Calcu¬ 
late the average number of burner operat¬ 
ing hours for different typical design heat¬ 
ing requirements and for the geographic re¬ 
gions of the United States. BOH*, defined 
as: 

BOH*=(C)(A)(HLH) (typical design heating 
requirement)—B (HLH) 

where: 

A as defined in 4.6. 

HLH = heating load hours for a specific ge¬ 
ographic region determined in accord¬ 
ance with the heating load hour map in 
Figure 9. 

(Typical design heating requirement) as 
given in Table 4 for the appropriate value of 
Qoi-t, where <*, t , is as defined in 4.6. 

B as defined in 4.6. 

C as defined in 4.6. 

A as defined in 4.6. 

4.10 Average annual fuel energy con¬ 
sumption for vented home heating equip¬ 
ment located in different geographic regions 
of the United States in buildings with differ¬ 
ent design heating requirements. Calculate 
the average annual fuel energy consump¬ 
tion for a specific geographic region and for 
a specific typical design heating require¬ 
ment, Ep.», expressed in Btu’s per year, and 
defined as: 

E f R =(Q m -Q P ) (BOH,) + (8760) (Q,) 
where: 

<2^ as defined in 4.1.32. 

Q P as defined in 4.1.32. 

BOH* as defined In 4.9. 

8760 as defined in 4.8. 

4.11 Average annual auxiliary electrical 
energy consumption for vented home heat¬ 
ing equipment located in different geograph¬ 
ic regions of the United States and in build¬ 
ings with different design heating require¬ 
ments. Calculate the average annual auxil¬ 
iary electrical energy consumption for a spe¬ 
cific geographic region and for a specific 
typical design heating requirement, Ea*.», 
expressed in kilowatt-hours per year and de¬ 
fined as: 

E AB .*=(PE+y BE) (BOH,) 

where: 

PE as defined in 4.6. 

BE as defined in 4.6. 

y as defined in 4.6. 

BOH, as defined in 4.9. 
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Table 1 

Factors Describing Air Flow Rate for Gas and Oil-Fueled Vented Heme Heating 
Equipment Utilizing Indoor Air for Conbustion and Draft Control 


Units Without a Stack Danper 
but with 


Tvoe of Burner 

Draft Hood or 

Draft Diverter 

Barometric Draft Control 

Draft Hood or 

Draft Diverter 

Barometric Draft Control 






Sys¬ 

tem # 

D D 

S/F F S 

Sys¬ 

tem # S/F 

D 

F 

D 

S 

Sys- D 

tern 1 S/F F 

D 

S 

Sys¬ 

tem I 

S/F 

D 

F 

D 

s 

Atmospheric or 
Vaporizing 

1 

2.4 1.0 1.0 

3 1.4 

1.0 

1.0 

5 2.4 1.0 

D 

o 

7 

1.4 

1.0 

D 

o 

Fewer * 

2 

2.4 0.4 1.0 

4 1.4 

0.4 

0.85 

6 2.4 0.4 

D 

o 

8 

1.4 

0.4 

(D )(D’) 
o p 



where 













0.4,if D < 1/(S/F> 










D* _ ( 

V/ 











P 

0.4 + (0.85 - 

(0.4) 

(D )) 
o 

(D - l/(S/F)) 
o , if D > 

1/(S/F) 







D 

o 

(1 - 

1/S/F)) o 







Units With a Stack Danper 
and 


The above factors were developed by the National Bureau of Standards 
and are based upon information in the public literature/ laboratory 
and conputer simulation studies conducted at NBS, and laboratory 
and field data obtained by several research firms under contract 
to NBS and DOE. 

*A power burner may incorporate a device on its air inlet which opens 
the air inlet when the appliance is in operation and closes the air 
inlet when the appliance is in the standby condition. 


Table 2 

Factors Describing Air Flow Rates for Gas or Oil-Fueled Vented Heaters 
Equipped with a Direct Vent System or a Floor Furnace 


Type of Burner 

Units Without A Stack 

or Flue Damper 

Units With a Flue Damper 

Type of Draft 

S/F 


System# 


System# D F 

None 

1 

Atmosphere or 
Vaporizing 

9 

1.00 

11 D o 

barometric 

damper 

1.4 

Power 

10 

0.40 

12 0.40 x D 

o 

draft diverter 

2.4 


The above factors were developed by the National Bureau 
of Standards and are based upon information in the public 
literature, laboratory and computer simulation studies 
conducted at NBS , and laboratory and field data obtained 
by several research firms under contract to NBS and DOE. 
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Table 3 


Values of Higher Heating Value (HHV ), Stoichiometric Air/Fuel 

A 


Ratio (A/F), 

and 

Latent Heat Loss 

(L ) for Typical 

L, A 

Fuels 

Fuels 


HHV (Btu/lb) 

A 

A/F (—) 

L (%) 

L, A 

No. 1 Oil 


19,800 

14.56 

6.55 

No. 2 Oil 


19,500 

14.49 

6.50 

Natural Gas 


20,120 

' 14.45 

9.53 

Manufactured 

Ga s 

18,500 

11.81 

10.14 

Propane 


21,500 

15.58 

7 .99 

Butane 


20,890 

15.36 

7.79 



Table 4 

• 



Average and Typical Design Heating Requirements 
for Vented Heaters with.Different 
Output Capacities 


Vented Heaters Output Average Design Typical Design 

Capacity, Q 0UT Heating Requirements Heating Requirements 

(Btu/hr)(KBtu/hr)(KBtu/hr) 


5,000 

— 

10,000 


5 

5 



11,000 

- 

16,000 


10 

5, 10 



17,000 

- 

25,000 


15 

10, 15 



26,000 

- 

34,000 


20 

15, 20 



35,000 

- 

42,000 


25 

20, 25, 

30 


43,000 

- 

51,000 


30 

25, 30, 

35 


52,000 

- 

59,000 


35 

30, 35, 

40, 

45 

60,000 

- 

76,000 


40 

35, 40, 

45, 

50 
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FIGURE 2a 
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FIGURE 2c 
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FIGURE 2e 
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This map is reasonably accurate for most parts of the United States but is necessarily highly' 
generalized and consequently not too accurate in mountainous regions particularly in the Rockies. 

Alaska - 3S00 HLII 

Havaii and - 0 HLH 
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FIGURE 10 

WORK SHEET FOR VENTED HEATER' SYSTEM 
Measured Quantities and System Characteristic Constants 
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Derived System Parameters 
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Calculation of System Losses and Annual Fuel Utilization Efficiency 
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[7035-01] 

INTERSTATE COMMERCE 
COMMISSION 

[49 CFR Port 1000] 

CANONS OF CONDUCT 
Proposed Revision 

AGENCY: Interstate Commerce Com¬ 
mission. 

ACTION: Proposed Rules. 

SUMMARY: The Commission pro¬ 
poses to revise its existing Canons of 
Conduct, to adopt implementing and 
clarifying guidelines for some of the 
canons, to amend the list of employees 
required to submit confidential state¬ 
ments of employment and financial in¬ 
terests, and to prescribe additional 
canons of conduct applicable only to 
members of the Commission. The pur¬ 
pose is to simplify, clarify, and update 
the existing standards governing the 
conduct of members and employees. 

COMMENTS: Interested persons may 
submit written comments on the pro¬ 
posed rules on or before June 9.1978. 

ADDRESS: Comments should be sub¬ 
mitted to: Acting Secretary, Interstate 
Commerce Commission, Washington, 
D.C. 20423. 

FOR FURTHER INFORMATION 
CONTACT: 

Mark L. Evans, General Counsel, In¬ 
terstate Commerce Commission, 
Washington. D.C. 20423, 202-275- 
7312. 

SUPPLEMENTARY INFORMATION: 
In April 1977, a staff committee was 
appointed to review the Commission's 
existing Canons of Conduct and to rec¬ 
ommend changes. After the staff com¬ 
mittee submitted its report, an Ad Hoc 
Committee of Commissioners was des¬ 
ignated to make recommendations to 
the entire Commission. The Ad Hoc 
Committee proposed certain changes 
and additions to the Canons, including 
new Canons for Members, and also 
recommended the adoption of guide¬ 
lines to interpret the Canons. 

Both the staff and the Commission 
found that the existing Canons are 
sound and as tightly drawn as any 
agency's. At the same time, everyone 
agreed that the Canons needed fur¬ 
ther clarification in several critical 
areas. 

The result of this comprehensive 
review is that the Commission pro¬ 
poses to tighten up the Canons even 
further in several places, to add a sup¬ 
plemental set of Canons for members 
only, and to expand the list of employ¬ 
ees who are required, because of the 
sensitivity of their positions, to submit 
confidential statements of their em¬ 
ployment and financial interests. As 
supplemented by the new guidelines 
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for several provisions, the Canons now 
give members and employees a much 
clearer idea of what conduct is permit¬ 
ted and what conduct should be avoid¬ 
ed. 

The following paragraphs describe 
the key changes in the Canons and 
the principal provisions of the new 
guidelines. The following Canons 
remain as is except for minor editorial 
changes: Canon II; Canons 17 through 
21, (which have been renumbered as 
18 through 22, due to the establish¬ 
ment of new Canon 12. in lieu of 
former Canon 28); Canons 25 and 26 
(formerly Canons 24 and 25); and 
Canons 30 and 31 (formerly Canons 29 
and 30). 

Canon 12: Amended version of 
former Canon 28. The Canon estab¬ 
lishes a formal interpretation and ad¬ 
visory service under the direction of 
the Commission’s General Counsel 
(who is designated Ethics Counselor) 
and Director of Personnel (who is des¬ 
ignated Principal Deputy Ethics Coun¬ 
selor). Provision is made for the desig¬ 
nation of additional Deputy Ethics 
Counselors as needed to furnish advice 
concerning the interpretation and ap¬ 
plication of the Canons of Conduct. 

Canon 13: Amended version of 
former Canon 12. Clause (b) has been 
added which specifies that members 
and employees may not hold a finan¬ 
cial interest in a firm that in turn 
owns or controls a for-hire transporta¬ 
tion company if the firm has more 
than two percent of its assets invested 
in, or derives more than two percent of 
its income from, the transportation 
company. 

Clauses (a), (b), and (c) distinguish 
between financial interests that are 
sufficiently direct, certain, and sub¬ 
stantial to give rise to a possible ap¬ 
pearance of a conflict of interest on 
the part of a member or employee, 
and financial interests that are so indi¬ 
rect. inconsequential, or remote as to 
avoid any such appearance. Both the 
former Canon and the amended 
Canon allow members and employees 
to own shares in a conglomerate or a 
mutual fund as long as the conglomer¬ 
ate or mutual fund has no more than 
ten percent of its assets invested in, 
and dervies no more than ten percent 
of its income from, for-hire transpor¬ 
tation companies.- The Commission 
recognized, however, that there may 
be a difference between a conglomer¬ 
ate that merely invests in a for-hire 
transportation company and one that 
owns or controls such a company. 
Clause (b) provides that a member or 
employee may own shares in a firm 
that owns or controls a transportation 
company only if the firm has no more 
than two percent of its assets invested 
in, and derives no more than two per¬ 
cent of its income from, the transpor¬ 
tation company. 

The guidelines provide that mem¬ 
bers and employees may rely on a 


company's most recent financial state¬ 
ment in determining whether the 
Canon’s two-percent and ten-percent 
limitations are applicable. They also 
allow up to nine months for the dispo- 
sition of any financial interest previ¬ 
ously permitted but now prohibited by 
the amended Canon. Provision is made 
for a waiver of the Canon’s prohibi¬ 
tions on the basis of serious financial 
hardship. 

Canon 14: Amended version of 
former Canon 13. Subsection (a) sub¬ 
stitutes the phrase “in which their im¬ 
partiality might reasonably be ques¬ 
tioned" for “interest which might 
affect or appear to affect their actions 
in this matter." The substitution is not 
intended to make any significant 
change in substance. The new phrase 
is taken from Canon 3 of the Ameri¬ 
can Bar Association’s Code of Judicial 
Conduct. 

Subsection (b) is new. It provides 
that members and employees who are 
disqualified from participating in a 
matter may not engage in a discussion 
of the matter and may not be present 
during any action relating to the 
matter. 

The guidelines provide that a 
member is the sole Judge of his or her 
own qualification but that the Chair¬ 
man may make a final determination 
of an employee's qualification if it is 
questioned. The guidelines also give 
some guidance in applying the phrases 
“substantial pecuniary interest’’ and 
“impartiality might reasonably be 
questioned." 

Canon 15: Amended version of 
former Canon 14. The new Canon 
omits as superfluous two sentences in 
former subsection (a) that addressed 
reimbursement of travel expenses for 
attending industry meetings and con¬ 
ventions. 

The guidelines define “gift, gratuity, 
entertainment, favor, loan, or any 
other thing of monetary value," and 
set forth the list of persons and associ¬ 
ations from whom such things may 
not be accepted. They state a policy of 
favoring the Canon's prohibitions 
rather than stretching its exceptions. 

The guidelines provide that mem¬ 
bers and employees may not accept re¬ 
imbursement from certain prospective 
employers for travel costs associated 
with employment negotiations unless 
a waiver is obtained from the Ethics 
Counselor. 

The guidelines give guidance in ap¬ 
plying the Canon’s three exceptions. 
Members and employees are advised, 
in applying the family or personal re¬ 
lationship exception, to consider 
whether the donor would have offered 
the gift or favor If he or she were in a 
different business and if the recipient 
were not a Commission employee. Em¬ 
ployees may be authorized to attend 
events sponsored by persons subject to 
Commission regulation if attendance 
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will further the interests of the Com¬ 
mission. Among the relevant consider¬ 
ations are the identity of the sponsor, 
the size of the event, and the class of 
persons invited. In general, attendance 
is more likely to be authorized if the 
sponsor is a large, multi-industry 
group rather than a small, single-in¬ 
dustry group, if the event is large 
rather than intimate, and if persons in 
addition to Commission employees are 
invited. 

The guidelines provide that, when 
an employee is authorized to attend an 
out-of-town event and wishes for per¬ 
sonal reasons to remain beyond the 
authorized time, the employee may do 
so only if the Chairman approves the 
request for leave. The purpose of this 
provision is to establish an effective 
review mechanism to ensure proper 
use by Commission employees of offi¬ 
cial travel. 

The guidelines specify that candy, 
fruit, and alcoholic beverages are not 
the sort of inexpensive items that 
qualify as "advertising or promotional 
material" within the scope of excep¬ 
tion (iii) in the Canon. 

Canon 16: Former Canon 15. The 
guidelines provide that proprietary in¬ 
formation submitted to the Commis¬ 
sion in confidence and decisional 
orders that have not been served or 
otherwise officially released may not 
be disclosed either to non-employees 
or to employees who do not need to 
know the information. The Chairman 
may authorize disclosure of such in¬ 
formation* either in individual cases or 
in classes of cases, if the public inter¬ 
est requires 

Canon 17: Former Canon 16. The 
guidelines specify that authorized out¬ 
side employment may be engaged in 
only during non-working hours and 
only to the extent that it does not in¬ 
terfere with performance of official 
duties. 

Canon 23: Revised version of former 
Canon 22. The previous version pro¬ 
hibited "criminal, infamous, dishonest, 
improper or disgraceful conduct which 
violates common decency or morality 
or subjects the Commission to adverse 
criticism or disrepute." The new provi¬ 
sion eliminates the ambiguity and nar¬ 
rows the focus of the prohibition. It 
now proscribes criminal or dishonest 
conduct or conduct that clashes with 
an employee's official position or re¬ 
sponsibilities. The guidelines empha¬ 
size that the Canon is not intended to 
reach legitimate private conduct unre¬ 
lated to job performance or position. 

Canon 24: Former Canon 23. The 
general reference lists of intermediar¬ 
ies that the Canon allows employees 
to make available refer to lists com¬ 
piled by reputable professional associ¬ 
ations. The Canon does not authorize 
the furnishing of lists compiled by an 
employee personally from his or her 
own knowledge. 


Canon 27: Shortened version of 
former Canon 26. Subsections (a) and 
(b) are unchanged from former Canon 
26. The material formerly contained in 
subsections (c), (d). (e) and (f) now is 
contained in the guidelines to the 
Canon. A new provision has been 
added to excuse reporting of the inter¬ 
est of a spouse or other relative when 
the employee certifies that he or she 
does not have access to the required 
information despite reasonable efforts 
to obtain it and neither derives not ex¬ 
pects to derive any benefit from the fi¬ 
nancial interests involved. 

Canon 28: This provision, together 
with the accompanying guidelines, es¬ 
tablishes a simplified procedure for 
review of confidential statements of 
employment and financial interests. 
The procedure is similar to that pro¬ 
vided for in former Canon 27. 

Canon 29: this Canon is new. It is de¬ 
signed, on the model of Canons 27 and 
28. to ensure that facts concerning the 
employment by a regulated carrier of 
an employee’s close relatives are re¬ 
ported by the employee and reviewed 
by the Director of Personnel for possi¬ 
ble conflict of interest or appearance 
of a conflict of interest. 

Appendix I: The list of employees re¬ 
quired to submit confidential state¬ 
ments of employment and financial in¬ 
terests has been expanded to include 
the confidential assistants and the 
professional staff in the Office of the 
Chairman and the Commissioners’ Of¬ 
fices, and the officers in charge of all 
field offices. The purpose is to cover 
all employees whose positions are suf¬ 
ficiently sensitive, because of their 
ability to influence official action, to 
warrant application of the protective 
measure of requiring the submission 
of confidential financial statements. 

Additional Canons of Conduct for 
Members: The additional Canons ap¬ 
plicable to members supplement 
rather than replace the Canons appli¬ 
cable to both members and employees. 

• • • * • 

The Commission invites comment 
from employees and all interested per¬ 
sons. When a comment identifies a 
problem or raises a question concern¬ 
ing the proposed Canons and Guide¬ 
lines, the Commission would particu¬ 
larly welcome suggestions of alterna¬ 
tive provisions that would solve the 
problem or answer the question. The 
Commission also solicits suggestions 
for enhancing clarity and eliminating 
ambiguity. 

• • • # • 

The Commission proposes to adopt 
the following rules: 

H. G. Homme, Jr., 
Acting Secretary. 


Subport B—Canons of Conduct 

Sec. 

1000.735- 11 General standard of conduct. 

1000.735- 12 Interpretation and Advisory 
Service. 

1000.735- 13 Prohibited financial interests. 

1000.735- 14 Disqualifying interests. 

1000.735- 15 Gifts, entertainment, and 
favors. 

1000.735- 16 Disclosure and misuse of infor¬ 
mation. 

1000.735- 17 Outside employment. 

1000.735- 18 Future employment. 

1000.735- 19 Ex parte communication. 

1000.735- 20 Use of Federal property. 

1000.735- 21 Use of Intoxicants. 

1000.735- 22 Indebtedness. 

1000.735- 23 Prohibited Conduct. 

1000.735- 24 Intermediaries. 

1000.735- 25 Gambling, betting, and lotter¬ 
ies. 

1000.735- 26 Miscellaneous statutory provi¬ 
sions. 

1000.735- 27 Statements of employment 
and financial interests. 

1000.735- 28 Review of statements of em¬ 
ployment and financial interests. 

1000.735- 29 Disclosure of employment of 
spouse or child. 

1000.735- 30 Specific provisions governing 
special Government employees. 

1000.735- 31 Disciplinary and other remedi¬ 
al action. 

Appendix I—Employees Required to Submit 
Periodic Disclosure Statements 
Appendix II—Miscellaneous Statutory Pro¬ 
visions 

Subpart C—Additional Canons of Conduct for 
Mombors 

1000.736- 1 General policy. 

1000.736- 2 Maintaining Independence. 

1000.736- 3 Official Duties. 

1000.736- 4 Extra-Official Activities. 

1000.736- 5 Qualification to Participate. 

Subpart B—Canons of Conduct 

§ 1000.735-11 General standard of con¬ 
duct. 

Members and employees of the Com¬ 
mission shall perform their duties so 
as to insure that the Interstate Com¬ 
merce Act and related statutes are ad¬ 
ministered fairly and expeditiously 
and with a view to carrying out the 
National Transportation Policy. They 
shall be courteous and prompt in serv¬ 
ing the public. 

§ 1000.735-12 Interpretation and Advisory 
Service. 

(a) The Commission’s General Coun¬ 
sel shall be the Ethics Counselor. The 
Director of Personnel shall be the 
principal Deputy Ethics Counselor. 
The Ethics Counselor, with the ap¬ 
proval of the Chairman, shall desig¬ 
nate additional Deputy Ethics Coun¬ 
selors as he or she deems necessary or 
appropriate to carry out his or her re¬ 
sponsibilities under these Canons. 

(b) Guidelines shall be issued for 
appropriate sections, including 
§§ 1000.735-14 and 1000.735-15, within 
60 days of the adoption of the revised 
Canons. An ad hoc committee of Com¬ 
missioners shall recommend the initial 
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guidelines for Commission considera¬ 
tion and action. After approval by the 
Commission the guidelines shall be 
published in the Federal Register. 
Thereafter, on January 1, and June 30 
of each year, the Ethics Counselor 
shall report to the Commission on the 
operation of the Canons and guide¬ 
lines with any recommendations the 
Counselor deems advisable. 

(c) The Director of Personnel shall 
furnish copies of the Canons of Con¬ 
duct and guidelines to each new 
member and new employee upon his 
or her entrance on duty. The Ethnics 
Counselor shall annually, or as cir¬ 
cumstances may warrant, bring to the 
attention of each member or employee 
the Canons of Conduct, and their 
guidelines. The Ethics Counselor shall 
inform all members and employees of 
the names of the Deputy Ethics Coun¬ 
selors and of the procedures for seek¬ 
ing advise concerning the interpreta¬ 
tion and application of these Canons. 

§ 1000.735-13 Prohibited financial inter¬ 
ests. 

Members and employees shall not be 
employed by or hold any official rela¬ 
tion to, or own any securities of, or be 
in any manner pecuniarily interested 
in carriers to the extent prohibited by 
the Interstate Commerce Act. This 
Canon prohibits (a) any direct interest 
in any for-hire transportation compa¬ 
ny whether or not subject to the In¬ 
terstate Commerce Act, (b) any inter¬ 
est in any company that (1) owns or 
controls and (2) has more than two 
percent of its assets invested in or de¬ 
rives more than two percent of its 
income from a for-hire transportation 
company whether or not subject to 
the Interstate Commerce Act, and (c) 
any interest in any company, mutual 
fund, or other enterprise which in 
turn has an interest of more than ten 
percent of its assets invested in or de¬ 
rives more than ten percent of its 
income from any for-hire transporta¬ 
tion company whether or not subject 
to the Interstate Commerce Act. 

Guidelines 

The two-percent and ten-percent limita¬ 
tions of (b) and (c) should be interpreted as 
applying only to direct holdings of a compa¬ 
ny. mutual fund, or other enterprise, and 
not to indirect holdings. In determining 
whether these limitations are applicable, 
members and employees may rely on the 
most recent financial statement issued by 
the enterprise. 

Where a previously-proper holding of a 
member or employee becomes prohibited be¬ 
cause of the enterprise's acquisition of an 
interest in a for-hire transportation compa¬ 
ny. the holding must be disposed of within 
nine months. 

The financial Interests prohibited by this 
section are absolute unless a waiver, based 
on serious financial hardships, is obtained 
from the Ethics Counselor. 

§ 1000.735-14 Disqualifying interests. 

(a) Members and employees shall 
not participate in any matter in which 


they have a substantial pecuniary in¬ 
terest or in which their impartiality 
might reasonably be questioned. 

(b) Once members or employees 
have been disqualified from participat¬ 
ing in any matter, they shall not 
engage in any discussion or be present 
during any action relating to the 
matter. 


Guidelines 

Members and employees should disqualify 
themselves whenever. In their own judg¬ 
ment. a disqualifying interest exists. If an 
employee's qualification to participate in a 
matter is questioned by someone else and 
the employee declines to disqualify himself 
or herself, the final determination as to 
whether the employee should be disquali¬ 
fied will be made by the Chairman. A 
member is the sole judge of his or her own 
qualification. 

A “substantial pecuniary interest” should 
be interpreted to include any situation in 
which members or employees, or their par¬ 
ents, spouses, or children, have a direct or 
indirect financial interest that could be ma¬ 
terially affected. 

Matters In which members or employees' 
"impartiality might reasonably be ques¬ 
tioned” should be Interpreted to include, 
among other things, any matter in which 
they or their parents, spouses, or chUdren 
have a past or present association with a 
party or a representative of a party affected 
by the matter which reasonably appears to 
affect their decision. 

§ 1000.735-15 Gifts, entertainment, and 
favors. 

(a) Members and employees of the 
Commission shall not solicit or accept, 
directly or indirectly, any gift, gratu¬ 
ity, entertainment, favor, loan, or any 
other thing of monetary value, which 
might reasonably be interpreted as 
being of such a nature that it could 
affect their impartiality, from any 
person, association, or group, that (1) 
has, or is seeking to obtain, contrac¬ 
tual or other business or financial re¬ 
lationships with the Commission; or 
(2) conducts operations or activities 
that are subject to regulation by the 
Commission; or (3) has interests which 
may be substantially affected by the 
member's or employee's performance 
or nonperformance of his or her offi¬ 
cial duty; or (4) is in any way attempt¬ 
ing to affect the member's or employ¬ 
ee's official actions. The requirements 
of this subparagraph do not apply to 
(i) obvious family or personal relation¬ 
ships when the circumstances make it 
clear that it is those relationships 
rather than the business of the per¬ 
sons concerned which are the motivat¬ 
ing factors: (ii) acceptance of food or 
refreshments of nominal value on in¬ 
frequent occasions in the course of a 
luncheon, dinner, or other meeting or 
an inspection tour where a member or 
employee may properly be in attend¬ 
ance; or (iii) acceptance of unsolicited 
advertising or promotional material of 
nominal intrinsic value, such as, pens, 
pencils, note pads, calendars, and 
other similar items. 


(b) Members and employees shall 
avoid any action, whether or not spe¬ 
cifically prohibited which might result 
in, or create the appearance of: U) 
Using public office for private gain; (2) 
giving preferential treatment to any 
person; (3) impeding Commission effi¬ 
ciency or economy; (4) losing complete 
independence or impartiality; ( 5 ) 
making a Commission decision outside 
official channels; or (6) affecting ad¬ 
versely the confidence of the public in 
the integrity of the Commission. 

(c) Members and employees shall 
not solicit a contribution from any 
other member or employee, or make a 
donation for a gift to a member or em¬ 
ployee in a superior official position or 
accept gifts from members or employ¬ 
ees receiving less salary than them¬ 
selves. This paragraph does not pro¬ 
hibit a voluntary gift or donation of 
nominal value made on a special occa¬ 
sion such as marriage, illness, or re¬ 
tirement. 

(d) Members and employees shall 
not accept a gift, present, decoration, 
or other thing from a foreign govern¬ 
ment unless authorized by Congress as 
provided by the Constitution and in 5 
U.S.C. 7342. 

Guidelines 

subsection 

(1) This canon is designed to prohibit con¬ 
duct which gives the appearance of or cre¬ 
ates on actual conflict of interest for mem¬ 
bers or employees. 

The term "gift, gratuity, entertainment, 
favor, loan, or any other thing of monetary 
value” includes such things as invitations to 
lunches, dinners, parties, or other social 
events; tickets to cultural or sporting events; 
free use of facilities such as hotels or other 
accommodations; free transportation; free 
use of club privileges or similar facilities. 

The persons, associations and groups from 
whom gifts and other things of value may 
not be accepted include, but are not limited 
to. regulated entities, associations of regu¬ 
lated entities, and firms whose work in¬ 
volves to a substantial extent the represen¬ 
tation of regulated entities. 

If none of the exceptions enumerated in 
this section applies, acceptance of a gift or 
other valuable consideration will In most 
cases by subject to a reasonable Interpreta¬ 
tion that it could affect the members or 
employee’s impartiality. A policy favoring 
the prohibitions rather than stretching the 
exceptions is intended. 

(2) Members and employees considering 
possible proposals for future employment 
with persons, associations, or groups de¬ 
scribed in the canon and this guideline 
should pay their own travel and living costs 
in connection with employment negotia¬ 
tions unless a waiver, based on financial 
hardship, the position of the employee, and 
other factors deemed relevant by the Ethics 
Counselor, is obtained by an employee from 
the Ethics Counselor. When Members and 
employees leave the Commission and 
become employed elsewhere, they may 
accept reimbursement from their new em¬ 
ployers for expenses Incurred during the 
employment negotiations. 

(3) The "obvious family or personal rela¬ 
tionship” exception permits the exchange 
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of gifts and entertainment where it Is rea¬ 
sonably clear that the offering is prompted 
by the personal or family relationship. If 
the donor’s business interests might be the 
motivating factor behind the gift or enter¬ 
tainment, the member or employee should 
carefully consider the circumstances sur¬ 
rounding the offer before accepting. The 
purpose of this exception is to make it clear 
that this canon is not intended to affect a 
member’s or employee’s personal relation¬ 
ships or private Interests which are unrelat¬ 
ed to performing his or her job. 

A gift or entertainment from a relative is 
normally permissible, unless it appears that 
it Is motivated by the relative’s business in¬ 
terests. In the case of personal friends, 
members and employees should carefully 
consider the circumstances surrounding an 
offer and should take reasonable steps to 
avoid the appearance of a conflict of inter¬ 
est. For example, members and employees 
are free to meet personal friends for lunch 
or dinner but to avoid the appearance of a 
conflict of Interest should pay their own 
checks. Similarly, members and employees 
may accept gifts from personal friends on a 
special occasion, such as a birthday, wed¬ 
ding. or Christmas, if such gifts are normal¬ 
ly exchanged by them. Members and em¬ 
ployees should consider whether the donor 
would have offered the favor if he or she 
were in a different business and if the re¬ 
cipient were not a Commission employee. If 
there is doubt concerning the application of 
the exception, the offered item should not 
be accepted. 

(4) Exception <ii) applies to those events 
at which members and employees may prop¬ 
erly be in attendance. 

Members may attend any event which In 
their own opinion will benefit the Commis¬ 
sion and assist in performing their official 
duties, as long as attendance would not re¬ 
flect adversely on their impartiality. In de¬ 
ciding whether to attend an event members 
should carefully consider (1) the identity of 
the sponsor. (2) the location. (3) the dura¬ 
tion. (4) the purpose, and (5) the persons ex¬ 
pected to attend. 

Employees may properly attend events 
sponsored by a person or entity subject to 
Commission regulations where authorized 
by the Chairman or where their attendance 
is ruled to be proper by the Ethics Counsel¬ 
or. The Ethics Counselor may, upon re¬ 
quest. issue an opinion concerning employee 
attendance at events which larger numbers 
of employees may be invited to attend. At¬ 
tendance will be authorized only if it will 
further the interests of and provide benefits 
to the Commission, in light of the employ¬ 
ee’s Job duties and level or responsibility. 

Attendance at large events sponsored by a 
multi-industry group, such as the ICC Prac¬ 
titioners, and attended by large numbers of 
persons in addition to Commission members 
or employees, will normally be authorized, 
unless the circumstances are such as to 
create an appearance of impropriety. At¬ 
tendance at events sponsored by a single in¬ 
dustry or by one or a small group of compa¬ 
nies. or events, to which only ICC Commis¬ 
sioners and employees are invited, will be 
closely scrutinized and attendance will be 
authorized only if there is a clear benefit to 
the Commission. 

When authorizing an employee to attend 
an event of more than one day’s duration, 
the Chairman will designate the period of 
time the employee may be in attendance, 
based on his or her Judgment as to which 
segments of the event are relevant to the 


employee’s responsibilities. If an employee 
authorized to attend an out-of-town event 
wishes to remain for a longer period for per¬ 
sonal purposes, he or she may do so only if 
the request for annual leave is approved by 
the Chairman. 

When attending a meeting or other event, 
members and employees may accept a 
plaque or similar memento in honor of their 
appearance, and any other item of nominal 
value given to all participants. 

(5) The ‘advertising of promotional mate¬ 
rial” exception is Intended to Include only 
inexpensive items that businesses commonly 
distribute to large numbers of persons. 
Candy, fruit, alcoholic beverages, and simi¬ 
lar items do not ordinarily qualify under 
this exception. 

(6) Although the canon allows the accept¬ 
ing of certain items, it does not require ac¬ 
ceptance. Members and employees may 
always decline gifts that the canon allows 
them to accept. 

Subsection C 

This subsection does not prohibit the vol¬ 
untary exchange of inexpensive gifts on oc¬ 
casions such as birthdays or holidays. 

§ 1000.733-16 Disclosure and misuse of in¬ 
formation. 

Members and employees of the Com¬ 
mission shall not use for personal gain 
or disclose to unauthorized persons 
confidential information not available 
to the general public. They shall not 
disclose or release official information 
prior to the time authorized for its re¬ 
lease. 0 

Guidelines 

“Confidential information not available to 
the general public” Includes proprietary in¬ 
formation submitted to the Commission 
with the reasonable expectation that it will 
be treated confidentiaUy. “Official informa¬ 
tion” includes decisional orders and other 
agency action that have not yet been served 
or otherwise officiaUy released to the 
public. 

This canon prohibits disclosure or releases 
of information in either cateory to persons 
not employed by the Commission or em¬ 
ployees whose official responsibUities do not 
require access to the information. The 
Chairman of the Commission may authorize 
disclosure or released of confidential infor¬ 
mation or official information prior to the 
official release date if he or she determines, 
in individual cases or in an appropriate class 
of cases, that such disclosure or release 
would further Important interests of the 
Commission or the public and would neither 
significantly compromise the rights of any 
person nor allow any person improperly to 
use such information for private financial 
gain. 

§1000.735-17 Outside employment and 
other activity. 

(a) Members and employees shall 
not engage in any outside employment 
or other outside activity, including 
teaching, lecturing, writing, consulta¬ 
tion, discussion, or appearance, with or 
without compensation, in circum¬ 
stances which might (1) reasonably 
result in a conflict of interest or an ap¬ 
parent conflict of interest between 
their private interests and their offi¬ 


cial Government duties and responsi¬ 
bilities; or (2) interfere with the effi¬ 
cient performance of their official 
duties; or (3) bring discredit upon, or 
cause unfavorable criticism of. the 
Commission. 

(b) Advance authorization for em¬ 
ployees to engage in outside employ¬ 
ment or other outside activity de¬ 
scribed in paragraph (a) of this sec¬ 
tion, in any event, shall be obtained 
from the Director of Personnel, via su¬ 
pervising channels. See Manual—Ad¬ 
ministration 22-781 and 24-311. 

Guidelines 

Employees will not be authorized to 
engage in any outside employment during 
working hours. If outside employment is au¬ 
thorized it must be confined strictly to non¬ 
working hours and shall not interfere in any 
other way with employees’ performance of 
their official duties. Employees will not be 
authorized to engage in any activity during 
working hours which interferes with the 
performance of their duties. 

§1000.735-18 Future employment. 

If a member or employee of the 
Commission entertains a proposal for 
future employment by any person sub¬ 
ject to regulation by the Commission 
or by associations or representatives of 
these persons, the member or employ¬ 
ee should refrain from participating in 
the decision or disposition of any 
matter in which the person, associ¬ 
ation, or representative is known to 
have a direct or substantial Interest, 
both during such negotiation and, if 
employment is accepted, until he or 
she servers the connection with the 
Commission. 

§1000.735-19 Ex parte communication. 

Members and employees of the Com¬ 
mission must conform to the stand¬ 
ards adopted by the Commission re¬ 
printed in Appendix C of the Rules of 
Practice of the Commission (Part 1100 
of this chapter). 

§1000.735-20 Use of Federal property. 

Members and employees of the Com¬ 
mission shall not directly or indirectly 
use, or allow the use of. Federal prop¬ 
erty of any kind, including property 
leased to the Government, for other 
than officially approved activities. 
They also have a positive duty and re¬ 
sponsibility to protect and conserve all 
Federal property, including equip¬ 
ment. supplies, and other property, 
which is entrusted or issued to them. 

§1000.735-21 Use of intoxicants. 

Members and employees of the Com¬ 
mission shall not consume intoxicants 
so as to impede the discharge of their 
official duties. 

§ 1000.735-22 Indebtedness. 

Members and employees shall pay 
each just financial obligation in a 
proper and timely manner, especially 
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one imposed by law such as Federal, 
State, or local taxes. For the purpose 
of this section, a "just financial obliga¬ 
tion" means one acknowledged by the 
employee or reduced to judgment by a 
court or one imposed by law such as 
Federal. State, or local taxes, and "in a 
timely manner" means in a manner 
which the agency determines does not, 
under the circumstances, reflect ad¬ 
versely on the Government as his or 
her employer. In the event of dispute 
between an employee and an alleged 
creditor, this section does not require 
an agency to determine the validity or 
amount of the disputed debt. 

§1000.735-23 Prohibited Conduct 

Members and employees shall not 
engage in criminal or dishonest con¬ 
duct. conduct that significantly in¬ 
terfere with their effective perform¬ 
ance of official responsibilities, or con¬ 
duct that is materially incompatible 
with their official position. 

Guidelines 

This canon is intended to prohibit unlaw¬ 
ful or dishonest conduct. It will not be con¬ 
strued to prohibit legitimate private con¬ 
duct or to prevent members or employee ex¬ 
ercise of rights guaranteed by the laws and 
Constitution oMhe United States. 

§ 1000.735-24 Intermediaries. 

Members and employees of the Com¬ 
mission shall not recommend or sug¬ 
gest the use of any nongovernment in¬ 
termediary (individual, firm, corpora¬ 
tion, or other entity) offering any 
service as consultant, agency repre¬ 
sentative, attorney, expeditor, or spe¬ 
cialist for the purpose of assisting in 
any negotiations, transactions, or 
other business with or before this 
Commission: Provided, howevet, That 
making available general reference 
lists of nongovernmental intermediar¬ 
ies, the use of which is authorized by 
the Secretary of the Commission, shall 
not be deemed to be in violation of 
this section. 

Guidelines 

"General reference lists" refers only to 
such lists of licensed attorneys and regis¬ 
tered practitioners as may be compiled and 
maintained by a state or local bar associ¬ 
ation. the ICC Practitioners Association, the 
Motor Carrier Lawyers Association, and sim- 
Iar organizations. Any lists compiled by em¬ 
ployees on the basis of their own knowledge 
5r experience are not "general reference 
ists" within the meaning of the Canon. 

} 1000.735-25 Gambling, betting, and lot¬ 
teries. 

Members and employees shall not 
participate, while on federally owned 
>r leased property or while on duty for 
;he Commission, in any gambling ac¬ 
tivity including the operation of a 
gambling device, in conducting a lot¬ 
tery or pool, in a game for money or 
property, or in selling or purchasing a 
lumbers slip, ticket, chance, voice, 
Jhare, or any other similar device. 


§1000.735-26 Miscellaneous statutory pro¬ 
visions. 

Members and employees shall ac¬ 
quaint themselves with the statutory 
provisions in appendix II to this sub¬ 
part which relate to ethical and other 
conduct as a member and employee of 
the Commission and the Government. 

§1000.735-27 Statements of employment 
and financial interests. 

(a) All employees in the positions 
specified in appendix I to this subpart 
shall submit to the Director of Person¬ 
nel within 90 days from the effective 
date of the regulations to this subpart, 
or if appointed after the effective 
date, within 30 days after their en¬ 
trance on duty, a confidential state¬ 
ment of employment and financial in¬ 
terests on ICC Form No. 1164. Pursu¬ 
ant to the grievance procedures enu¬ 
merated in the Manual-Administration 
22-725, employees so specified may file 
and have reviewed a complaint that 
the positions have been improperly 
designated as requiring the submission 
of a statement of employment and fi¬ 
nancial interests. 

(b) Any changes in, or additions to, 
the information contained in an em¬ 
ployee’s statement of employment and 
financial interests shall be reported in 
a supplementary statement as of June 
30 each year. Where no changes or ad¬ 
ditions occur, a negative report is re¬ 
quired. 

Guidelines 

The financial statements required by this 
section are in addition to, and not in substi¬ 
tution for, or in derogation of. any similar 
requirement imposed by law, order, or regu¬ 
lation. The submission of financial state¬ 
ments by employees does not permit them 
or any other person to participate in mat¬ 
ters in which participation Is prohibited by 
law, order, or regulation. Notwithstanding 
the filing of these statements, employees 
shall at all times avoid acquiring a financial 
interest that could result, or taking an 
action that would result in a violation of the 
confUcts-of-interest provisions of 18 U.S.C. 
208, or these Canons of Conduct. 

In the event of any required Information, 
including holdings placed in trust, is not 
known to the employee but Is known to an¬ 
other person, the employee should request 
that other person to submit the Information 
on his or her behalf and should report the 
request in Part IV of ICC Form 1164. 

The interest, if any, of a spouse, minor 
child, or any blood relation who is a 
member of, and resident in an employee's 
immediate household shall be reported as 
his or her interest. If that information is to 
be supplied by others, it should be so indi¬ 
cated in Part IV of ICC Form 1164. This in¬ 
formation will not be required if the report¬ 
ing individuals certify that they have no 
knowledge of the required Information, 
have made every reasonable effort to obtain 
It, and neither derive or expect to derive 
any benefit from the financial interests in¬ 
volved. 

Employees are not required to submit any 
information relating to their connection 
with, or interest in, a professional society or 


a charitable, religious, social, fraternal, rec¬ 
reational, public service, civic, or political 
organization or any similar organization not 
conducted as a business enterprise and 
which is not engaged in the ownership or 
conduct of a business enterprise. Education¬ 
al and other institutions doing research and 
development or related work involving 
grants of money from contracts with the 
Government are deemed "business enter¬ 
prises" for purposes of this report and 
should be included. 

§ 1000.735-28 Review of statements of em¬ 
ployment and financial interests. 

(a) The Director of Personnel shall 
review the annual statements and sup¬ 
plementary statements of employment 
and financial interests to ascertain 
conflicts of interest or appearance of 
conflicts of interest by employees. 

(b) Financial statements shall be 
held confidential. The Director of Per¬ 
sonnel is responsible for maintaining 
the statements in confidence and shall 
not allow access to, or allow informa¬ 
tion to be disclosed from, these state¬ 
ments except as provided by law or 
regulation. 

Guidelines 

Whenever, in the opinion of the Director 
of Personnel following review of the annual 
and supplementary statements of employ¬ 
ment and financial interests, a conflict of in¬ 
terest may exist or appear to exist, the Di¬ 
rector of Personnel shall notify the employ¬ 
ee concerned who shall promptly submit an 
explanation to the Director of Personnel re¬ 
garding the existence or the appearance of a 
conflict of interest. 

If, after reviewing the employee's submit¬ 
ted explanation and after consulting with 
the Ethics Counselor, the Director of Per¬ 
sonnel concludes that the conflict or ap¬ 
pearance of conflict of interest does exist, 
the Director of Personnel shall advise the 
employee of the steps necessary to remedy 
the situation. 

§ 1000.735-29 Disclosure of employment of 
parent, spouse, or child. 

Each employee whose parent, spouse 
or child is employed by a person sub¬ 
ject to regulation by the Commission 
shall promptly notify the Director of 
Personnel of the parent’s, spouse’s, or 
child’s employment and shall furnish 
a detailed statement of the parent’s, 
spouse's, or child’s job duties and re¬ 
sponsibilities. The employee shall 
promptly notify the Director of Per¬ 
sonnel of any change in the parent’s, 
spouse’s, or child’s employment, in¬ 
cluding a change in job duties or re¬ 
sponsibilities. 

Guidelines 

The term "employed by a person subject 
to regulation by the Commission" includes 
those who represent and perform a majority 
of their services for a person subject to 
Commission regulation, as well as those di¬ 
rectly employed by such a person. 

Each notification furnished under subpar¬ 
agraph (a) will be reviewed by the Director 
of Personnel to determine whether the situ¬ 
ation presents a conflict of Interest or ap¬ 
pearance of a conflict of interest. 
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(i) Whenever, In the opinion of the Direc¬ 
tor of Personnel, the situation may present 
a conflict of Interest or appearance of a con¬ 
flict of Interest, the director of Personnel 
shall notify the employee who shall prompt¬ 
ly submit an explanation regarding the exis¬ 
tence or the appearance of a conflict of In¬ 
terest together with any additional informa¬ 
tion requested by the Director of Personnel. 

<ii) If. after reviewing the submitted ex¬ 
planation and information and after con¬ 
sulting with the Ethics Counselor, the Di¬ 
rector of Personnel concludes that the situ¬ 
ation does present a conflict of Interest or 
an appearance of a conflict of interest, the 
Director of Personnel shall advise the em¬ 
ployee of the necessary steps to remedy the 
situation. The Director of Personnel may, 
after consulting with the employee and em¬ 
ployee’s Bureau or Office Head, effect any 
personnel action that may be appropriate to 
eliminate the conflict of interest or appear¬ 
ance of a conflict of interest. 

§ 1000.735-30 Specific provisions govern¬ 
ing special Government employees. 

(a) Special Government employees, 
as defined In 18 U.S.C. 202 shall not 
use (1) their Government employment 
for a purpose that is, or gives the ap¬ 
pearance of being, motivated by a 
desire for private gain for themselves 
or another person, particularly one 
with whom they have family, business, 
or financial ties; (2) any inside infor¬ 
mation obtained as a result of Govern¬ 
ment employment for private gain for 
themselves or another person either 
by direct action on their part or by 
counsel, recommendation, or sugges¬ 
tion to another person, particularly 
one with whom they have family, busi¬ 
ness, or financial ties; (3) the Govern¬ 
ment to coerce, or give the appearance 
of coercing, a person to provide finan¬ 
cial benefit to themselves, or another 
person, particularly one with whom 
they have family, business, or finan¬ 
cial ties. 

(b) Special Government employees 
shall adher to all Canons of Conduct 
specified in this subpart except 
§§ 1000.735-17<b) and 1000.735-27. In 
lieu thereof, each special Government 
employee shall submit a statement of 
his or her employment and financial 
interest on ICC Form No. 1164, to the 
Director of Personnel at the time of 
his or her employment and shall keep 
the statement current throughout em¬ 
ployment by submitting supplemen¬ 
tary statements whenever any change 
in, or addition to, the information con¬ 
tained in the statement occurs. 

51000.735-31 Disciplinary and other re¬ 
medial action. 

Any violation of these Canons of 
Conduct by an employee shall be 
cause for appropriate disciplinary or 
other remedial action as provided in 
the Manual-Administration 22-751, 
which may be in addition to any pen¬ 
alty prescribed by the law. 


Appendix I— Employees Required To 
Submit Periodic Disclosure Statements 
(49 CPR 1000.735-26) 

OFriCE of the chairman 

1. Attorneys (or other professional staff). 

2. Confidential Assistant to the Ch&riman. 

3. Writer Editor (Assistant to the Chair¬ 
man). 

4. Public Information Officer. 

5. Director, Policy Review Office. 

6. Small Business Assistance Officer. 

7. Congressional Relations Officer. 

8. Deputy Congressional Relations Offi¬ 
cer. 

9. Chief, Clearance Unit. 

COMMISSIONERS' OFFICE 

1. Attorneys (or other professional staff). 

2. Confidential Assistants to the Commis¬ 
sioners. 

OFFICE OF THE MANAGING DIRECTOR 

1. Managing Director. 

2. Assistant Managing Director. 

3. Assistant Managing Director (Oper¬ 
ations and Assessment). 

4. Assistant to the Managing Director 
(Field Operations). 

5. Attorney Adviser (General). 

6. Director of Personnel. 

7. Budget and Fiscal Officer. 

8. Assistant Budget and Fiscal Officer. 

9. Section Chiefs. 

10. Chief, Procurement and Property 
Management Branch. Section of Adminis¬ 
trative Services. 

OFFICE OF THE REGIONAL MANAGING DIRECTORS 
(FIELD) 

1. Regional Managing Directors. 

2. Assistant Regional Managing Directors. 

3. Regional Auditors. 

4. Assistant Regional Auditors. 

5. Regional Counsels. 

6. Assistant Regional Counsels. 

7. Regional Operations Directors. 

8. Assistant Regional Operations Direc¬ 
tors. 

9. Chief Special Agents. 

. 10. Officers in Charge, all offices. 

OFFICE OF THE SECRETARY 

1. Secretary. 

2. Assistanty Secretary. 

3. Chief. Section of Dockets and Service. 

OFFICE OF THE GENERAL COUNSEL 

1. General Counsel. 

2. Deputy General Counsel. 

3. Associate General Counsels. 

RAIL SERVICES PLANNING OFFICE 

1. Director. 

2. Section Chiefs. 

3. Branch Chiefs. 

OFFICE OF HEARINGS 

1. Chief Administrative Law Judge. 

2. Assistant Chief Administrative Law 
Judges. 

3. Administrative Law Judge. 

OFFICE OF PROCEEDINGS 

1. Director. 

2. Associate Director. 

3. Deputy Directors. 

4. Assistant Deputy Directors. 

5. Chief, Section of Case Control and In¬ 
formation. 

6. Chief, Section of Energy and Environ¬ 
ment. 


7. Branch Chiefs. Section of Finance. 

8. Branch Chiefs, Section of Rates. 

9. Branch Chiefs, Section of Operating 
Rights. 

10. Chairmen and Members of Employee 
Boards. 

BUREAU OF ACCOUNTS 

1. Director. 

2. Assistant Director. 

3. Assistant to the Director. 

4. Section Chiefs. 

5. Assistant Section Chiefs. 

6. Branch Chiefs. 

BUREAU OF ECONOMICS 

1. Director. 

2. Assistant Director. 

3. Assistant to the Director. 

4. Section Chiefs. 

BUREAU OF INVESTIGATIONS AND ENFORCEMENT 

1. Director. 

2. Assistant Director. 

3. Assistant to the Director. 

4. Section Chiefs. 

BUREAU OF OPERATIONS 

1. Director. 

2. Assistant Director. 

3. Assistant to the Director. 

4. Section Chiefs. 

5. Assistant Section Chiefs. 

6. Branch Chiefs. 

7. Chairmen and Members of Employee 
Boards. 

BUREAU OF TRAFFIC 

1. Director. 

2. Assistant Director. 

3. Section Chiefs. 

4. Branch Chiefs. 

5. Chairmen and Members of Employee 
Boards. 

Appendix II— Miscellaneous Statutory 
Provisions 

Members and employees have a positive 
duty to acquaint themselves with each stat¬ 
ute that relates to their ethical and other 
conduct as a member or employee of the In¬ 
terstate Commerce Commission and of the 
Government, therefore, they shall acquaint 
themselves with the following statutory and 
nonstatutory provisions: 

1. The House Concurrent Resolution 175, 
85th Congress, 2d session, 72 Stat. B12, the 
Code of Ethics for Government Service; 

2. The prohibition against bribery of 
public officials (18 U.S.C. 201) which im¬ 
poses a maximum penalty of $20,000 fine or 
three times the money or thing received, 
whichever is greater; 15 years’ imprison¬ 
ment; or both; and removal: 

3. The prohibition against receiving com¬ 
pensation for claims, contracts, etc. (18 
U.S.C. 203), which Imposes a maximum pen¬ 
alty of $10,000 fine; 2 years’ imprisonment; 
or both; and removal; 

4. The prohibition against prosecuting 
claims against and other matters affecting 
the Government (18 U.S.C. 205), which im¬ 
poses a maximum penalty of $10,000 fine; 2 
years' imprisonment; or both; 

5. The prohibition against prosecuting 
claims involving matters connected with 
former duties (18 UJS.C. 207), which imposes 
a maximum penalty of $10,000 fine; 2 years’ 
imprisonment or both; disqualification of 
partners from prosecuting claims Involving 
another partner’s former duties (18 U.S.C. 
207) which imposes a maximum penalty of 
$5,000 fine; 1 year imprisonment or both; 
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6. The prohibition against an Interested 
person acting as a Government agent <18 
U.S.C. 208), which imposes a maximum pen¬ 
alty of $10,000 fine; 2 years’ imprisonment; 
or both; 

7. The prohibition against salaries or con¬ 
tributions from other than Government 
sources <18 U.S.C. 209), which imposes a 
maximum penalty of $5,000 fine; 1 year im¬ 
prisonment; or both; 

8. The prohibition against acceptance of 
solicitation to obtain public office <18 U.S.C. 
211), which imposes a maximum penalty of 
$1,000 fine; 1 year imprisonment; or both; 

9. The prohibition against lobbying with 
appropriated funds <18 U.S.C. 1913), which 
imposes a maximum penalty of $500 fine; 1 
year imprisonment; or both; and removal; 

10. The prohibition against disloyalty and 
striking <5 U.S.C. 7311). The penalty im¬ 
posed for such activities <18 Uf3.C. 1918) is 
maximum of $1,000 fine: 1 year and a day’s 
imprisonment; or both, and removal. 

11. The prohibition against disclosing of 
classified Information <18 UJS.C. 798), which 
imposes a maximum penalty of $10,000 fine; 
10 years’ imprisonment; or both; 

12. The prohibition against disclosing of 
confidential information <18 U.S.C. 1905); 
which imposes a maximum penalty of $1,000 
fine; 1 year imprisonment; or both; and re¬ 
moval; 

13. The prohibition against habitual use 
of intoxicants to excess <5 U.S.C. 7352), 
which Imposes a maximum penalty of re¬ 
moval; 

14. The prohibition against the misuse of 
Government vehicles <31 U.S.C. 638a(c)), 
which imposes a maximum penalty of re¬ 
moval; 

15. The prohibition against the misuse of 
franking privilege <18 U.S.C. 1719), which 
imposes a maximum penalty of $300 fine; 

16. The prohibition against the deceit in 
examination or personnel action <18 U.S.C. 
1917), which imposes a maximum penalty of 
$1,000 fine; 1 year imprisonment; or both; 

17. The prohibition against fraud and 
false statement <18 U.S.C. 1001), which im¬ 
poses a maximum penalty of $10,000 fine; 5 
years’ imprisonment; or both; 

18. The prohibition against mutilating or 
destroying public records <18 U.S.C. 2071), 
which Imposes a maximum penalty of $2,000 
fine, 3 years' imprisonment; or both; and re¬ 
moval; 

19. The prohibition against counterfeiting 
and forging transportation requests <18 
U.S.C. 508). which Imposes a maximum pen¬ 
alty of $5,000 fine; 10 years' Imprisonment; 
or both; 

20. The prohibition against the embezzle¬ 
ment and theft of Government money, 
property, or records <18 U.S.C. 641). which 
imposes a maximum penalty of $10,000 fine; 
10 years’ imprisonment; or both; 

21. The prohibition against failure to ac¬ 
count for public money <18 U.S.C. 643), 
which imposes a maximum penalty of fine 
equal to amount embezzled; imprisonment 
not more than 10 years; or both; 

22. The prohibition against wrongfully 
converting property of another <18 U.S.C. 6 
which imposes a fine equal to amount em¬ 
bezzled; imprisonment not more than 10 
years: or both; 

23. The prohibition against unauthorized 
use of documents relating to duties <18 


U.S.C. 285). which imposes a maximum pen¬ 
alty of $5,000 fine; 5 years, imprisonment; or 
both; 

24. The prohibition against political activi¬ 
ty (Subch. Ill of Ch. 73, of Title 5, U.S.C.), 
which imposes a maximum penalty of re¬ 
moval; 

25. The prohibition against solicitation of 
political contributions <18 U.S.C. 602), 
which imposes a maximum penalty of $5,000 
fine: 3 years’ imprisonment; or both; 

26. The prohibition against solicitation of 
political contributions in Federal buildings 
<18 U.S.C. 603), which imposes a maximum 
penalty of $5,000 fine; 3 years’ imprison¬ 
ment; or both; 

27. The prohibition against making politi¬ 
cal contributions <18 U.S.C. 607), which im¬ 
poses a maximum penalty of $5,000 fine; 3 
years’ imprisonment; or both; 

28. The prohibition limiting political con¬ 
tributions and purchases <18 U.S.C. 608), 
which imposes a maximum penalty of $5,000 
fine; 3 years’ Imprisonment; or both; 

29. The prohibition against making a do¬ 
nation as a gift to an employee in a superior 
official position <5 U.S.C. 7351); 

30. The prohibition against holding stocks 
or having other pecuniary interest in any 
mode of transportation <49 U.S.C. 11 and 
305<i)); 

31. The prohibition against participating 
in any hearing or proceedings in which 
there is pecuniary interest (49 U.S.C. 17(3)); 
and, 

32. The prohibition against an employee 
acting as the agent of a foreign principal 
registered under the Foreign Agents Regis¬ 
tration Act <18 U.S.C. 219). 


Subpart C— Additional Canons of Conduct for 
Members 

§ 1000.736-1 General policy. 

Members of the Interstate Com¬ 
merce Commission should participate 
in establishing, maintaining, and en¬ 
forcing, and should themselves ob¬ 
serve, high standards of conduct so 
that the integrity and independence of 
the Commission may be preserved. 
The provisions of these canons should 
be construed and applied to further 
that objective. Members of the Com¬ 
mission shall observe the standards of 
personal conduct in the Canons of 
Conduct for Members and Employees 
as set forth in Subpart B of this Part 
1000. 

§ 1000.736-2 Maintaining independence. 

Members should not allow their 
family, social, or other relationships to 
influence their official conduct or 
judgment. They should not lend the 
prestige of their office to advance the 
private interests of others; nor should 
members convey the impression that 
they are subject to influence by 
others. Members should not change or 
tailor their views to appease any par¬ 
ticular interest or group. 


§ 1000.736-3 Official duties. 

(a) Official Duties, both administra¬ 
tive and adjudicative, should be car¬ 
ried ouit diligently and impartially. In 
performing adjudicative functions, 
members should avoid discussion of a 
matter with any person outside the 
Commission and its staff while that 
matter is pending. In performing their 
rule-making and administrative func¬ 
tions, members have a duty to solicit 
the views of interested persons. Inso¬ 
far as it is consistent with the dignity 
of their official positions, members 
should maintain contact with the per¬ 
sons outside the agency who may be 
affected by their rulemaking and ad¬ 
ministrative functions, but they 
should not accept unreasonable hospi¬ 
tality in so doing. 

(b) Members have the obligation to 
urge the Congress, whenever neces¬ 
sary, to amend, modify, or repeal par¬ 
ticular parts of the statutes they ad¬ 
minister. 

<c) The members’ decision to investi¬ 
gate should be based only on the facts 
known to them and the reasonable in¬ 
ferences from those facts. A member 
should never suggest, vote for, or par¬ 
ticipate in an investigation aimed at a 
person for reasons of animus, preju¬ 
dice, vindictiveness. 

(d) Members have the obligation to 
adopt rules necessary to carry out the 
National Transportation Policy. The 
rules should not be burdensome; on 
the other hand, necessary rules should 
be adopted, modified, or appealed as 
changing requirements demand. 

§ 1000.736-4 Extra-official activities. 

Members must not engage in any 
business, employment, or vocation 
while in office, nor may they use the 
power of their offices or the influence 
of their names to promote the busi¬ 
ness interests of others. Members may 
participate in nonbusiness endeavors, 
such as civic and charitable activities, 
that do not reflect adversely upon 
their impartiality or interfere with the 
performance of official duties. 

§ 1000.736-5 Qualification to participate. 

Members should disqualify them¬ 
selves in any matter in which their im¬ 
partiality might reasonably be ques¬ 
tioned. They should weigh carefully 
the question of their qualification in 
any matter where they or their rela¬ 
tives or former business associates or 
clients are involved. If an interested 
person suggests that a member should 
disqualify himself or herself in a par¬ 
ticular matter because of bias or preju¬ 
dice, the member shall be the sole 
judge of his or her own qualification. 

[FR Doc. 78-12781 Filed 5-8-78; 10:07 ami 
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